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availability of reports 


An important change has occurred in the operation of the ERIC Document Reproduction 
Service (EDRS). The ERIC Document Reproduction Service is now being operated by the 
National Cash Register Company. Effective immediately all requests for documents or 
correspondence concerning such documents should be sent to: 


EDRS 

The National Cash Register Company 
Box 2206 

Rockville, Maryland 20852 


The prices for microfiche also have been changed. The price for individual orders has been q 
increased to 25 cents per fiche for individual titles; the price for standing orders (for all | 
ERIC documents) has been reduced to 8.4 cents per fiche. : 


To compute the cost of individual microfiche announced prior to January 1, 1968, use the 4 
following table: 


IF PREVIOUSLY IF PREVIOUSLY 
PUBLISHED USE THIS PUBLISHED USE THIS 
(MF) PRICE WAS NEWPRICE (MF) PRICEWAS NEW PRICE 


$ .25 $.54 $1.50 
50 .63 1.75 
15 12 2.00 
1.00 81 2.25 
1.25 .90 2.50 


The price of hard copy for all reports, past and future, remains unchanged at 4 cents per q 
page of each document. 4 
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AXELROD, JOSEPH 

NEW PATTERNS IN UNDERGRADUATE EDU- 
CATION-EMERGING CURRICULUM MODELS 
FOR THE AMERICAN COLLEGE. NEW DI- 
MENSIONS IN HIGHER EDUCATION, NUM- 
BER 15. 

DUKE UNIV., DURHAM, N.C. 

REPORT NUMBER BR-6-1722-15 

PUBDATE APR67 

CONTRACT OEC-2-6-061722-1742 

EDRS PRICE MF-$0.50 HC-$2.92 71P. 

DESCRIPTORS *CREDITS, *CURRICU- 
LUM, *HIGHER EDUCATION, *MODELS, 
*PROFESSORS, *STUDENTS, 

THIS REVIEW OF A _ LITERATURE 
SEARCH PRESENTS A DESCRIPTION OF 
NEW MODELS OF UNDERGRADUATE CUR- 
RICULUMS THAT ARE COMING INTO EXIS- 
TENCE AND COMPARES THE PURPOSES 
OF THESE NEW MODELS WITH THE WEAK- 
NESSES OF THE OLD MODELS THAT THE 
NEW MODELS SEEK TO CORRECT. THE 
NEW MODELS OF UNDERGRADUATE EDU- 
CATION ARE SEEKING TO CREATE, EVEN 
ON THE LARGEST CAMPUSES, RELATIVE- 
LY SMALL PRIMARY GROUPS CONSISTING 
OF FACULTY MEMBERS AND STUDENTS 
WHO DEVELOP CLOSE TIES AND WHO 
CARE ABOUT ONE ANOTHER. THE NEW 
MODELS HAVE LIBERATED THEMSELVES 
FROM THE BREADTH-DEPTH CONTRO- 
VERSY BY DISCOVERING NEW PRINCI- 
PLES OF UNITY IN UNDERGRADUATE 
PROGRAMS. THE NEW MODELS ARE 
TRYING TO BREAK DOWN THE CLASS- 
ROOM WALLS AND UNITE BOOKS WITH DI- 
RECT EXPERIENCE TO BUILD A NEW 
KIND OF CURRICULAR STRUCTURE. THE 
NEW MODELS ARE ATTEMPTING TO 
REDEFINE TEACHING AND LEARNING. 
THEY ASK THE PROFESSOR TO BE, AND 
ACT LIKE, A LEARNER, ARGUING THAT 
THIS IS A WAY OF BECOMING A BETTER 
TEACHER. ALSO THEY ASK THE LEARNER 
TO PARTICIPATE IN TEACHING, ARGUING 
THAT THIS IS A WAY OF BECOMING A BET- 
TER STUDENT. THE NEW CURRICULAR 
MODELS ARE DISSATISFIED WITH THE 
OLD GRADE AND CREDIT STRUCTURE IN 
ALL OF ITS ASPECTS. THE AUTHOR 
STATES THAT AFTER THE NEW MODELS 
HAVE PASSED THROUGH THEIR INITIAL 
STAGE OF USE, THEIR FORMULATORS 
AND USERS WILL FIND THE TASK OF RE- 
FINING AND CORRECTING THEM DIFFI- 
CULT AND PERHAPS IMPOSSIBLE. HE 
CONCLUDES (1) IT IS CRUCIAL DURING 
THE FORMATIVE YEARS TO TEST AND RE- 
FINE THE PRINCIPLES ON WHICH THE 
NEW MODELS ARE BASED AND TO JUDGE 
THE AVENUES BY WHICH THOSE PRINCI- 
PLES ARE BEING, AND CAN BE, PUT INTO 
PRACTICE, AND (2) IF THE NEW MODELS 
ARE WIDELY FOLLOWED, THEY WILL 
CHANGE THE FACE AND SPIRIT OF AMER- 
ICAN UNDERGRADUATE EDUCATION. (TC) 
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MCKEACHIE, WILBERT J. 

NEW DEVELOPMENTS IN TEACHING. NEW 

DIMENSIONS IN HIGHER EDUCATION, NUM- 

BER 16. 

DUKE UNIV., DURHAM, N.C. 

REPORTNUMBER BR-6-1722-16 

PUB DATE APR 67 

CONTRACT OEC-2-6-061722-1742 

EDRS PRICE MF-$0.50 HC-$4.48 110P. 
DESCRIPTORS *COLLEGE INSTRUCTION, 

*EDUCATIONAL CHANGE, *EFFECTIVE 

TEACHING, *METHODS RESEARCH, 

‘TEACHING METHODS, AUDIOVISUAL 

AIDS, CLASS SIZE, DISCUSSION (TEACH- 

ING TECHNIQUE), DISCUSSION GROUPS, 

EDUCATIONAL NEEDS, LITERATURE RE- 


‘VISES THE 


VIEWS, PROGRAMED _ INSTRUCTION, 
TEACHING TECHNIQUES, 

RESEARCH ON TEACHING METHODS 
WAS REVIEWED TO DETERMINE WHAT IS 
KNOWN ABOUT ACHIEVING EFFECTIVE 
TEACHING. EMPHASIS WAS PLACED ON 
EMPIRICAL RESEARCH, BOTH HISTORI- 
CAL AND CONTEMPORARY, RATHER 
THAN THEORETICAL INNOVATIONS. DIS- 
CUSSIONS WERE PRESENTED ON (1) 
COURSE CONTENT AND CLASS SIZE, (2) 
TRADITIONAL TEACHING METHODS OF 
LECTURE AND DISCUSSION EMPHASIZ- 
ING STUDENT-CENTERED DISCUSSIONS 
AND INSTRUCTORLESS STUDENT DISCUS- 
SION GROUPS, AND (3) NEW TEACHING 
METHODS (EXPERIMENTAL LEARNING, 
PROGRAMED LEARNING, INDEPENDENT 
STUDY, LABORATORY METHODS, AND AU- 
DIOVISUAL AIDS). CONCLUSIONS INDI- 
CATED THAT THERE WAS NO ONE BEST 
METHOD FOR ALL GOALS, STUDENTS, OR 
TEACHERS, BUT THAT THE BEST METHOD 
IS A FUNCTION OF EACH OF THESE. INDI- 
CATIONS WERE ALSO MADE THAT THERE 
HAS BEEN CONSIDERABLE IMPROVE- 
MENT IN THE MAJOR AREAS REVIEWED. 
AN IMPLICATION OF THESE FINDINGS IN- 
DICATED THAT ONE SHOULD EXPECT TO 
FIND A VARIETY OF TEACHING METHODS 
AND THAT TEACHERS SHOULD DEVELOP 
A VARIETY OF SKILLS. (RS) 
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GILL,CLARKC. CONROY,WILLIAM 

KEY IDEAS ABOUT LATIN AMERICA, BUL- 
LETIN NUMBER 4. 

TEXAS UNIV., AUSTIN 

REPORTNUMBER BULL-4-1967 
REPORTNUMBER BR-6-1183-BULL-4 
PUBDATE 67 

EDRS PRICE MF-$0.25 HC-$1.60 40P. 

DESCRIPTORS *AREA STUDIES, *CURRI- 
CULUM DEVELOPMENT, *CURRICULUM 
PLANNING, *LATIN AMERICAN CULTURE, 
*SOCIAL STUDIES, ECONOMICS, GEOGRA- 
PHY, HISTORY, SOCIOLOGY, 

SELECTED KEY IDEAS CONTAINED IN 
THIS BULLETIN ABOUT LATIN AMERICA 
ARE ORGANIZED AROUND SIX CATE- 
GORIES AND ARE MEANT AS SUGGES- 
TIONS FOR CURRICULUM BUILDING AND 
EMPHASIS IN A SOCIAL STUDIES CLASS. 
THE SIX CATEGORIES ARE--(1) THE PHYSI- 
CAL ENVIRONMENT, (2) HISTORICAL 
BACKGROUNDS, (3) CONTEMPORARY SO- 
CIETY AND THE FAMILY, (4) CONTEMPO- 
RARY CULTURE, (5) CONTEMPORARY ECO- 
NOMIES, AND (6) CONTEMPORARY POLI- 
TICS, GOVERNMENT, AND INTERNATION- 
AL RELATIONS. SOCIAL STUDIES TEACH-~ 
ERS AT BOTH THE ELEMENTARY OR SE- 
CONDARY LEVEL SHOULD FIND THESE 
IDEAS A USEFUL BASIS FOR THEIR CUR- 
RICULUM SINCE MANY OF THE TOPICS 
CAN BE INTRODUCED IN A SIMPLIFIED 
FORM IN EARLY GRADES AND DEVEL- 
OPED PROGRESSIVELY THROUGH SENIOR 
HIGH SCHOOL. ONE OF THE PRINCIPAL 
ASSUMPTIONS OF THIS PROJECT IS THAT 
THE TEACHER IS THE FOCAL POINT OF 
ANY PROGRAM WHICH PURPORTS TO 
STRENGTHEN INSTRUCTION ABOUT 
LATIN AMERICA AND THAT NEW CURRI- 
CULA AND NEW MATERIALS WILL BE OF 
LITTLE CONSEQUENCE UNLESS TEACH- 
ERS THEMSELVES ARE WELL INFORMED. 
A SUGGESTED TEACHING STRATEGY AD- 
INDUCTIVE APPROACH, 
STARTING WITH FACTS AND THEN MOV- 
ING TOWARD CONCEPTUALIZING AND 


‘GENERALIZING. THE BULLETIN EMPHA- 


SIZES ENDS AND NOT MEANS, GENERALI- 
ZATIONS AND NOT DETAILS, LATIN AM- 


ERICA AS A WHOLE AND NOT INDIVIDUAL 
COUNTRIES. RELATED REPORTS ARE ED 
012 365, ED 012 832, AND ED 012 833. (PM) 


ED 013 343 48 AA 000 195 
CARROLL, JOHN B. 

THE FOREIGN LANGUAGE ATTAINMENTS 
OF LANGUAGE MAJORS IN THE SENIOR 
YEAR--A SURVEY CONDUCTED IN U.S. COL- 
LEGES AND UNIVERSITIES. 

HARVARD UNIV., CAMBRIDGE, MASS. 
REPORT NUMBER BR-5-1255 

PUBDATE 67 

CONTRACT OEC-4-14-048 

EDRS PRICE MF-$1.25 HC-$10.92 273P. 

DESCRIPTORS *COLLEGE LANGUAGE 
PROGRAMS, *LANGUAGE PROFICIENCY, 
*MODERN LANGUAGES, ‘*RESEARCH, 
*TEACHER EDUCATION, FLES PROGRAMS, 
FOREIGN SERVICE INSTITUTE (FSD, FSI 
PROFICIENCY RATINGS, LANGUAGE ABI- 
LITY, LANGUAGE INSTRUCTION, LANGU- 
AGE TESTS, MEASUREMENT, MLA PROFI- 
CIENCY TESTS, MODERN LANGUAGE AP- 
TITUDE TEST (MLAT), PROGRAM EVALUA- 
TION COLLEGE STUDENTS, STUDENT 
CHARACTERISTICS, STUDENT EVALUAT- 
ION, STUDENT MOTIVATION, STUDY 
ABROAD, 

A STUDY WAS MADE OF THE LEVELS OF 
PROFICIENCY ATTAINED BY FOREIGN 
LANGUAGE MAJORS IN U.S. COLLEGES 
AND UNIVERSITIES, AND OF THE FAC- 
TORS ASSOCIATED WITH THE ATTAIN- 
MENTS OF THESE LEVELS. THE MLA FOR- 
EIGN LANGUAGE PROFICIENCY TESTS 
FOR TEACHERS AND ADVANCED STU- 
DENTS WERE ADMINISTERED IN 1965 TO 
2,775 SENIORS MAJORING IN FRENCH, 
GERMAN, ITALIAN, RUSSIAN, OR SPANISH 
AT 203 INSTITUTIONS. ALSO USED IN THE 
STUDY WERE THE CARROLL-SAPON MO- 
DERN LANGUAGE APTITUDE TEST AND 
QUESTIONNAIRES FOR MAJORS AND DE- 
PARTMENT CHAIRMEN. THE RESULTING 
DATA PROVIDED NEW EVIDENCE ON A 
NUMBER OF ISSUES SIGNIFICANT IN THE 
SELECTION AND TRAINING OF FUTURE 
LANGUAGE TEACHERS, THOUGH CONCLU- 
SIONS MUST BE DRAWN WITH CAUTION. 
AMONG THE STUDENTS SAMPLED THERE 
WAS A GENERALLY LOW ACHIEVEMENT 
ON LISTENING AND SPEAKING SKILLS. 
THERE WAS EVIDENCE THAT TIME SPENT 
ABROAD HAS A POTENT EFFECT ON A 
STUDENT’S LANGUAGE SKILLS, THAT 
STUDENTS OF SPANISH OR FRENCH WHO 
STARTED THE LANGUAGE IN ELEMENTA- 
RY SCHOOL AND CONTINUED IT TENDED 
TO HAVE AN ADVANTAGE OVER OTHER 
MAJORS, THAT THOSE FROM HOMES 
WHERE FOREIGN LANGUAGE WAS SPOK- 
EN ATTAINED GREATER COMPETENCE, 
AND THAT MANY LOW-APTITUDE STU- 
DENTS ARE ABLE TO COMPENSATE BY DI- 
LIGENT STUDY AND PRACTICE OR BE- 
CAUSE OF SPECIAL OPPORTUNITIES 
SUCH AS STUDY ABROAD. MALES AND 
FEMALES WERE EQUAL IN LANGUAGE 
LEARNING ABILITY. STUDENTS AT LAR- 
GER INSTITUTIONS OUTPERFORMED 
THOSE AT SMALLER ONES, AND STU- 
DENTS AT PRIVATE INSTITUTIONS DID 
BETTER THAN THOSE AT PUBLIC ONES. 
STATISTICAL DATA ARE PRESENTED IN 
99 TABLES AND 13 FIGURES AND OTHER 
BACKGROUND INFORMATION IS CON-! 
TAINED IN FIVE APPENDIXES. (AM) 
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LAFFEY,JAMES L. 

RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, VO- 





, 


LUME 1, BIBLIOGRAPHY 1. 
INDIANA UNIV., BLOOMINGTON, ERIC CH. 

ON READING 
PUBDATE AUG67 
EDRS PRICE MF-$0.50 HC-$3.60 88P. 

DESCRIPTORS *ANNOTATED BI- 
BLIOGRAPHIES, *LANGUAGE ARTS, 
*READING RESEARCH, *RESEARCH RE- 
VIEWS (PUBLICATIONS), ADULT STU- 
DENTS, CLEARINGHOUSE ON RETRIEVAL 
OF INFORMATION AND EVALUATION ON 
READING, COLLEGE STUDENTS, ELEMEN- 
TARY GRADES, INDIANA UNIVERSITY, SE- 
CONDARY GRADES, 

DESCRIPTIVE ABSTRACTS OF ESPECI- 
ALLY USEFUL DOCUMENTS RELATED TO 
READING RESEARCH AND PUBLISHED 
BETWEEN 1957 AND 1966 ARE PRESENTED. 
ARTICLES WHICH REVIEWED RESEARCH, 
ANALYZED TOPICS IN READING, OR PRO- 
VIDED FAIRLY EXTENSIVE LISTS OF REF- 
ERENCES ARE INCLUDED. THE PUBLICA- 
TION PRESENTS 259 ENTRIES ARRANGED 
ALPHABETICALLY BY YEAR AND CON- 
TAINS AN AUTHOR INDEX. THE BIB- 
LIOGRAPHY CAN BE UTILIZED TO GAIN A 
GENERAL IDEA OF THE EXISTING SOURC- 
ES OF RESEARCH INFORMATION RELAT- 
ED TO READING. ALL ITEMS IN THE BIB- 
LIOGRAPHY HAVE APPEARED IN THE 
PUBLISHED LITERATURE AND CAN BE 
LOCATED IN LIBRARIES WITH GOOD COL- 
LECTIONS OF JOURNAL LITERATURE IN 
PSYCHOLOGY AND EDUCATION. (RH) 
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SQUIRES, CARLE. 

CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
MARICOPA COUNTY JUNIOR COLL. DIST., 

PHOENIX, ARIZ. 

ARIZONA STATE DEPT. OF VOCATIONAL 

EDUC., PHOENIX 
PUBDATE 66 
EDRS PRICE MF-$0.75 HC-$5.24 129P. 

DESCRIPTORS ‘DESIGN, *DRAFTING, 
*INDUSTRY, *PERSONNEL POLICY, *PHY- 
SICAL FACILITIES, ARIZONA, CURRICU- 
LUM DEVELOPMENT, EDUCATIONAL 
NEEDS, EMPLOYMENT PRACTICES, MARI- 
COPA COUNTY, OBSERVATION, OCCUPA- 
TIONAL SURVEYS, ORGANIZATION, PRO- 
GRAM IMPROVEMENT, TECHNICAL EDU- 
CATION, TRADE AND INDUSTRIAL EDU- 
CATION, 

DATA WHICH HAD SIGNIFICANCE FOR 
DESIGN AND DRAFTING CURRICULUMS 
WERE COLLECTED BY DIRECT OBSERVA- 
TION OF 21 DESIGN AND DRAFTING FAC- 
TORS WITHIN 16 SELECTED INDUSTRIAL 
COMPANIES EMPLOYING 869 DESIGNERS 
AND DRAFTSMEN. OBSERVATIONS COV- 
ERED (1) THE NUMBER OF DESIGN AND 
DRAFTING EMPLOYEES, (2) THE SYSTEM 
OF DRAFTING ROOM ORGANIZATION, (3) 
JOB CLASSIFICATIONS, (4) HIRING, 
TRAINING, AND PROMOTION PRACTICES, 
(5) PHYSICAL FACILITIES, (6) DRAWING 
MATERIALS, STANDARDS, AND SPECIAL 
DEVICES AND TECHNIQUES, (7) METHODS 
OF HANDLING CHANGE ORDERS AND 
CHECKING AND STORING DRAWINGS, (8) 
WOMEN IN THE OCCUPATIONAL AREA, 
AND (9) UNIQUE DETAIL DRAFTING 
PRACTICES. THE COMPANIES OBSERVED 
WERE ENGAGED IN (1) ELECTRO-ME- 
CHANICAL DESIGN AND DRAFTING, (2) 
MECHANICAL DESIGN AND DRAFTING, (3) 
CIVIL, STRUCTURAL, AND ARCHITECTU- 
RAL DRAFTING, (4) TECHNICAL _IL- 
LUSTRATION, AND (5) TOOL DESIGN. JOB 
CLASSIFICATIONS AND HIRING PRACTIC- 
ES VARIED FROM COMPANY TO COMPANY. 
USUALLY THREE GRADE LEVELS WERE 
PROVIDED FOR BOTH DESIGNERS AND 


DRAFTSMEN. LARGER COMPANIES 
SEEMED TO BE MORE FLEXIBLE IN HIR- 
ING YOUNGER AND MORE INEXPERI- 
ENCED PERSONNEL, AND SEVERAL COM- 
PANIES REQUIRED PREEMPLOYMENT 
TESTS. MILITARY STANDARDS AND THE 
AMERICAN STANDARDS ASSOCIATION 
DOCUMENTS WERE WIDELY USED. TWO 
OF THE 16 COMPANIES WERE EXPERI- 
MENTING WITH COMPUTER DEVICES TO 
AUTOMATE DRAFTING AND SEVERAL 
OTHER UNIQUE DRAFTING PRACTICES 
WERE OBSERVED. ABOUT 5 PERCENT OF 
THE DESIGNERS AND DRAFTSMEN WERE 
WOMEN. MOST CHIEF DRAFTSMEN WERE 
SEEKING TRAINING FOR EMPLOYEES 
AND POTENTIAL EMPLOYEES. IT WAS RE- 
COMMENDED THAT THERE BE MORE IN- 
TERACTION BETWEEN INSTRUCTORS 
AND INDUSTRY. THE APPENDIX IN- 
CLUDES EQUIPMENT GUIDELINES, A 
PREEMPLOYMENT TEST, A DRAFTSMAN 
RATING GUIDE, AND THE OBSERVATION 
REPORT FORM. (EM) 
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HOWARD, LAWRENCE C. 
INTERINSTITUTIONAL COOPERATION IN HI- 
GHER EDUCATION. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 21. 
DUKE UNIV., DURHAM, N.C. 
REPORTNUMBER BR-6-1722-21 
PUBDATE APR67 
CONTRACT OEC-2-6-061722-1742 
EDRS PRICE MF-$0.50 HC-$2.88 70P.¢ 
DESCRIPTORS *COLLEGE COOPERAT- 
ION, *COLLEGES, *HIGHER EDUCATION, 
*INSTITUTIONS, *INTERINSTITUTIONAL 
COOPERATION, LITERATURE REVIEWS, 
IN HIS REVIEW OF LITERATURE ON IN- 
TERINSTITUTIONAL COOPERATION, THE 
AUTHOR FOUND THAT THE GROUPS 
FORMED PASS BY MANY NAMES-~ 
“CENTER,” “CONSORTIUM” OR “COUN- 
CIL,” “COOPERATIVE PROGRAM,” “EX- 
CHANGE PROGRAM,” AND “ASSOCIATIO- 
N.” THESE GROUPS FORM A CONTINUUM 
FROM TIGHTLY KNIT TO LOOSER OCCA- 
SIONAL TIES. THE BASIC UNIT IS A COL- 
LEGE, EVEN THOUGH THE CHARACTERIS- 
TICS SHARED BY COLLEGES WERE 
FOUND TO BE LIMITED. THE HISTORICAL 
BACKGROUND PRECEDING THE RECENT 
STIMULUS FROM THE HIGHER EDUCA- 
TION ACT OF 1965 IS DESCRIBED AND 
MORE RECENT DEVELOPMENTS ARE 
ANALYZED. RESEARCH ON RECENT EF- 
FORTS WAS FOUND DIFFICULT BECAUSE 
OF THE ABSENCE OF CATALOGING AND 
AGREED-UPON CATEGORIES. MUCH 
VALUABLE DATA WAS FOUND IN EPHEM- 
ERA. THE AUTHOR FOUND THAT AS HI- 
GHER EDUCATION HAS BECOME A MAJOR 
AMERICAN INDUSTRY, THERE HAVE 
BEEN MOVES TOWARD COOPERATION TO 
ACHIEVE GREATER EFFICIENCY AND 
ECONOMY. IN CONTRAST, SOME _IN- 
DUSTRIAL PROGRAMS, ALTHOUGH FAR 
ABOVE THE MINIMUMS FOR ACCREDITA- 
TION, HAVE BEEN EXCLUDED BECAUSE 
THEY ARE BYPRODUCTS OF BUSINESS OR 
MANUFACTURING. THE PRESSURES TO- 
WARD COOPERATION ARE DESCRIBED. 
THESE PRESSURES HAVE BEEN STEADY 
BUT UNCOORDINATED. GOVERNMENT AT 
ALL LEVELS HAS BEEN INVOLVED. PRI- 
VATE FOUNDATIONS AND THE COLLEGES 
THEMSELVES ARE ENCOURAGING THE 
EFFORTS. THE AUTHOR CONCLUDES (1) 
INTERINSTITUTIONAL COOPERATION 
MUST BE SEEN AS A PROCESS, (2) ANALY- 
SES OF THE PROCESS IS NEEDED, AND (3) 
THERE IS A NEED FOR INFORMATION 
FROM THE INSTITUTIONS, FOR COOPERA- 
TIVE STUDIES, FOR A PURPOSEFUL TAXO- 


NOMY, AND FOR A THEORETICAL FOUN. 
DATION FOR FURTHER ANALYSIS AND TO 
GUIDE FUTURE DEVELOPMENTS. (AL) 
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THE GROWTH OF RESEARCH IN MEDI- 
CAL EDUCATION WAS REVIEWED AS AN 
OUTSTANDING EXAMPLE OF RESEARCH 
IN PROFESSIONAL EDUCATION. SUCCES- 
SIVE DEVELOPMENTS IN RESEARCH IN 
MEDICAL EDUCATION ARE DESCRIBED 
IN RELATION TO THE PATTERN OF AC- 
CELERATING CHANGE THAT FOLLOWED 
WORLD WAR II. THE AUTHOR REPORTS 
THAT THE CHANGES IN CURRICULUM IN- 
TRODUCED IN SOME SCHOOLS AND THE 
RESEARCH PROGRAMS THAT WERE INI- 
TIATED TO EVALUATE THOSE PROGRAMS 
PROVIDED THE STIMULUS FOR OTHER 
CHANGE-PRODUCING ACTIVITIES SUCH 
AS ANNUAL INSTITUTES ON TEACHING 
AND ADMINISTRATION SPONSORED BY 
THE ASSOCIATION OF AMERICAN MEDI. 
CAL COLLEGES AND THE DISSEMINATION 
OF THEIR REPORTS WHICH SURVEYED 
THE ENTIRE FIELD OF MEDICAL EDUCA- 
TION. RECOGNITION OF THE IMPOR- 
TANCE OF PROMOTING AND STIMULAT- 
ING RESEARCH IN MEDICAL EDUCATION 
LED TO THE ESTABLISHMENT OF THE 
DIVISION OF EDUCATION. THE DIVISION’S 
PROGRAM OF RESEARCH AND DEVELOP- 
MENT OF CONCEPTUAL MODELS FOR RE- 
SEARCH HAS INCLUDED THE STUDY OF 
INDEXES AND CORRELATES OF EDUCA- 
TIONAL EFFECTIVENESS AND THE CLAR- 
IFICATION OF CRITERIA OF PROFES- 
SIONAL PERFORMANCE AS THE ULTI- 
MATE CRITERIA OF MEDICAL EDUCAT- 
ION. THE DIVISION OF OPERATIONAL 
STUDIES WAS ESTABLISHED TO COMPILE 
INFORMATION RELATED TO FACULTY 
AND TO THE FINANCING OF MEDICAL 
EDUCATION. SEPARATE SECTIONS OF 
THIS REVIEW OF LITERATURE PRESENT 
REPORTS ON STUDIES OF STUDENT 
CHARACTERISTICS, THE TEACHING- 
LEARNING PROCESS, PERFORMANCE OF 
THE GRADUATE PHYSICIAN, GRADUATE 
AND CONTINUING MEDICAL EDUCATION, 
AND NURSING AND DENTISTRY. IN AD- 
DITION, AN OVERVIEW IS PRESENTED 
THAT SUMMARIZES THE ROLE OF PROF- 
ESSIONAL ORGANIZATIONS IN EDUCA- 
TIONAL RESEARCH, THE TRENDS IN RE- 
SEARCH STUDIES, AND A LIST OF QUES 
TIONS CONCERNING PROFESSIONAL EDU- 
CATION THAT ARE RELEVANT TO ALL 
AREAS OF PROFESSIONAL EDUCATION. 
(AL) 
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AN ASSESSMENT WAS MADE OF THE 
STATUS OF GENERAL EDUCATION IN LI- 
BERAL ARTS COLLEGES. THE GENERAL 
EDUCATION MOVEMENT WAS STARTED 
TO PROVIDE SPECIAL CROSS-DISCIPLI- 
NARY COURSES AS AN ANSWER TO THE 
DESIRE FOR UNITY OF KNOWLEDGE. LI- 
BERAL ARTS COLLEGES WITHIN UNIVER- 
SITIES WERE NOT STUDIED. THE AUTHOR 
STATES, “THE GENERAL EDUCATION 
MOVEMENT IS DEAD.” HE ATTRIBUTES 
ITS DEATH TO (1) INADEQUATE NUMBERS 
OF COMMITTED AND QUALIFIED FACUL- 
TY MEMBERS, (2) INADEQUATE PROGRAM 
LEADERSHIP, (3) INCREASE IN NUMBERS 
OF STUDENTS AND CHANGES IN THEIR 
CHARACTERISTICS, (4) NEW DEMANDS 
FOR SPECIALIZATION, AND (5) CHANGES 
IN LEARNING THEORY WHICH CLAIM 
THAT CROSS-DISCIPLINARY STUDIES 
CANNOT BE MASTERED BY STUDENTS 
WITHOUT A FIRM FOUNDATION IN AT 
LEAST TWO DISCIPLINES. THE AUTHOR 
CONCLUDES THAT THE FUTURE OF GEN- 
ERAL EDUCATION IN THE LIBERAL ARTS 
COLLEGES WILL BE CONTINGENT UPON 
THE FUTURE STATE OF THE LIBERAL 
ARTS COLLEGE ITSELF. IN DISCUSSING 
THE FUTURE OF LIBERAL ARTS COL- 
LEGES, THE AUTHOR STATES THAT SINCE 
COLLEGES EXIST PRINCIPALLY FOR THE 
FACULTY AND ADMINISTRATION AND 
ONLY SECONDARILY FOR STUDENTS AND 
SOCIETY, THEIR SURVIVAL SEEMS SURE. 
HE STATES, ALSO, THAT RESEARCH IS 
NEEDED (1) ON FACULTY ATTITUDES AND 
ABILITIES TO MATCH FACULTY MEM- 
BERS AND COLLEGE, (2) ON COURSE 
COSTS, (3) ON THE PROCESS OF CREATING 
NEW PROGRAMS, (4) ON WHAT IS GENU- 
INELY NEW IN EDUCATION, AND (5) ON 
WHAT IS EFFECTIVE. THE AUTHOR CON- 
CLUDES CHANGE IS BEING FORCED BY 
ECONOMIC PRESSURES, MORE SOPHISTI- 
CATED STUDENTS, AND FACULTY MOB- 
ILITY, HE STATES THAT CURRICULUM 
CHANGE WILL HAVE TO OCCUR, AND CON- 
CLUDES BY DESCRIBING MANY KINDS OF 
CHANGE NOW BEING INITIATED IN VAR- 
IOUS COLLEGES. (AL) 
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THIS REVIEW OF LITERATURE DES- 
CRIBES AND ANALYZES (1) THE NATURE 
OF INTERNATIONAL EDUCATION, (2) THE 
COURSE OF DEVELOPMENT THAT 
BROUGHT CURRICULUM OFFERINGS TO 
THEIR CURRENT LEVEL, AND (3) THE 
PARTICIPANTS IN INTERNATIONAL EDU- 
CATION--THE FACULTY MEMBERS, THE 
STUDENTS, THE GOVERNMENT, AND THE 
PRIVATE AGENCIES INTERESTED IN STI- 
MULATING INTERNATIONAL EDUCAT- 
ION. THE AUTHOR DEFINES THE AREA OF 
INTERNATIONAL EDUCATION AS “THAT 
WHICH IS TAUGHT, STUDIED, AND 
LEARNED IN SUBJECT MATTER THAT 
REACHES BEYOND THE NATIONAL CUL- 
TURE OR IN A LEARNING SITUATION OUT- 
SIDE IT.” HE ALSO VOICES DISSATISFAC- 
TION WITH THE TERM OF “NON-WESTERN 
STUDIES,” REGARDING IT AS UNSATIS- 
FACTORY BECAUSE IT COULD BE VIEWED 
AS REPRESENTING ONLY A DIVISION BE- 
TWEEN “EAST” AND “WEST” RATHER 
THAN SUGGESTING A WORLD VIEW. THE 
TWO LEVELS OF COURSES OFFERED IN 
AMERICAN LIBERAL ARTS COLLEGES 
ARE ANALYZED. THESE ARE DISCUSSED 
IN THE FOLLOWING CATEGORIES-(1) 
UPPER DIVISION SPECIALIZED COURSES 
IN INTERNATIONAL RELATIONS, LANGU- 
AGE AND AREA STUDIES, COMPARATIVE 
STUDIES, TOPICAL STUDIES, AND INTER- 
NATIONAL STUDIES, AND (2) LOWER-DIVI- 
SION GENERAL EDUCATION COURSES IN 
WORLD’ CIVILIZATION, INTEGRATED 
AREA STUDIES, AND CONTEMPORARY 
WORLD ISSUES. DISCUSSIONS ARE GIVEN 
OF (1) THE SPECIALIZED KIND OF FACUL- 
TY NEEDED, (2) FOREIGN STUDENTS ON 
AMERICAN CAMPUSES, (3) AMERICAN UN- 
DERGRADUATES ABROAD, (4) PRIVATE 
ORGANIZATIONS INTERESTED IN EN- 
COURAGING INTERNATIONAL STUDY 
PROGRAMS IN AMERICAN UNDERGRA- 
DUATE EDUCATION, (5) THE INTERNA- 
TIONAL EDUCATION ACT OF 1966 AND 
OTHER LEGISLATION TO PROVIDE 
FUNDS, AND (6) THE ROLE OF GOVERN- 
MENT AGENCIES THAT DISTRIBUTE 
FUNDS. IN ADDITION THE AUTHOR DIS- 
CUSSES NEEDED RESEARCH ON THE CUR- 
RICULUM, THE FACULTY, AND THE STUD- 
ENTS. (AL) 
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THE LITERATURE ON HIGHER EDUCA- 
TION WAS SURVEYED TO EVALUATE (1) 
THE ACCESS OF DISADVANTAGED YOUTH 
TO HIGHER EDUCATION, AND (2) THE 
ACHIEVEMENTS OF HIGHER EDUCATION 
IN MEETING THE NEEDS OF DISADVAN- 
TAGED YOUTH. THE FINDINGS FROM THE 
LITERATURE HAVE BEEN DISCUSSED 
UNDER FIVE HEADINGS--(1) CIVIL RIGHTS 


AND ACCESS TO HIGHER EDUCATION, (2) 
PROGRAMS AND PRACTICES IN HIGHER 
EDUCATION FOR THE DISADVANTAGED, 
(3) CHARACTERISTICS OF DISADVAN- 
TAGED STUDENTS IN HIGHER EDUCAT- 
ION, (4) SPECIAL ADMISSIONS AND GUI- 
DANCE PROCEDURES, AND (5) THE NEGRO 
COLLEGE. AN ANNOTATED BIBLIOGRA- 
PHY DIVIDED UNDER THE SAME HEAD- 
INGS IS INCLUDED. IN A SUMMARY, THE 
AUTHOR POINTS OUT THAT CONCERN FOR 
COMPENSATORY EDUCATIONAL PRO- 
GRAMS HAS GROWN IN THE PAST 2 OR 3 
YEARS, BUT ONLY A SMALL PROPORTION 
OF COLLEGES AND UNIVERSITIES HAVE 
STARTED DEVELOPMENT OF COMPENSA- 
TORY PROGRAMS. THOSE PROGRAMS 
THAT EXIST ARE PRINCIPALLY FOR 
NEGROES, SERVE VERY SMALL NUMBERS 
OF DISADVANTAGED STUDENTS, AND 
HAVE SCARCELY TOUCHED THE RURAL 
WHITE YOUTH. SEVERAL FOUNDATIONS 
HAVE MADE IMPRESSIVE FINANCIAL 
CONTRIBUTIONS, BUT EFFORTS TO AT- 
TRACT THE DISADVANTAGED TO COL- 
LEGE COLLIDE WITH TRENDS TOWARD 
HIGHER ADMISSION STANDARDS. PRE- 
COLLEGE PREPARATORY PROGRAMS 
WERE JUDGED TO BE AN IMPORTANT, AL- 
TERNATE APPROACH THAT SHOULD BE 
EXTENDED. ANOTHER SIGNIFICANT 
TREND IS THE DEVELOPMENT OF PRO- 
GRAMS AT THE JUNIOR COLLEGE LEVEL. 
THE AUTHOR CONCLUDES THAT (1) SYS- 
TEMATIC ATTENTION MUST BE GIVEN TO 
THE DEVELOPMENT OF MEANS FOR 
MODIFYING THE ATTITUDES AND LEARN- 
ING PATTERNS OF THOSE WHO ARE INEF- 
FICIENT LEARNERS AND (2) SOME ALTER- 
NATIVE FOR REMEDIAL READING IS 
NEEDED TO AID THESE STUDENTS IN 
LEARNING TO ACQUIRE AND PROCESS 
INFORMATION. (AL) 
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AN ATTEMPT TO DEFINE THE PROPER 
ROLE OF THE COLLEGE LIBRARY IN THE 
ACADEMIC FRAMEWORK WAS MADE ON 
THE BASIS OF A REVIEW OF THE LITERA- 
TURE ON COLLEGE LIBRARIES AND OF 
REPORTS ON LIBRARY EXPERIMENTS. 
THIS REPORT ALSO REVIEWED THE CON- 
CEPTS UPON WHICH THE EXPERIMENTS 
WERE BASED. THE AUTHOR STATED 
THAT THE ROLE OF LIBRARIES AND EDU- 
CATORS MUST CHANGE IN RESPONSE TO 
THE NEED TO FIND WAYS TO (1) GIVE ALL 
STUDENTS A GENERALIST, HUMANITARI- 
AN ORIENTATION AS A FOUNDATION FOR 
SPECIALIZED VOCATIONAL TRAINING, (2) 
ENSURE THE PROPER USE OF LEISURE 
TIME, (3) FIND WAYS TO ASSIST PEOPLE 
TO COME TO TERMS WITH THEMSELVES, 
AND (4) TO HELP IN THE RETENTION OF 
INDIVIDUALITY. INTERDISCIPLINARY 
CURRICULUM DEVELOPMENT WAS SEEN 
AS CAUSING SEPARATE DISCIPLINES TO 
VANISH AND AS CAUSING A SHIFT FROM 
LECTURE TEACHING TO INDIVIDUAL 


7 








STUDY WHICH, IN TURN, HAS INDUCED A 
SEQUENCE OF CHANGE IN THE’ROLES OF 
BOTH TEACHERS AND LIBRARIES. THE 
AUTHOR REPORTED EXPERIMENTS THAT 
WOULD MAKE LIBRARIES THE CENTER 
OF THE COLLEGE, CAUSE THE LIBRARIES 
TO ASSUME THE ROLES OF BOTH LI- 
BRARIAN AND PROFESSORS, AND SEND 
THE TEACHERS BACK FROM RESEARCH 
TO INDIVIDUALIZED TEACHING. CHANG- 
ES IN THE NATURE OF LIBRARY SERVICE 
THAT WERE BEING CAUSED BY EDUCA- 
TIONAL DEVELOPMENTS WERE DISC- 
USSED. AN ANNOTATED BIBLIOGRAPHY 


WAS INCLUDED IN THE REPORT. (AL) 
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AN ANALYSIS OF STUDENT ACTIVISM 
DEVELOPED FROM A REVIEW OF LITERA- 
TURE ATTEMPTS TO (1) PROVIDE A DEFI- 
NITION OF ACTIVISM, (2) IDENTIFY THE 
FORCES THAT CREATED STUDENT ACTIV- 
ISM, (3) ANALYZE THE CHARACTERISTICS 
OF THE ACTIVISTS, (4) DETERMINE THE 
IMPLICATIONS OF ACTIVISM FOR COL- 
LEGE POLICY, AND (5) IDENTIFY QUES- 
TIONS FOR FURTHER RESEARCH. THE 
AUTHOR SUGGESTS A DEFINITION OF AC- 
TIVISM IN TERMS OF THE ATTITUDES OF 
THE STUDENTS WHO HAVE PARTICIPAT- 
ED IN THE MOVEMENT. THE CHARACTER- 
ISTICS OF THE ACTIVISTS WERE EASILY 
IDENTIFIED FROM RESEARCH CONDUCT- 
ED BY SOCIOLOGISTS WHO WERE PRE- 
SENT AT BERKELEY AS THE EVENTS 
WERE HAPPENING. THESE STUDENTS 
WERE FOUND. TO HAVE HIGH ACADEMIC 
APTITUDE, WERE GOOD ACADEMIC PER- 
FORMERS, AND INTELLECTUALLY WERE 
HIGHLY MOTIVATED. THE CAUSES FOR 
THE DEVELOPMENT OF THE MOVEMENT 
WERE MORE DIFFICULT TO IDENTIFY. 
THE AUTHOR SUGGESTS THAT THE IN- 
TELLECTUAL POVERTY IN THEIR PROS- 
PEROUS HOMES PROVIDED MATERIAL 
FOR PROTEST IN ADDITION TO THE CHAL- 
LENGES PRESENTED BY THE SCHOOLS. 
SOME STUDENTS HAD RECEIVED TRAIN- 
ING IN ORGANIZATION AND COLLECTIVE 
ACTION IN THE DEMONSTRATIONS OF 
THE CIVIL RIGHTS MOVEMENT. THEY 
FOUND CAUSE FOR ACTION IN STEADILY 
INCREASED DEMANDS FOR HIGHER ACA- 
DEMIC PERFORMANCE, LACK OF MEAN- 
ING IN CURRICULAR CONTENT, DISSATIS- 
FACTION WITH THE SOCIAL AND POLITI- 
CAL CLIMATE, DISSATISFACTION WITH 
THE RESTRICTIONS ON STUDENT LIVING 
ARRANGEMENTS, AND A NEED FOR BET- 
TER LEGAL DEFINITION OF STUDENT 
RELATIONSHIP TO THE UNIVERSITY. 
SOME OTHER FORCES THAT APPEARED 
TO HAVE CONTRIBUTED TO ACTIVE PRO- 
TEST WERE ALSO DISCUSSED. ONE OF 
THE AREAS DISCUSSED FOR FURTHER 
STUDY WAS THE EDUCATORS’ NEED TO 
KNOW MORE ABOUT THE PROCESSES AND 
OUTCOMES OF THE ACTIVISTS’ ATTEMPTS 
TO FIND NEW AND WORKABLE TRUTHS 
FOR THEIR LIVES. (AL) 
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THE AUTHOR PRESENTS A PHILOSOPHY 
OF EDUCATION THAT IS BASED ON THE 
CONCEPT THAT EDUCATION SHOULD CON- 
CENTRATE ON DEVELOPING THE INDIVI- 
DUAL STUDENT RATHER THAN ON IM- 
PARTING KNOWLEDGE AND SKILLS. EDU- 
CATION FOR INDIVIDUAL DEVELOPMENT 
WAS DESCRIBED AS A PROGRAM CON- 
SCIOUSLY UNDERTAKEN TO PROMOTE AN 
IDENTITY BASED ON SUCH QUALITIES AS 
FLEXIBILITY, CREATIVENESS, OPEN- 
NESS TO EXPERIENCE, AND RESPONSIB- 
ILITY. EARLIER CONCEPTS OF THE PROP- 
ER ROLE OF EDUCATION WERE CITED 
FROM LITERATURE TO SUPPORT THE 
IDEA THAT THE PURPOSE OF EDUCATION 
SHOULD BE THE MOLDING OF MEN RATH- 
ER THAN THE PRODUCTION OF KNOWL- 
EDGE OR THE COMPLETION OF UNITS. 
THE AUTHOR ARGUES THAT THE PLAN- 
NING OF A TOTAL EDUCATIONAL ENVI- 
RONMENT MUST BE GUIDED BY A THEO- 
RY OF THE TOTAL PERSONALITY AS 
WELL AS BY SOCIAL THEORY. PERSONAL- 
ITY THEORY WAS SEEN AS A MEANS OF 
CONNECTING WHAT HAPPENS IN STU- 
DENT ACTIVITIES WITH WHAT HAPPENS 
IN THE CLASSROOM. IT WAS EXPECTED 
TO INDICATE WHAT ASPECTS OF A PER- 
SON INFLUENCE OTHER PARTS, AND HOW 
THESE ASPECTS ARE AFFECTED BY 
FORCES FROM THE ENVIRONMENT. THE 
TEACHER’S ROLE WAS SAID TO BE, IN 
PART; TO TURN THE STUDENTS’ SCRUTI- 
NY INWARD UPON HIMSELF IN SEARCH 
OF THE SOURCE OF HIS BELIEFS TO PRO- 
DUCE THE SELF-KNOWLEDGE THAT IS 
PREREQUISITE TO DEVELOPMENT. THE 
APPLICATIONS OF THIS THEORY TO THE 
COLLEGE ENVIRONMENT ARE  DIS- 
CUSSED IN RELATION TO CURRICULUM, 
INSTITUTIONAL BUREAUCRACY, TEACH- 
ING AND RESEARCH, INSTITUTIONAL 
PURPOSE, COLLEGE SIZE, AND EXPERI- 
MENTS IN BETTER TEACHING. (AL) 
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COMPETENCIES, THE U.S. MILITARY 
SERVICES AND SOME PRIVATE ORGAN. 
IZATIONS, WERE SURVEYED TO DETER. 
MINE THEIR OPERATING POLICIES THAT 
RELATE TO PERSONNEL WITH FOREIGN 
LANGUAGE SKILLS. THE AGENCIES THAT 
HAVE THE GREATEST NEED FOR FOR- 
EIGN LANGUAGE SKILLS WITHIN THE 
UNITED STATES ARE THOSE PROVIDING 
TRANSLATIONS AND INTERPRETERS FOR 
CONFERENCES AND FOR FOREIGN VISI- 
TOR ESCORT DUTY. AMERICAN ACTIVI- 
TIES IN FOREIGN COUNTRIES THAT RE- 
QUIRE PERSONNEL WITH LANGUAGES 
SKILLS INCLUDE SUCH FUNCTIONS AS DI- 
PLOMATIC AND COUNSULAR SERVICES, 
FOREIGN INFORMATION AND TECHNICAL 
ASSISTANCE PROGRAMS, AND BUSINESS 
OPERATIONS. THE POLICIES REVIEWED 
COVER THOSE RELATED TO (1) RECRUIT- 
MENT OF FOREIGN LANGUAGE SPEAKING 
PERSONNEL, (2) METHODS FOR IDENTIFY- 
ING AND EVALUATING THE LEVEL OF 
LANGUAGE SKILLS, (3) PROVISIONS FOR 
LANGUAGE TRAINING OF PERSONNEL 
WHO POSSESS OTHER ESSENTIAL SKILLS, 
(4) PROVISIONS FOR LANGUAGE TRAIN- 
ING OF FAMILY MEMBERS, (5) OVERSEAS 
ASSIGNMENT POLICIES, AND (6) THE 
KINDS OF RECORDS KEPT IN RELATION 
TO LANGUAGE SKILLS. THE AGENCIES 
SURVEYED INCLUDED THE FOREIGN 
SERVICE OF THE DEPARTMENT OF 
STATE, THE DIVISION OF LANGUAGE 
SERVICES OF THE DEPARTMENT OF 
STATE, THE INTERNATIONAL COOPERA- 
TION ADMINISTRATION, THE UNITED 
STATES INFORMATION AGENCY, THE DE- 
PARTMENT OF THE ARMY, THE UNITED 
STATES AIR FORCE, THE DEPARTMENT 
OF THE NAVY, THE LIBRARY OF CONGR- 
ESS, THE DEPARTMENT OF COMMERCE, 
THE DEPARTMENT OF AGRICULTURE, 
AND A NUMBER OF PRIVATE ORGANIZA- 
TIONS INCLUDING RAND CORPORATION 
AND THE ASIA FOUNDATION. (AL) 
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PRETERS, LANGUAGES, TRANSLATION, 

THE FOREIGN LANGUAGE NEEDS OF 
SEVEN FEDERAL GOVERNMENT AGEN- 
CIES WERE STUDIED IN DETAIL. THREE 
OF THESE AGENCIES ARE PRIMARILY DE- 
VOTED TO FOREIGN OPERATIONS-THE 
DEPARTMENT OF STATE, THE UNITED 
STATES INFORMATION SERVICE, AND 
THE INTERNATIONAL COOPERATION 
ADMINISTRATION. THREE OTHERS ARE 
PRIMARILY CONCERNED WITH DOMESTIC 
PROBLEMS WITH ONLY MINOR ACTIVI- 
TIES IN OR CONCERNING FOREIGN 
COUNTRIES. SOME INFORMATION WAS 
ALSO GIVEN FOR THE CENTRAL INTELLI- 
GENCE AGENCY. A SUMMARY SECTION 
INCLUDES MATERIAL DRAWN FROM THE 
REPORTS OF INDIVIDUAL AGENCIES COV- 
ERING THE REQUIREMENTS OF THESE 
AGENCIES, THE TRAINING PROGRAMS, 
RECRUITMENT AND ASSIGNMENT POLI- 
CIES, INCENTIVES, AND INDICATION OF 
THE RANGE OF LANGUAGE INTERESTS 
OF THE AGENCIES. THE SUMMARY SEC- 





TION IS FOLLOWED BY INDIVIDUAL AG- 
ENCY REPORTS. (TC) 


ED 013 356 48 AA 000 208 
CARDENAS, DANIEL N. 

INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL INGLES. 
(INTRODUCTION TO A PHONOLOGICAL COM- 
PARISON OF SPANISH AND ENG 

CENTER FOR APPLIED LINGUISTICS, 

WASHINGTON, D.C. 

REPORTNUMBER NDEA-VI-123 
PUBDATE 60 
EDRS PRICE MF-$0.50 HC-$3.12 76P. 

DESCRIPTORS *ENGLISH, *LANGUAGE 
FLUENCY, *LANGUAGE INSTRUCTION, 
*PHONOLOGY, *PRONUNCIATION, *SPAN- 
ISH, LINGUISTICS, 

A PHONOLOGICAL COMPARISON WAS 
MADE BETWEEN ENGLISH AND SPANISH. 
THE PRINCIPAL REFERENCE USED FOR 
ENGLISH ANALYSIS WAS “AN OUTLINE 
OF ENGLISH STRUCTURE” BY TRAGER 
AND SMITH. THE PRINCIPAL REFERENCE 
USED FOR SPANISH ANALYSIS WAS 
“SPANISH JUNCTURE AND INTONATION” 
BY STOCKWELL, BOWEN, AND SILVA- 
FUENZALIDA. THE PRONUNCIATION 
PROBLEMS COMMON TO A LEARNER OF 
SPANISH ARE PRESENTED BY A SYSTEM- 
ATIC COMPARISON OF THE NATIVE AND 
TARGET LANGUAGES, ENGLISH AND 
SPANISH. THE PREFACE IS IN ENGLISH, 
THE TEXT IN SPANISH. (TC) 


ED 013 357 48 AA 000 209 
ATIYA, AZIZ 
STUDY CONFERENCE ON TEACHING ARA- 
BIC AT THE SECONDARY SCHOOL LEVEL. 
FINAL REPORT. 
UTAH UNIV., SALT LAKE CITY, MIDDLE 

EAST CTR. 
REPORT NUMBER 
PUBDATE DEC63 
CONTRACT OEC-4-14-025 
EDRS PRICE MF-$0.25 HC-$0.24 4P. 

DESCRIPTORS *ARABIC, *INSTRUC- 
TIONAL MATERIALS, *LANGUAGE 
GUIDES, *LANGUAGE INSTRUCTION, *SE- 
CONDARY SCHOOLS, *TEACHING, 

A STUDY CONFERENCE WAS HELD IN 
SALT LAKE CITY IN 1963 ON THE TEACH- 
ING OF ARABIC AT THE SECONDARY 
SCHOOL LEVEL. THE DISCUSSION WAS 
CONCERNED PRIMARILY WITH THE FOL- 
LOWING TOPICS-(1) ADEQUACY OF THE 
AVAILABLE KHOURY ARABIC MATERI- 
ALS, (2) THE MEANS OF PERFORMING ANY 
NECESSARY REVISION OF THE MATERI- 
ALS, (3) THE MEANS OF REPRODUCING 
THE TEXTS AND RECORDINGS FOR ADDI- 
TIONAL EXPERIMENTAL USE, AND (4) 
THE ESTABLISHMENT OF ADDITIONAL 
SECONDARY SCHOOL ARABIC LANGUAGE 
PROGRAMS. THE CONFEREES AGREED TO 
ESTABLISH AN INFORMAL NEWSLETTER. 
THEY ALSO AGREED THAT A SUITABLE 
SET OF TEACHING MATERIALS WOULD (1) 
PRESENT “MODERN STANDARD ARABIC,” 
(2) HAVE THOSE LESSONS THAT FOCUSED 
ON DIALOG OR DIALOG-NARRATIVE MA- 
TERIALS BE REINFORCED BY DRILLS ON 
THE SOUND AND STRUCTURE SYSTEMS 
OF THE LANGUAGE, (3) PROVIDE MATERI- 
ALS FOR TEACHING READING AND WRITI- 
NG, (4) WOULD HAVE AUDIO RECORDINGS 
OF BOTH EGYPTIAN AND SYRIAN, AND 6) 
WOULD INCLUDE A TEACHER’S MANUAL. 
HOPE WAS ALSO EXPRESSED THAT 
EVERY EFFORT WOULD BE MADE TO USE 
THE MATERIALS PREPARED BY DR. JO- 
SEPH KHOURY AS THE BASIS FOR ANY 
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FURTHER WORK THAT MIGHT BE DONE. 
(TC) 


ED 013 358 48 AA 000 210 
LUND,GLADYS A. HERSLOW,NINAG. 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COLLEGES 
AND UNIVERSITIES, FALL 1966. 

MODERN LANGUAGE ASSN. OF AMERICA, 

NEW YORK, N.Y. 

REPORTNUMBER BR-5-1274 

PUB DATE DEC 66 

CONTRACT OEC-5-14-032 

EDRS PRICE MF-$0.50 HC-$2.48 60P. 

DESCRIPTORS *COLLEGS, *CORE 
COURSES, *COURSES, *GRADUATION RE- 
QUIREMENTS, *LANGUAGES, 

A NATIONAL SURVEY WAS MADE OF 
FOREIGN LANGUAGE REQUIREMENTS IN 
AMERICAN COLLEGES AND UNIVERSI- 
TIES DURING 1965-66. THE SURVEY FI- 
GURES SHOW THAT ONE COLLEGE IN 
THREE PRESCRIBES FOREIGN LANGU- 
AGE CREDITS FOR ADMISSION AND THAT 
NINE OUT OF TEN REQUIRE LANGUAGE 
FOR GRADUATION WITH A B.A. DEGREE. 
IN 32 ADDITIONAL COLLEGES CERTAIN 
NONLANGUAGE DEPARTMENTS MAKE 
LANGUAGE STUDY A GRADUATION RE- 
QUIREMENT FOR THEIR MAJORS. A HALF 
DOZEN OTHERS GIVE THE STUDENT AN 
OPTION BETWEEN FOREIGN LANGUAGES 
AND MATHEMATICS AS A DEGREE REQ- 
UIREMENT. IT IS CLEAR FROM THE 
TOTAL FINDINGS REPORTED IN THIS 
STUDY THAT THE PAST 10 YEARS HAVE 
BROUGHT SIGNIFICANT GAINS FOR FOR- 
EIGN LANGUAGE IN BOTH SCHOOLS AND 
COLLEGES. (TC) 


ED 013 359 48 AA 000 211 
GILL, HARJEETS. GLEASON, HENRY A., 
IR. 

A REFERENCE GRAMMAR OF PANJABI. 
HARTFORD SEMINARY FOUNDATION, 

CONN. 

REPORT NUMBER 
PUBDATE 62 
EDRS PRICE MF-$1.25 HC-$13.12 326P. 

DESCRIPTORS *GRAMMAR, *LANGUAGE 
INSTRUCTION, *LINGUISTICS, *PANJABI, 
*PHONOLOGY, 

A REFERENCE GRAMMAR WAS PREP- 
ARED FOR STUDENTS OF PANJABI. THE 
INTENTION OF THE COMPILERS WAS TO 
MAKE IT USEFUL TO THOSE PREPARING 
TEACHING MATERIALS FOR PANJABI, 
THOSE TEACHING THE LANGUAGE BY MO- 
DERN AURAL-LINGUAL METHODS, OR 
OTHER USERS (NOT NECESSARILY PROF- 
ESSIONAL LINGUISTS) WHO WISH A DES- 
CRIPTION BASED EQUALLY ON THE SPOK- 
EN AND THE WRITTEN LANGUAGE. IN 
FORM OF PRESENTATION IT IS A REF- 
ERENCE GRAMMAR RATHER THAN A 
TECHNICAL STRUCTURAL SKETCH. WHEN 
A CHOICE HAD TO BE MADE, THE MORE 
CONVENTIONAL TREATMENT WAS USED. 
STUDENTS OF PANJABI WHO HAVE 
KNOWN THE LANGUAGE FROM CHILD- 
HOOD WILL FIND SOME THINGS OF IN- 
TEREST IN THIS GRAMMAR. SOME TOPICS 
ARE TREATED IN GREATER DETAIL 
THAN IN ANY PREVIOUS PANJABI 
GRAMMAR. SOME SUBJECTS COVERED IN 
THIS BOOK HAVE RECEIVED NO ATTEN- 
TION AT ALL IN THE TRADITIONAL 
GRAMMARS. THE TONES, THE RELATION 
OF WRITING TO SPEECH, AND MANY 
POINTS OF SYNTAX ARE EXAMPLES. ON 
THOSE TOPICS WHICH HAVE BEEN WELL 
COVERED, THE PERSPECTIVE GAINED BY 
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SEEING THEM FROM A NEW VIEWPOINT 
MAY BE VALUABLE AND SUGGESTIVE OF 
IMPORTANT INSIGHTS. (TC) 


ED 013 360 24 AA 000 212 
GORLOW,LEON BAROCAS,RALPH 
PERSONALITY AND CONFORMITY. 
REPORTNUMBER CRP-S-021 

PUBDATE 63 

CONTRACT OEC-4-10-103 

EDRS PRICE MF-$0.50 HC-$4.72 116P. 

DESCRIPTORS *BEHAVIORAL SCIENCE 
RESEARCH, *CONFORMITY, *PERSONALI- 
TY ASSESSMENT, *TEST VALIDITY, FAC- 
TOR ANALYSIS, 

AN INVESTIGATION WAS MADE OF THE 
RELATIONSHIP BETWEEN PERSONALITY 
FACTORS AND CONFORMITY. THE 
SUBJECTS WERE 243 RANDOMLY SELECT- 
ED STUDENTS ENROLLED IN COLLEGE 
PSYCHOLOGY COURSES WHO WERE DIVID- 
ED INTO GROUPS OF 97, 96, AND 50 
SUBJECTS. A PERSONALITY FACTOR IN- 
VENTORY WAS OBTAINED FROM RES- 
PONSES TO A LARGE LIST OF TRUE-FALSE 
PERSONALITY ITEM STATEMENTS. ITEMS 
FOR THIS MEASURE WERE DRAWN FROM 
THE CALIFORNIA PERSONALITY INVEN- 
TORY, INCLUDING THE CRUTCHFIELD 
CONFORMITY ITEMS, AND THE INDEPEN- 
DENCE OF JUDGEMENT SCALE. A CON- 
FORMITY SCORE WAS INDIVIDUALLY OB- 
TAINED FROM A TEST THAT REQUIRED 
EACH SUBJECT TO STATE WHICH ONE OF 
A GRADUATED SERIES OF ELEMENTS 
MATCHED A KEY ELEMENT. FROM THIS 
TEST A CONFORMITY SCORE WAS OB- 
TAINED BY TOTALING THE NUMBER OF 
ANSWERS THAT DEVIATED FROM THE 
ELEMENT THAT MATCHED THE KEY TO- 
WARD ANOTHER ELEMENT WHICH WAS 
INDICATED BY THE INVESTIGATOR TO BE 
THE CORRECT RESPONSE. BI-SERIAL 
CORRELATIONS OF THE TWO SETS OF 
VARIABLES THAT WERE COMPUTED FOR 
THE FIRST TWO STUDENT GROUPS IDEN- 
TIFIED ONLY FIVE CROSS-VALIDATED 
ITEMS, FAR LESS THAN THE NUMBER 
EXPECTED. THE LACK OF REPLICATED 
ITEMS PREVENTED THE APPLICATION OF 
FACTOR ANALYSIS PROCEDURES AND 
THERE WAS NO VALIDATION OF FACTORS 
TO BE CONDUCTED WITH THE GROUP OF 
50. THE INVESTIGATOR CONCLUDED THAT 
THE STUDY CONSTITUTED A FAILURE IN 
THE EFFORT TO IDENTIFY PERSONALITY 
FACTORS OPERATING IN THE BEHAVIOR 
OF YIELDING TO SOCIAL INFLUENCE. 
(AL) 


ED 013 361 24 AA 000 213 
CUMMING,ELAINE AND OTHERS 


TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 SUM- 
MER STAFF TRAINING INSTITUTE. 
NATIONAL ASSN. FOR MENTAL HEALTH, 

NEW YORK, N.Y. 

REPORT NUMBER BR-6-1685 
PUBDATE DEC66 
EDRS PRICE MF-$0.50 HC-$2.04 49P. 

DESCRIPTORS *INSTITUTES (TRAINING 
PROGRAMS), *MANPOWER DEVELOPM- 
ENT, *MANPOWER UTILIZATION, *MEN- 
TAL HEALTH PROGRAMS, *NONPROFES- 
SIONAL PERSONNEL, PERSONNEL POLI- 
CY, PROFESSIONAL SERVICES, SUBPROF- 
ESSIONALS, 

AN INSTITUTE WAS HELD FOR PROFES- 
SIONAL STAFF MEMBERS OF MENTAL 
HEALTH ASSOCIATIONS TO CAREFULLY 
EXAMINE THE NEED FOR AND THE ROLE 
OF TECHNICAL OR SUBPROFESSIONAL 
MANPOWER. THIS REPORT INCLUDES 





” 

SUMMARIES OF THE ADDRESSES PRE- 
SENTED TO THE PLENARY SESSIONS, 
SUMMARIES OF THE DISCUSSIONS AND 
CONCLUSIONS OF THE SEMINAR SESS- 
IONS, AND THE RECOMMENDATIONS FOR 
IMPLEMENTING THE TRAINING AND EM- 
PLOYMENT OF TECHNICAL PERSONNEL 
THAT WERE SUBMITTED FOR THE CONSI- 
DERATION OF THE MENTAL HEALTH AS- 
SOCIATION STAFF COUNCIL, THE NATION- 
AL ASSOCIATION FOR MENTAL HEALTH, 
AND THE RESPECTIVE STATE DIVISIONS 
OF THE NATIONAL ASSOCIATION FOR 
MENTAL HEALTH. AN EVALUATION OF 
THE INSTITUTE INDICATED IT HAD PRO- 
VIDED CONSIDERABLE STIMULATION TO- 
WARD AN INCREASE IN THE USE OF SPE- 
CIFIC EFFORTS DIRECTED TO THE USE OF 
ALL AVAILABLE SOURCES OF MANPOW- 
ER NOW IN EXISTENCE AND YET TO BE 
ESTABLISHED. (AL) 


ED 013 362 08 AA 000 214 
LEE, ALLEN 

IDENTIFICATION AND DEVELOPMENT OF 
INSTRUMENTS FOR A STUDY OF THE EX- 
PECTATIONS AND PERCEPTIONS OF THE 
STATE VOCATIONAL-TECHNICAL EDUCA- 
TION AGENCIES AND THEIR INFLUENCE 
UPON LOCAL PROGRAMS. 

CALIFORNIA UNIV., BERKELEY, SCHOOL 

OF EDUC. 

REPORT NUMBER BR-5-8466 
PUBDATE JAN 67 

CONTRACT OEC-6-85-079 

EDRS PRICE MF-$0.50 HC-$3.00 73P. 

DESCRIPTORS *MEASUREMENT iIN- 
STRUMENTS, *STATE FEDERAL SUPPORT, 
*STATE LICENSING BOARDS, *TAXONO- 
MY, *TECHNICAL EDUCATION, *VOCA- 
TIONAL EDUCATION, TESTS, 

THE PURPOSES OF THIS PROJECT WERE 
(1) TO MAKE A THOROUGH REVIEW OF THE 
PERTINENT LITERATURE OF VOCATION- 
AL-TECHNICAL EDUCATION, (2) DEVELOP, 
AND TEST INSTRUMENTS DESIGNED TO 
FACILITATE A CONTEMPLATED MAJOR 
STUDY OF THE EXPECTATIONS AND PER- 
CEPTIONS OF THE ROLES OF STATE VOCA- 
TIONAL AND TECHNICAL EDUCATION 
AGENCIES AND THE INFLUENCE WHICH 
THESE DEPARTMENTS HAVE UPON 
LOCAL SCHOOLS AND TEACHER EDUCA- 
TION PROGRAMS. A STANDARDIZED IN- 
STRUMENT AND FORMAT FOR ITS ADMIN- 
ISTRATION WERE DEVELOPED. INITIAL 
RESPONSES TO THE INSTRUMENT TEND- 
ED TO INDICATE THAT THERE IS A TAXO- 
NOMY OF EDUCATIONAL LEADERSHIP 
AND CHANGE. HOWEVER, IT DOES NOT AP- 
PEAR THAT THIS LEADERSHIP-CHANGE 
DIMENSION IS DISCRETE, BUT RATHER IS 
PART OF A CONTINUUM OF ACTIVITIES. 
THIS CONTINUUM MAY BE DESCRIBED AS 
HAVING TWO POLES--THE LEADERSHIP 
CHANGE DIMENSION AND THE REGULA- 
TION-INSPECTION DIMENSION. MOREOV- 
ER, IT APPEARS THAT THE INSTRUMENT 
DOES DIFFERENTIATE AMONG GROUPS 
OF RESPONDENTS CONCERNING THE 
ROLE OF THE STATE DIVISION OF VOCA- 
TIONAL EDUCATION AND DOES PROVIDE 
SOME INFORMATION ABOUT THE DIREC- 
TION OF NEEDED CHANGE AS PERCEIVED 
BY RESPONDENTS. (TC) 


ED 013 363 24 AA 000 215 
FRIEDMAN, LEONARD M. 

THEORIES AND PRACTICES IN THE EDUCA- 
TION OF WOMEN DURING THE AGE OF EN- 
LIGHTMENT IN FRANCE. 

CHATHAM COLL., PITTSBURGH, PA. 
REPORT NUMBER BR-5-8230 
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REPORTNUMBER CRP-S-096 
PUBDATE 67 
EDRS PRICE MF-$0.75 HC-$6.28 155P. 

DESCRIPTORS *CHURCH ROLE, *EDUCA- 
TION, *EDUCATIONAL PHILOSOPHY, 
*FEMALES, *PRACTICAL ARTS, EDUCA- 
TIONAL EQUALITY, EDUCATIONAL 
THEORIES, 

A REPORT WAS GIVEN ON A SEARCH OF 
THE LITERATURE ON THE EDUCATION OF 
WOMEN IN FRANCE DURING THE PERIOD 
FROM THE FOUNDING OF ST. CYR (1686) 
THROUGH THE REVOLUTION. THE AU- 
THOR SUMMARIZES (1) THE EDUCATION- 
AL PRACTICES USED AND (2) THE EDUCA- 
TIONAL THEORIES PROPOSED AT THAT 
TIME. WHILE THE EDUCATION OF WOMEN 
IN 18TH-CENTURY FRANCE LEFT MUCH 
TO BE DESIRED, IT WAS PERHAPS BET- 
TER AND MORE WIDESPREAD THAN 
MIGHT HAVE BEEN ASSUMED. A CONSI- 
DERABLE PROPORTION OF THE GIRLS OF 
THE NONPRIVILEGED CLASSES DID AT 
LEAST RECEIVE AN ELEMENTARY EDU- 
CATION, LEARNING TO READ, WRITE, DO 
SIMPLE ARITHMETIC, AND ACQUIRE 
THOSE MANUAL SKILLS, ESPECIALLY 
NEEDLEWORK, WHICH WOULD BE MOST 
USEFUL TO THEM IN THE LINES FOR 
WHICH THEY WERE ULTIMATELY DEST- 
INED. THE DAUGHTERS OF THE WEAL- 
THY BOURGEOISIE AND THE ARISTOCRA- 
CY USUALLY RECEIVED THEIR EDUCA- 
TION IN CONVENTS WHICH THEY EN- 
TERED AT THE AGE OF 6 OR 7 AND WHICH 
THEY LEFT AT BETWEEN 16 AND 20 
YEARS OF AGE IN ORDER TO MARRY. 
MANY EDUCATIONAL THEORIES WERE 
PROPOSED IN FRANCE ESPECIALLY DUR- 
ING THE SECOND HALF OF THE 18TH 
CENTURY. OPINION WAS NEARLY UNANI- 
MOUS THAT (1) WOMEN’S EDUCATION WAS 
OF POOR QUALITY AND THERE WAS NEED 
FOR IMPROVING IT AND (2) PROPOSALS 
FOR EDUCATION OF WOMEN SHOULD BE 
BASED UPON AN UNDERSTANDING OF 
THE NATURE OF WOMEN AND THEIR 
ROLE IN SOCIETY. DIVERGENT VIEWS 
RANGED FROM FEMINIST SENTIMENT 
TO ANTIFEMINISM. ON THE WHOLE, HOW- 
EVER, THE CENTURY WAS FAVORABLE 
TO THE CAUSE OF WOMEN. CHANGING 
ATTITUDES BROUGHT THE PROPOSAL, 
MADE DURING THE REVOLUTION, THAT 
WOMEN SHOULD HAVE COMPLETE EDU- 
CATIONAL EQUALITY BECAUSE OF 
THEIR NATURAL RIGHTS AS EQUAL 
MEMBERS OF THE HUMAN RACE. (AL) 


ED 013 364 48 AA 000 216 
LEUTENEGGER, RALPH R. AND OTHERS 
AUDITORY FACTORS IN FOREIGN LANGU- 
AGE ACQUISITION. 

REPORTNUMBER NDEA-VI-53-5 

PUB DATE JAN 65 

CONTRACT OEC-3-14-024 

EDRS PRICE MF-$0.25 HC-$0.56 12p. 

DESCRIPTORS *AUDIOLINGUAL METH- 
ODS, *AUDITORY PERCEPTION, *FRENCH, 
*LANGUAGE INSTRUCTION, *SPANISH, 
SEASHORE MEASURES OF MUSICAL TA- 
LENTS, 

INFORMATION ON THE AUDITORY 
SKILLS OF FOREIGN LANGUAGE STU- 
DENTS WAS OBTAINED AND A STUDY WAS 
MADE OF THE RELATIONSHIP OF THOSE 
SKILLS TO EASE OF MASTERY OF FRENCH 
AND SPANISH. THIS RESEARCH WAS CON- 
DUCTED TO ANSWER QUESTIONS RAISED 
BY THE CURRENT TREND IN LANGUAGE 
INSTRUCTION TOWARD THE DEVELOP- 
MENT OF AUDIOLINGUAL SKILLS BY PRE- 
DOMINANTLY AURAL TECHNIQUES. THE 
PURPOSES OF THIS STUDY WERE TO (1) 
MEASURE VARIOUS AUDITORY FACTORS 


OF UNIVERSITY OF FLORIDA STUDENTS 
ENROLLED IN THE BEGINNING COURSES 
IN FRENCH AND SPANISH, (2) ASCERTAIN 
WHETHER A SEX DIFFERENCE EXISTS IN 
ANY OF THE AUDITORY ASPECTS MEAS. 
URED BY THE SEASHORE MEASURES OF 
MUSICAL TALENTS OR IN ANY OF THE 
UNIVERSITY OF FLORIDA ORIENTATION 
TESTS, (3) SEEK TO ASCERTAIN WHETHER 
ANY OF THE SEASHORE SCORES, PLUS 
VARIOUS INTELLIGENCE AND APTITUDE 
FACTORS AS MEASURED BY THE UNIVER- 
SITY OF FLORIDA’S ORIENTATION TEST 
BATTERY, CAN ENABLE THE PREDICTION 
OF EASE OR DIFFICULTY OF MASTERING 
FRENCH OR SPANISH, (4) ASCERTAIN 
WHETHER SCORES ON THE SEASHORE 
AUDITORY MEASURES IMPROVE SIGNIFI- 
CANTLY AFTER COMPLETING A SEMEST- 
ER OF STUDYING FRENCH OR SPANISH, (5) 
{INVESTIGATE SEASHORE AND OTHER 
POSSIBLE FACTORS IN FRENCH AND 
SPANISH COURSE DROPOUTS, AND (6) AS- 
CERTAIN WHETHER SIGNIFICANT DIF- 
FERENCES EXIST BETWEEN . FRENCH 
AND SPANISH STUDENTS ON ANY OF THE 
SPECIFIC FACTORS ABOVE. THIS ARTICLE 
WAS REPRINTED FROM “THE MODERN 
LANGUAGE JOURNAL,” VOLUME 49, NUM- 
BER 1, JANUARY 1965. (TC) 


ED 013 365 48 AA 000 217 
COHAN,LEONARD CRAVEN,KENNETH 
SCIENCE INFORMATION PERSONNEL. THE 
NEW PROFESSION OF INFORMATION COM- 
BINING SCIENCE, LIBRARIANSHIP AND 
FOREIGN LANGUAGE. 

MODERN LANGUAGE ASSN. OF AMERICA, 

NEW YORK, N.Y. 

REPORT NUMBER NDEA-VI-33 
PUBDATE 60 d 
EDRS PRICE MF-$0.50 HC-$4.36 107P. 

DESCRIPTORS *LANGUAGES, *LI- 
BRARIES, *PROFESSIONAL EDUCATION, 
*SCIENCES, *TRAINING, 

THE REPORT DESCRIBES THE NATION- 
AL NEED FOR SCIENCE INFORMATION 
PERSONNEL AND THE RELATIVE IMPOR- 
TANCE OF FOREIGN LANGUAGE INSTRUC- 
TION IN THE BACKGROUND PREPARA- 
TION FOR SCIENCE INFORMATION WORK. 
CHAPTER 1 DESCRIBES THE CREATION 
AND ORGANIZATION OF INFORMATION. 
CHAPTER 2 DEFINES THE OCCUPATION 
OF SCIENCE INFORMATION SPECIALIST. 
CHAPTER 3 DISCUSSES EXISTING PROB- 
LEMS OF RECRUITING AND USING 
SCIENCE INFORMATION PERSONNEL 
FROM THE STANDPOINT OF MANAGE- 
MENT AND THE SCIENTIST. CHAPTER 4 
RECOMMENDS UNDERGRADUATE PRO- 
GRAMS FOR SCIENCE AND LANGUAGE 
MAJORS INTERESTED IN INFORMATION 
WORK. CHAPTER 5 RECOMMENDS GRA- 
DUATE PROGRAMS FOR THE SAME 
COURSE MAJORS. CHAPTER 6 DISCUSSES 
TRAINING. CHAPTER 7 OFFERS RECOM- 
MENDATIONS AND PREDICTIONS FOR 
THE FUTURE OF SCIENCE INFORMATION 
WORK. (TC) 
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GIACALONE,CAROLYN DAVIS, DO- 

LORES 

RESEARCH IN INTERNATIONAL EDUCA- 

TION--RESEARCH IN PROGRESS AND RE- 

SEARCH RECENTLY COMPLETED, 1966-67 

SURVEY. 

NATIONAL ASSN. FOR FOREIGN STUDENT 
AFFAIRS 

INSTITUTE OF INTERNATIONAL EDUCAT- 
ION, NEW YORK,N.Y 

REPORT NUMBER IIE-NAFSA-2 

PUBDATE APR67 





EDRS PRICE MF-$0.50 HC-$2.52 61P. 

DESCRIPTORS *BIBLIOGRAPHIES, *FOR- 
EIGN STUDENTS, *INTERNATIONAL EDU- 
CATION, *RESEARCH PROJECTS, 

THIS REPORT DESCRIBES RESEARCH 
STUDIES IN INTERNATIONAL EDUCA- 
TION-BOTH RESEARCH IN PROGRESS 
AND RESEARCH RECENTLY COMPLETED. 
INCLUDED ARE (1) THE AUTHORS’ NAMES 
AND ADDRESSES, (2) A SUMMARY OF THE 
PURPOSE, SCOPE, METHOD, AND MAJOR 
FINDINGS OF STUDY, AND (4) THE AD- 
DRESSES FROM WHICH CUPIES MAY BE 
SECURED. THE CONTENTS ARE DIVIDED 
{NTO 13 BROAD SUBJECT CATEGORIES-- 
EDUCATION ABROAD, EDUCATION AND 
DEVELOPMENT, INTERNATIONAL EDU- 
CATION, OVERSEAS ACTIVITIES OF UNIT- 
ED STATES UNIVERSITIES, ACADEMIC 
ACHIEVEMENT OF FOREIGN STUDENTS, 
ADMISSIONS AND SELECTION POLICY, AT- 
TITUDES AND ADJUSTMENT OF FOREIGN 
STUDENTS, FOLLOWUP ON RETURNEE 
AND NONRETURNEE STUDENTS AND SPE- 
CIALISTS, FOREIGN STUDENT PROGRAMS, 
ORIENTATION AND HOST PROGRAMS, 
UNITED STATES STUDENTS, LANGUAGE 
AND LINGUISTICS, AND TEACHING EN- 
GLISH AS A SECOND LANGUAGE. (TC) 


ED 013 367 24 AA 000 219 
BURRIS-MEYER, HAROLD 

AN INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUNITY 
RESOURCES TO PROVIDE SERVICES TO 
ARTS ORGANIZATIONS AND THROUGH 
THEM TO SCHOOLS AND COLLEGES. FINAL 
REPORT. 

FLORIDA ATLANTIC UNIV., BOCA RATON 
REPORTNUMBER BR-6-8039 

PUB DATE 31 JUL 66 

CONTRACT OEC-6-10-287 

EDRS PRICE MF-$0.25 HC-$2.12 51P.. 

DESCRIPTORS *ART ACTIVITIES, *ART 
APPRECIATION, *ART EDUCATION, 
*DANCE, *MUSIC ACTIVITIES, INSTITU- 
TIONAL FACILITIES, 

AN ARTS INSTITUTE WAS DEVELOPED 
AT FLORIDA ATLANTIC UNIVERSITY 
THAT IS INDEPENDENT BUT ALSO ORGA- 
NIZATIONALLY AFFILIATED WITH THE 
UNIVERSITY. THE INSTITUTE OPERATES 
MANY VARIED ENTERPRISES IN THE 
FIELDS OF VISUAL ARTS, DRAMA, DANCE, 
MUSIC, AND OPERA. A SURVEY ASSEM- 
BLED DATA TO TEST THE THEORY THAT 
MANY LOCAL ARTS ORGANIZATIONS IN 
THE AREA COULD BE MOBILIZED IN ACO- 
OPERATIVE ENDEAVOR TO NURTURE 
EDUCATION IN THE ARTS. THE INFORMA- 
TION GATHERED SHOWED (1) THERE WAS 
A GENERALLY EXPRESSED NEED FOR A 
UNIVERSITY-SPONSORED ORGANIZATION 
TO SUPPLY LEADERSHIP, MAINTAIN 
STANDARDS, AND PROVIDE A FACILITY 
FOR ADVANCED STUDY AND (2) THE THEO- 
RY OF CREATING A COOPERATIVE OR- 
GANIZATION PROVED UNTENABLE. THE 
APPROACH TO THE DEVELOPMENT OF AN 
ARTS INSTITUTE WAS CHANGED TO MAKE 
IT INDEPENDENT OF THE ARTS, THEAT- 
RE, AND MUSIC ORGANIZATIONS. THE IN- 
STITUTE IS AFFILIATED WITH THE UNIV- 
ERSITY THROUGH ITS TRUSTEES WHICH 
INCLUDE THE PRESIDENT AND SEVERAL 
DEPARTMENT HEADS. DIRECTORS OF A 
FEW LOCAL ARTS ORGANIZATIONS WILL 
ALSO SERVE AS TRUSTEES. (AL) 


AA 000 220 
MUSSEN,PAUL LEWIS, HILDA 
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CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. FINAL 
REPORT. — 


CALIFORNIA UNIV., BERKELEY 
REPORTNUMBER BR-5-8297 
REPORTNUMBER CRP-S-482-65 
PUB DATE FEB 67 

CONTRACT OEC-6-10-189 

EDRS PRICE MF-$0.25 HC-$1.96 47P. 

DESCRIPTORS *ART EXPRESSION, 
*CHILDREN, *CREATIVITY, *EVALUAT- 
ION, ORIGINALITY, 

THE STUDY ENDEAVORED TO DEVELOP 
AND VALIDATE AN INSTRUMENT FOR 
THE IDENTIFICATION OF ARTISTIC CREA- 
TIVITY IN PREADOLESCENTS BY EVALU- 
ATING THEIR ART PRODUCTS FOR 
AESTHETIC MERIT AND ORIGINALITY. 
THE INSTRUMENT CONSISTED OF A 
SERIES OF DESCRIPTIONS OF OBSERVA- 
BLE QUALITIES OF GRAPHIC AND PLAS- 
TIC ART, PRESENTED IN A FORMAT THAT 
FACILITATES RATING OF EACH QUALITY 
SEPARATELY ON A FIVE-POINT SCALE. A 
SET OF EIGHT DRAWINGS DONE BY 
SCHOOL CHILDREN IN THE 10- TO 12-YEAR 
RANGE WAS PRESENTED TO 19 SUBJECTS 
FOR EVALUATION. THE 19 SUBJECTS 
WERE TEACHERS WHOSE TEACHING EX- 
PERIENCE AVERAGED ABOUT 8 1/2 
YEARS. IT MAY BE CONCLUDED THAT AL- 
THOUGH THE SUBJECTS DIFFERENTIAT- 
ED BETWEEN ORIGINALITY AND ARTIS- 
TIC MERIT, THEY DID SO IN A-GLOBAL 
WAY RATHER THAN IN RESPONSE TO THE 
PARTICULAR ASPECT (ARTIST’S INTENT- 
ION, HIS METHOD, OR THE COMMUNICA- 
TION OF THE PAINTING) DESIGNATED BY 
THE INTERVIEWER. (TC) 


ED 013 369 48 AA 000 221 
WOLFF, JOHN 

A DESCRIPTION OF CEBUANO VISAYAN. 
YALE UNIV., NEW HAVEN, CONN. 
REPORTNUMBER NDEA-VI-370 
PUBDATE 62 

EDRS PRICE MF-$3.25 HC-$31.36 782P. 

DESCRIPTORS *CEBUANO, *GRAMMAR, 
*LANGUAGE INSTRUCTION, *LINGUIST- 
ICS, *MORPHOLOGY (LANGUAGES), *SYN- 
TAX, TRANSLATION, VOCABULARY, 

A DESCRIPTION HAS BEEN COMPILED 
OF THE CEBUANO LANGUAGE IN THE 
SOUTHERN PHILIPPINE ISLANDS. THE 
WORK WAS PREPARED WITH THE ASSIST- 
ANCE OF NATIVE FILIPINOS WHO COL- 
LECTED, TRANSCRIBED, AND CHECKED 
THE ACCURACY OF THE MATERIALS, AND 
ALSO ASSISTED WITH THE ANALYSIS OF 
THE LANGUAGE. THE CONTENTS ARE OR- 
GANIZED INTO FOUR PARTS. PART 1 CON- 
SISTS OF TEXTS AND TRANSLATIONS. 
PART 2 CONSISTS OF PHONEMICS, MOR- 
PHOPHONEMICS, AND SYNTAX. PART 3 
CONSISTS OF MORPHOLOGY. PART 4 CON- 
SISTS OF VOCABULARY, INDEXES, AND 
BIBLIOGRAPHY. (TC) 


ED 013 370 32 AA 000 222 
THE FEASIBILITY OF COST/EFFECTIVE- 
NESS ANALYSIS FOR TITLE 1, PUBLIC LAW 
89-10. FINAL REPORT. 

TECHNOMICS INC., CHICAGO, ILL. 

REPORT NUMBER BR-6-1680 

PUB DATE 31 JAN 66 

CONTRACT OEC-46-001480-1680 

EDRS PRICE MF-$0.75 HC-$7.48 185P. 

DESCRIPTORS *DISADVANTAGED 
YOUTH, *EDUCATIONAL FINANCE, *EV- 
ALUATION METHODS, *FEASIBILITY 
STUDIES, COSTS, 

THIS DOCUMENT REPORTS AN INVESTI- 
GATION ON THE FEASIBILTY OF COST EF- 
FECTIVENESS TECHNOLOGY AS IT MAY 
BE APPLIED TO DECISIONS ABOUT 
MONEY SPENT ON EDUCATION. THE AU- 
THORS BELIEVE THAT IT IS FEASIBLE TO 


APPLY A SUITABLY MODIFIED VERSION 
OF COST/EFFECTIVENESS TECHNOLOGY 
TO MATTERS OF EDUCATIONAL EXPEND- 
ITURE. THE FOLLOWING PREREQUISI- 
TIES ARE LISTED WHICH SHOULD BE MET 
FOR EVALUATION EFFORTS TO BE SUC- 
CESSFUL-(1) THE EVALUATION SHOULD 
NOT BE GEARED TO THE CALENDAR, BUT 
TO THOSE PERIODS OF TIME IN WHICH 
EDUCATIONAL OBJECTIVES CAN REASO- 
NABLY BE EXPECTED TO BE REACHED, (2) 
THE SCHOOL BUILDING, NOT TITLE I PRO- 
JECTS, SHOULD CONSTITUTE THE NATU- 
RAL UNIT FOR EVALUATION, (3) EMPHA- 
SIS SHOULD BE PLACED ON THE OUT- 
COMES OF AN EDUCATIONAL ACTIVITY 
RATHER THAN UPON DETAILS OF THE AC- 
TIVITY, AND TO ILLUSTRATE, THE EF- 
FECT OF AN EDUCATIONAL ACTIVITY DE- 
PENDS ON WHAT THE CHILD ACTUALLY 
LEARNS, NOT ON WHAT THE TEACHER IN- 
TENDED TO TRANSMIT, AND (4) THE EV- 
ALUATION EFFORT MUST TAKE COGNI- 
ZANCE OF THE CHARACTERISTICS OF 
THE PUPIL, WHICH CONSTITUTE A VERY 
REAL PART OF HIS OWN LEARNING ENV- 
IRONMENT. (TC) 


ED 013 371 64 AA 000 223 
NORBERG, KENNETH D. 
ICONIC SIGNS AND SYMBOLS IN AUDIOV- 
ISUAL COMMUNICATION, AN ANALYTICAL 
SURVEY OF SELECTED WRITINGS AND RE- 
SEARCH FINDINGS. FINAL REPORT. 
SACRAMENTO STATE COLL., CALIF. 
REPORTNUMBER NDEA-VIIB-449 
PUB DATE 15 APR 66 
CONTRACT OEC-4-16-023 
EDRS PRICE MF-$0.75 HC-$5.24 129P. 
DESCRIPTORS *BIBLIOGRAPHIES, 
*COMMUNICATION (THOUGHT TRANS- 
FER), *PERCEPTION, *PICTORIAL STIMUL- 
I, *SYMBOLIC LANGUAGE, INSTRUC- 
TIONAL TECHNOLOGY, VISUAL STIMULI, 
THE FIELD OF ANALOGIC, OR ICONIC, 
SIGNS WAS EXPLORED TO (1) DEVELOP AN 
ANNOTATED BIBLIOGRAPHY AND (2) 
PREPARE AN ANALYSIS OF THE SUBJECT 
AREA. THE SCOPE OF THE STUDY WAS 
LIMITED TO ONLY THOSE COMPONENTS 
OF MESSAGES, INSTRUCTIONAL MATERI- 
ALS, AND COMMUNICATIVE STIMULI 
THAT CAN BE DESCRIBED PROPERLY AS 
ICONIC. THE AUTHOR BASED THE STUDY 
ON A DEFINITION OF AN ICONIC SIGN AS 
ONE THAT LOOKS LIKE THE THING IT 
REPRESENTS. THE BIBLIOGRAPHY WAS 
INTENDED TO BE REPRESENTATIVE AND 
REASONABLY COMPREHENSIVE AND TO 
GIVE EMPHASIS TO CURRENT RESEARCH. 
THE ANALYSIS EXPLORED THE NATURE 
OF ICONIC SIGNS AS REFLECTED IN THE 
LITERATURE AND RESEARCH. THE CON- 
CLUSION OF THE ANALYSIS ATTEMPTED 
TO RELATE SOME ISSUES IN PERCEPTION 
THEORY TO THE PROBLEM OF THE DE- 
VELOPMENT OF A THEORY OF ICONIC 
SIGNS. DISCUSSIONS WERE INCLUDED ON 
(1) THE STIMULUS-RESPONSE PARADIGM, 
(2) THE PSYCHOPHYSICAL THEORY OF 
PERCEPTION, (3) AN INFORMATION THEO- 
RY APPROACH, (4) NONVERBAL COMMUNI- 
CATION AND PICTIC ANALYSIS, (5) A 
THEORY OF PICTORIAL COMMUNICATION, 
AND (6) PERCEPTION AND NONLINEAR 
SIGNS. (AL) 


ED 013 372 56 AA 000 224 
STROTHER,G.B. AND OTHERS 
EDUCATIONAL APPLICATIONS OF MANAGE- 
MENT GAMES. FINAL REPORT. 

WISCONSIN UNIV.; MADISON 

REPORT NUMBER BR-5-0842 





) 
REPORTNUMBER NDEA-VIIA-4215 
PUB DATE 31 AUG 66 
GRANT OEG-7-59-0500-252 
EDRS PRICE MF-$1.00 HC-$10.40 258P. 

DESCRIPTORS *ADMINISTRATIVE PER- 
SONNEL, *BUSINESS EDUCATION, *COM- 
PUTER ASSISTED INSTRUCTION, *PRO- 
GRAM EVALUATION, ATTITUDE TESTS, 
QUESTIONNAIRES, 

THE USES OF MANAGEMENT GAMES 
FOR EDUCATIONAL PURPOSES WERE 
STUDIED, AND THE METHODS USED AND 
RESU!.TS OBTAINED WERE PRESENTED. 
SEVERAL INVESTIGATIONS WERE UN- 
DERTAKEN AND RESULTS REPORTED--(1) 
A QUESTIONNAIRE SURVEY AND PERSO- 
NAL INTERVIEWS INDICATED THAT MAN- 
AGEMENT GAMES WERE GENERALLY 
USED TO SYNTHESIZE THE STUDENT’S 
PREVIOUSLY ACQUIRED KNOWLEDGE, (2) 
AN ATTITUDE TEST AND A FACT AND CON- 
CEPT TEST WERE ADMINISTERED BE- 
FORE AND AFTER THE MANAGEMENT 
GAMES WERE PLAYED, AND THE RE- 
SULTS FAILED TO SHOW ANY STATISTI- 
CALLY SIGNIFICANT BENEFITS FROM 
THE GAME EXPERIENCE AT EITHER THE 
UNDERGRADUATE OR GRADUATE LEVEL, 
AND (3) OBSERVATIONS OF THE 
SUBJECT’S BEHAVIOR IN MANAGEMENT 
GAME SITUATIONS INDICATED TO THE 
AUTHOR THE IMPORTANCE OF INTER- 
PERSONAL RELATIONSHIPS TO THE 
STUDENT’S ABILITY TO LEARN FROM 
THE GAME. THE REPORT ALSO CONTAINS 
A COMPLETE DESCRIPTION OF A SIMPLE 
MANAGEMENT GAME INCLUDING STRUC- 
TURAL EQUATIONS COMPUTING PROCED- 
URE. (LB) 


ED 013 373 48 AA 000 225 
SOBELMAN,HARVEY ANDOTHERS 
ARABIC DIALECT STUDIES, A SELECTED 
BIBLIOGRAPHY. 

CENTER FOR APPLIED LINGUISTICS, 

WASHINGTON, D.C. 

REPORTNUMBER NDEA-VI-138 
MIDDLE EAST INST., WASHINGTON, D.C. 
PUBDATE APR62 

EDRS PRICE MF-$0.50 HC-$4.32 106P. 

DESCRIPTORS *ARABIC, *BIBLIOGRA- 
PHIES, *DIALECT STUDIES, *LANGUAGE 
INSTRUCTION, *LINGUISTICS, *NONSTAN- 
DARD DIALECTS, 

FOUR BIBLIOGRAPHIC REVIEW ARTI- 
CLES ON ARABIC DIALECT STUDIES THAT 
HAD PREVIOUSLY APPEARED WERE COR- 
RECTED AND UPDATED FOR PUBLICAT- 
ION. THE PURPOSE OF THESE REVISED 
ARTICLES IS TO PROVIDE THE INTEREST- 
ED STUDENT WITH A CAREFULLY EVALU- 
ATED LIST OF ALL THE SIGNIFICANT 
SCHOLARLY WORK PUBLISHED ON ARA- 
BIC DIALECTS. THE AUTHORS OF THE 
ORIGINAL FOUR ARTICLES SUPPLIED 
ADDITIONS AND CORRECTIONS. THE PRE- 
SENT COLLECTION OF ARTICLES COVERS 
MOST OF ARABIC-SPEAKING WORLD BUT 
SEVERAL AREAS ARE NOT TREATED, IN 
PARTICULAR THE ARABIC OF THE 
SUDAN, EASTERN AND WESTERN, AND 
THE ARABIC OF CENTRAL ASIA. THE 
FINAL WORK INCLUDED STUDIES ON--(1) 
SYRIAN ARABIC, (2) EGYPTIAN ARABIC, (3) 
ARABIAN PENISULA ARABIC, (4) IRAQI 
ARABIC, (5) NORTH AFRICAN ARABIC, 
AND (6) MALTESE ARABIC. THIS DOCU- 
MENT IS ALSO AVAILABLE FROM THE 
MIDDLE EAST INSTITUTE, 1761 N STREET, 
N.W., WASHINGTON 6, D.C. (TC) 


ED 013 374 95 
HAVLIK, ROBERT J. 
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SURVEY OF SPECIAL LIBRARIES SERVING 

STATE GOVERNMENTS, 1963-64. 

OFFICE OF EDUCATION, WASHINGTON, 
D.C. 


REPORT NUMBER BB-51-R452 
REPORTNUMBER OE-2128 
REPORTNUMBER BAVLP-1 

PUB DATE JAN 67 

EDRS PRICE MF-$0.75 HC-$7.48 185P. 

DESCRIPTORS ‘LIBRARY SERVICES, 
*RESOURCES, ‘SPECIAL LIBRARIES, 
*STATE GOVERNMENT, *SURVEYS, 

A SURVEY OF SPECIAL LIBRARIES 
SERVING STATE GOVERNMENTS WAS UN- 
DERTAKEN AS THE FIRST STEP TO COL- 
LECT NATIONWIDE DATA ON SPECIAL LI- 
-BRARIES SERVING STATE AND FEDERAL 
GOVERNMENTS AND AGENCIES, PROFES- 
SIONAL AND TRADE ASSOCIATIONS, AND 
COMMERCE AND INDUSTRY. THE DATA 
COLLECTED COVERED FISCAL YEAR 1964. 
THREE HUNDRED AND EIGHTY-NINE LI- 
BRARIES THAT ARE PUBLICLY CONTROL- 
LED, OPERATED, AND SUPPORTED AND 
WHOSE SERVICES ARE ESTABLISHED EX- 
CLUSIVELY OR PRIMARILY FOR THE USE 
OF OFFICIALS OF STATE GOVERNMENT 
WERE INCLUDED. OF PRIMARY INTER- 
EST WERE DATA CONCERNING THE MAN- 
POWER AND MATERIAL RESOURCES OF 
THESE LIBRARIES, EXPENDITURES, AND 
SCOPE OF SERVICE. THE DATA PRESENT 
BOTH THE OPERATIONAL CLASSIFICA- 
TION OF THE LIBRARY AND THE SUBJECT 
MATTER CLASSIFICATION OF THE LIB- 
RARY. THE REPORT DISCUSSES THE 
METHODS USED AND THE RESULTS IN 
TERMS OF THESE CLASSIFICATIONS. IT IS 
FOLLOWED BY A DISCUSSION OF THE 
QUESTIONS ASKED AND AN EVALUATION 
OF THE RESPONSE. FIFTY-THREE ANALY- 
TICAL TABLES ARE PRESENTED PLUS A 
DIRECTORY OF LIBRARIES BY STATE 
AND SELECTED DATA FOR THE INDIVI- 
DUAL LIBRARIES. (TC) 


ED 013 375 48 AA 000 227 
MARTIN, SAMUEL E. 

MATERIALS FOR A JAPANESE REFERENCE 
GRAMMAR. FIRST DRAFT. 
REPORTNUMBER NDEA-VI-255 
PUBDATE 63 

CONTRACT OEC-SAE-8728 

EDRS PRICE MF-$0.50 HC-$4.52 111P. 

DESCRIPTORS *GRAMMAR, *JAPANESE, 
*LANGUAGES, *SYNTAX, LANGUAGE RE- 
SEARCH, 

MATERIALS WERE COMPILED FOR A JA- 
PANESE REFERENCE GRAMMAR. THIS 
FIRST DRAFT IS CONCERNED WITH SYN- 
TAX AND PARASYNTAX. A THEORY OF JA- 
PANESE STRUCTURE UNDERLIES THE 
SENTENCES, WORDS, AND PARTS OF 
SPEECH. ILLUSTRATIVE CHARTS ARE 
ALSO INCLUDED FOR JAPANESE SENT- 
ENCES. IT IS THE AUTHOR’S INTENTION 
TO CONTINUE THE WORK TOWARD A JA- 
PANESE REFERENCE GRAMMAR OF 
WHICH THIS IS THE SECOND PART. (TC) 


ED 013 376 56 AA 000 228 
BUCH,JOHNN. HAYES,ROBERT B. 

AN EXPERIMENTAL PROJECT TO MEASURE 
CERTAIN FACETS OF LANGUAGE GROWTH 
FOR HIGH SCHOOL STUDENTS IN BEGIN- 
NING FRENCH WHEN VARIATIONS OF 
TEACHER TIME AND EQUIPMENT TIME ARE 
UTILIZED IN THE INSTRUCTIONAL PROC- 
ESS. FINAL REPORT. 

PENNSYLVANIA STATE DEPT. OF PUBLIC 
INSTRUCTION 
REPORT NUMBER 

PUBDATE 63 
GRANT OEG-7-36148.01 


NDEA-VIIA-759 


EDRS PRICE MF-$0.25 HC-$1.36 32P. 

DESCRIPTORS *FRENCH, ‘*INSTRUC- 
TIONAL PROGRAMS, *LANGUAGE LABO. 
RATORY USE, “LANGUAGE SKILLS, 
*LANGUAGE TEACHERS, 

INSUFFICIENT OBJECTIVE EVIDENCE 
EXISTS AS TO THE BEST WAY TO USE 
LANGUAGE LABORATORIES IN TEACH. 
ING FOREIGN LANGUAGES. THIS STUDY 
WAS AN ATTEMPT TO DETERMINE WHAT 
PROPORTION OF INSTRUCTIONAL TIME 
SHOULD BE ALLOTTED TO THE LANGU- 
AGE LABORATORY WHEN 80 PERCENT OF 
THE. LABORATORY TIME IS AUDIOACTIVE 
AND 20 PERCENT IS AUDIOACTIVE-RE- 
CORD-PLAYBACK. ONE TEACHER TAUGHT 
ALL 116 STUDENTS WHO WERE ASSIGNED 
TO ONE OF FOUR GROUPS WITH THE TIME 
ALLOTTED TO TEACHING INSTRUCTION 
AS FOLLOWS--1) GROUP A, 40 PERCENT, (2) 
GROUP B, 60 PERCENT, (3) GROUP C, 80 PER- 
CENT, AND (4) GROUP D, 100 PERCENT. STU- 
DENTS WERE PRE- AND POST-TESTED 
AND EACH 6 WEEKS, 6 TIMES PER SCHOOL 
YEAR, EACH STUDENT WAS TESTED INDI- 
VIDUALLY ON ORAL LANGUAGE BY 
USING A LOCALLY DEVISED SERIES OF 
APPROXIMATELY 2-MINUTE TAPE RE- 
CORDED TESTS. OF THE VARIOUS INS- 
TRUCTIONAL GROUPS, THE GROUP WHICH 
SPENT 40 PERCENT OF THE INSTRUC- 
TIONAL TIME WITH THE TEACHER AND 60 
PERCENT OF THE TIME IN THE LANGU- 
AGE LABORATORY MADE SIGNIFICANT- 
LY HIGHER SCORES ON BOTH PRONUNCI- 
ATION AND TOTAL ORAL SCORE. THIS 
GROUP WAS ALSO GENERALLY RATED HI- 
GHER THAN ALL OTHER THREE GROUPS. 
(TC) 


ED 013 377 56 AA 000 229 
STOLUROW, LAWRENCE M. BEBERMAN, 
MAX 
COMPARATIVE STUDIES OF PRINCIPLES 
FOR PROGRAMMING MATHEMATICS IN 
AUTOMATED INSTRUCTION. FINAL REPORT. 
ILLINOIS UNIV., URBANA, BUR. OF EDUC. 
RESEARCH 
REPORT NUMBER 
PUBDATE JUL 64 
EDRS PRICE MF-$0.25 HC-$2.04 49P. 
DESCRIPTORS *EDUCATIONAL 


NDEA-VIIA-806 


RE- 


SEARCH, *LITERATURE REVIEWS, *MA- 


THEMATICS INSTRUCTION, *PROGRAMED 
INSTRUCTION, *RESEARCH PROJECTS, 
COMPUTER ASSISTED INSTRUCTION, INS- 
TRUCTIONAL TECHNOLOGY, RESEARCH 
METHODOLOGY, TEACHING TECHNIQUES, 
AN ASSESSMENT WAS MADE OF PRINCI- 
PLES USED FOR PROGRAMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. THE 
FIRST CHAPTER PRESENTED A SUMMARY 
OF RESEARCH ON THE TEACHING AND 
LEARNING OF MATHEMATICS BY PRO- 
GRAMED INSTRUCTIONAL PROCEDURES. 
THE RESEARCH AND FINDINGS WERE 
SONSIDERED WITH RESPECT TO THEIR 
RELATIONSHIP TO THE DEVELOPING 
TECHNOLOGY OF EDUCATION. THE SE- 
COND CHAPTER CONSISTED OF A SUMMA- 
RY OF RESEARCH PURSUED BY THE RE- 
SEARCH TRAINING LABORATORY ON 
PRINCIPLES IN PROGRAMING WITHIN 
THE CONTEXT OF MATHEMATICS. THE 
RESEARCH WHICH WAS REPORTED 
DEALT WITH LINEAR AS OPPOSED TO 
BRANCHING FORMS, PROGRAMING FOR 
DISCOVERY LEARNING, ORDERING OF 
FRAMES, STEP SIZE, COVERT AS OPPOSED 
TO OVERT RESPONDING, CONVENTIONAL 
AS OPPOSED TO PROGRAMED INSTRUCT- 
ION, ABILITY AND LEARNING, AND 
METHODOLOGICAL STUDIES. (GD) 


ED 013 378 24 AA 000 233 
KURLAND, NORMAN D. 





TRANSITION FROM SCHOOL TO COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCATION, 
NUMBER 17. 

DUKE UNIV., DURHAM, N.C. 

REPORT NUMBER BR-6-1722-17 

PUBDATE APR 67 

CONTRACT OEC-2-6-061722-1742 

EDRS PRICE MF-$0.50 HC-$3.24 79P. 

DESCRIPTORS *ADMISSION (SCHOOL), 
*COLLEGE STUDENTS, *HIGH SCHOOL 
GRADUATES, *HIGHER EDUCATION, *SE- 
CONDARY SCHOOL STUDENTS, LITERA- 
TURE REVIEWS, STUDENT COLLEGE 
RELATIONSHIP, 

THIS REPORT IS A SURVEY OF THE RE- 
SEARCH ON THE PROCESS BY WHICH STU- 
DENTS MOVE FROM SECONDARY TO HI- 
GHER EDUCATION. THE LARGEST AREA 
OF RESEARCH IS ON THE IDENTIFICA- 
TION AND SELECTION OF STUDENTS FOR 
ADMISSION TO COLLEGE. METHODS OF 
PREDICTING ACADEMIC PERFORMANCE 
HAVE BEEN GREATLY REFINED, BUT 
THE SEARCH CONTINUES FOR BETTER 
MEASURES OF NONINTELLECTIVE FACT- 
ORS. ATTENTION, WHICH FOCUSED FROM 
THE MIDFIFTIES TO THE EARLY SIXTIES 
ON TALENTED STUDENTS, HAS SHIFTED 
TO DISADVANTAGED STUDENTS. A MAJOR 
CONCERN HAS BEEN WITH IMPROVE- 
MENTS IN GUIDANCE, AND HERE, NEW 
APPROACHES USING DATA RETRIEVAL 
SYSTEMS WERE FOUND TO BE GENERAT- 
ING NEW OPPORTUNITIES AND NEW 
PROBLEMS. ONE CATEGORY OF STU- 
DENTS FREQUENTLY OMITTED FROM RE- 
SEARCH CONSIDERATION IS THE GROUP 
WHICH DOES NOT ENTER COLLEGE DI- 
RECTLY UPON GRADUATION FROM HIGH 
SCHOOL. THE AUTHOR CONCLUDED (1) 
STUDIES OF FACTORS AFFECTING STU- 
DENTS’ SELECTION OF COLLEGE SUG- 
GEST THAT THERE IS A CONSIDERABLE 
DEGREE OF IRRATIONALITY IN THE EN- 
TIRE PROCESS, (2) FINANCIAL ABILITY 
APPEARS NOT TO BE THE DECISIVE FAC- 
TOR LIMITING COLLEGE ATTENDANCE, 
BUT IT MAY BE AN IMPORTANT FACTOR 
IN DETERMINING WHERE A STUDENT 
GOES TO COLLEGE, AND (3) MUCH MORE 
ATTENTION NEEDS TO BE GIVEN TO 
STUDIES OF THE IMPACT OF TRANSITION 
PRACTICES AND POLICIES ON SECONDA- 
RY SCHOOLS AND COLLEGES AS SUCH. 
(TC) 


ED 013 379 AA 000 234 
FREEDMAN, MERVIN B. 

THE STUDENT AND CAMPUS CLIMATES OF 
LEARNING. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 18. 

DUKE UNIV., DURHAM,N.C. -- 
REPORTNUMBER BR-6-1722-18 
PUBDATE APR 67 

CONTRACT OEC-2-6-061722-1742 

EDRS PRICE MF-$0.50 HC-$3.92 96P. 

DESCRIPTORS *COLLEGE STUDENTS, 
*EDUCATIONAL OBJECTIVES, *HIGHER 
EDUCATION, *LIBERAL ARTS, *STUDENT 
COLLEGE RELATIONSHIP, *STUDENT EX- 
PERIENCE, ACADEMIC PERFORMANCE, 
COLLEGES, FRESHMEN, LITERATURE RE- 
VIEWS, SENIORS, STUDENT CHARACTER- 
ISTICS, 

CURRENT BELIEFS ABOUT THE EX- 
TENT OF THE INFLUENCE OF COLLEGE 
EXPERIENCE WERE SURVEYED BY A RE- 
VIEW OF REPORTED RESEARCH. THE 
PRINCIPAL CONCLUSIONS FORMULATED 
BY THE AUTHOR FROM THE LITERATURE 
STUDIED WERE (1) THE OUTCOME OF COL- 
LEGE EDUCATION IS LIKELY TO BE A 
COMPROMISE BETWEEN THE CHARAC- 
TERISTICS OF ENTERING FRESHMEN 
AND THE IDEALS OF LIBERAL EDUCAT- 
ION, (2) WHILE THE IMPACT OF THE COL- 


LEGE EXPERIENCE ON AN INDIVIDUAL 
STUDENT IS NOT LIKELY TO BE LARGE, 
HIGHER EDUCATION DOES EXERT A PRO- 
FOUND INFLUENCE ON AMERICAN LIFE, 
(3) CHANGES THAT OCCUR IN STUDENTS 
DURING THE COLLEGE YEARS REFLECT 
THE NATIONAL OR INTERNATIONAL 
ETHOS, AND THE ATTITUDES AND 
VALUES WITH WHICH STUDENTS LEAVE 
COLLEGE TEND TO HAVE CONSIDERABLE 
PERSISTENCE, (4) CURRENT STUDENTS 
MANIFEST TRENDS IN THE DIRECTION 
OF INTERDISCIPLINARY STUDIES, UNITY 
OF SCHOLARSHIP AS OPPOSED TO SPE- 
CIALIZATION, AND CONCERN WITH 
MORAL AND ETHICAL ISSUES, (5) STU- 
DENTS ARE SWAYED MORE BY FELLOW 
STUDENTS THAN BY ANY OTHER FORCE, 
(6) ALTHOUGH, STUDENT SOCIETY AND 
CULTURE ARE THE MOST IMPORTANT 
COLLEGE INFLUENCE, THE MOST IMPOR- 
TANT DETERMINANTS OF THE OUTCOME 
OF COLLEGE EXPERIENCE ARE THE 
CHARACTERISTICS OF THE ENTERING 
STUDENT, AND (7) A REVIVAL OF INTER- 
EST IN EXPERIMENTAL COLLEGES AND 
PROGRAMS IS STIMULATING NEW EF- 
FORTS TO EXPLORE WAYS TO ENSURE 
CLOSE RELATIONS BETWEEN STUDENTS 
AND FACULTY THAT CAN, PERHAPS, 
MAKE THE INFLUENCE OF THE COLLEGE 
MORE PERTINENT AND SIGNIFICANT. 
(AL) 


ED 013 380 24 AA 000 235 
BASKIN,SAMUEL AND OTHERS 
INNOVATION IN HIGHER EDUCATION--DE- 
VELOPMENTS, RESEARCH, AND PRIORIT- 
IES. NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 19. 

DUKE UNIV., DURHAM, N.C. 
REPORTNUMBER BR-6-1722-19 

PUB DATE APR 67 

CONTRACT OEC-2-6-061722-1742 

EDRS PRICE MF-$0.75 HC-$5.20 128P. 

DESCRIPTORS *EDUCATIONAL CHANGE, 
*EDUCATIONAL EXPERIMENTS, *HIGHER 
EDUCATION, *INNOVATION, DEVELOPM- 
ENT, EDUCATIONAL OBJECTIVES, LITER- 
ATURE REVIEWS, RESEARCH, 

FOUR ESSAYS, EACH BY A DIFFERENT 
AUTHOR, PRESENT PARTICULAR AS- 
PECTS OF INNOVATION IN HIGHER EDUC- 
ATION. TOGETHER THESE ESSAYS PRO- 
VIDE AN INSIGHT INTO THE PURPOSES OF 
BOTH THOSE WHO SEEK INNOVATION 
AND THOSE WHO RESIST IT, ASUMMARY 
OF RECENT INNOVATIONS CURRENTLY 
IN OPERATION IN HIGHER EDUCATION, 
AN ANALYSIS OF THE PROCESSES AND 
PROBLEMS OF INNOVATION, AND AN AP- 
PRAISAL OF THE PRIORITIES TO BE 
GIVEN TO DEVISING SOLUTIONS FOR 
PROBLEMS DEVELOPING FROM DE- 
MANDS (1) FOR CHANGES IN THE EXTENT 
OF FACULTY AND STUDENT PARTICIPA- 
TION IN ADMINISTRATIVE PROCESSES, (2) 
FOR MORE RESEARCH ON EDUCATION, (3) 
FOR DIFFERENT CURRICULUMS TO MEET 
DIFFERENT GOALS, (4) FOR MORE INDIVI- 
DUALIZED PROGRAMS OF STUDY, AND (5) 
FOR GREATER INTERACTION BETWEEN 
STUDENTS AND BETWEEN STUDENTS 
AND FACULTY. THE SERIES OF 14 GENER- 
ALIZATIONS STATED TO DESCRIBE THE 
PROCESS OF INNOVATION INCLUDED THE 
FOLLOWING--(1) THE SUPPORTERS OF AN 
INNOVATION HAVE MAN¥ AND SOME- 
TIMES DIVERGENT MOTIVES, (2) ACCEP- 
TANCE AND IMPLEMENTATION OF AN IN- 
NOVATION IS FACILITATED BY EARLY IN- 
VOLVEMENT IN ITS DESIGN, (3) THE FIRST 
STEP IN ENLIGHTENED INNOVATION IS 
TO MOVE FROM SENSING A PROBLEM TO 
DIAGNOSING ITS CAUSES, (4) MOST EDU- 


CATIONAL CHANGE IS IMITATION OF A 
BELLWETHERS’ ACTIONS, (5) TOO FEW IN- 
NOVATIONS ARE CAREFULLY EVALUA- 
TED, AND (6) INNOVATIONS, ACCEPTED 
AND ESTABLISHED, BECOME AS RESIS- 
TANT TO CHANGE AS WERE THEIR PRED- 
ECESSORS. (AL) 


ED 013 381 24 AA 000 236 
BOYER, ERNEST L. 

INSTITUTIONAL RESEARCH AND THE ACA- 
DEMIC PROGRAM. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 20. 

DUKE UNIV., DURHAM, N.C. 
REPORTNUMBER BR-6-1722-20 
PUBDATE APR67 

CONTRACT OEC-2-6-061722-1742 

EDRS PRICE MF-$0.50 HC-$3.04 74P. 

DESCRIPTORS *ACADEMIC EDUCATION, 
*COLLEGE PROGRAMS, *EDUCATIONAL 
CHANGE, *INSTITUTIONS, *RESEARCH, 
CHANGE AGENTS, HIGHER EDUCATION, 
LITERATURE REVIEWS, PROFESSORS, 

A SEARCH OF THE LITERATURE ON IN- 
STITUTIONAL RESEARCH WAS MADE TO 
FIND AN ANSWER TO ONE QUESTION--TO 
WHAT EXTENT HAS INSTITUTIONAL RE- 
SEARCH ACTUALLY HELPED IMPROVE 
COLLEGIATE LIFE GENERALLY AND THE 
ACADEMIC PROGRAM IN PARTICULAR. 
FROM THE SEARCH, THE AUTHOR DRAWS 
THE CONCLUSION THAT THE RECENT 
FLURRY OF RESEARCH ACTIVITY HAS 
NOT BEEN ACCOMPANIED BY A LARGE 
AMOUNT OF EFFECT. LITTLE DIRECT EVI- 
DENCE ABOUT THE IMPACT OF INSTITU- 
TIONAL RESEARCH WAS FOUND. JUDGE- 
MENT OF THE EFFECTS OF THIS RE- 
SEARCH WAS MADE FROM INDIRECT EVI- 
DENCE AND FROM THE OPINIONS OF IN- 
FORMED OBSERVERS. THE REPORT EX- 
AMINES THOSE ASPECTS OF HIGHER 
EDUCATION THAT HAVE CHANGED, 
THOSE THAT HAVE REMAINED RELA- 
TIVELY STABLE, AND THE DEGREE TO 
WHICH INSTITUTIONAL RESEARCH MAY 
OR MAY NOT HAVE BEEN A SIGNIFICANT 
FORCE. REPRESENTATIVE STUDIES ARE 
CITED, AND THE FINAL SECTION DIS- 
CUSSES WAYS IN WHICH INSTITUTIONAL 
RESEARCH MIGHT INCREASE ITS IMPACT 
IN THE FUTURE. THE AUTHOR CON- 
CLUDES THAT (1) IN PART, THE FAILURE 
OF INSTITUTIONAL RESEARCH TO AF- 
FECT ACADEMIC AFFAIRS DIRECTLY 
AND SUBSTANTIALLY CAN BE ATTRIBUT- 
ED TO INTERNAL SHORTCOMINGS OF THE 
PROFESSION THAT RELATE TO STRUC- 
TURE, FUNCTION, THEORY, AND STYLE 
OF COMMUNICATION, AND (2) THE FU- 
TURE EFFECTS OF ACADEMIC RESEARCH 
WILL HINGE ON THE WILLINGNESS OF 
EDUCATORS TO VIEW CHANGE AS AN 
ALLY RATHER THAN AS AN IMPEDIMENT. 
(AL) 


ED 013 382 
GIBB,JACKR. ANDOTHERS 
DYNAMICS OF PARTICIPATIVE GROUPS. 
NATIONAL TRAINING LABS., WASHING- 
TON, D.C. 
PUBDATE 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *DISCUSSION GROUPS, 
*GROUP DYNAMICS, *PARTICIPATION, 
*TRAINING TECHNIQUES, DECISION 
MAKING, EVALUATION, GROUP DISCUSS- 
ION, HUMAN RELATIONS, INTERACTION 
PROCESS ANALYSIS, INTERPERSONAL 
RELATIONSHIP, LEADERSHIP STYLES, 
MANUALS, SENSITIVITY TRAINING, 
STUDY GUIDES, TRAINING, 
THROUGH UNIVERSITY LABORATORY 
EXPERIMENTS, FIELD OBSERVATIONS IN 
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INDUSTRIAL, COMMUNITY, AND EDUCA- 
TIONAL SETTINGS, AND EXPERIENCES IN 
CLASSES IN GROUP DYNAMICS, THE PAR- 
TICIPATIVE ACTION METHOD OF GROUP 
TRAINING FOR MORE EFFECTIVE PROB- 
LEM SOLVING AND DECISION MAKING 
WAS DEVELOPED. IT IS BASED ON 8 PRIN- 
CIPLES--PHYSICAL REGROUPING, REDUC- 
TION OF INTERPERSONAL TENSIONS, IN- 
FORMALITY OF PROCEDURE, FREEDOM 
OF CHOICE, DISTRIBUTIVE LEADERSHIP, 
EXPLICIT GOAL FORMATION, SKILL 
TRAINING, AND CONTINUAL EVALUAT- 
ION. THIS HANDBOOK, A SERIES OF 
STUDY GUIDES AND TRAINING PROCEDU- 
RES, CAN BE USED AS A MANUAL FOR 
COLLEGE CLASSES IN GROUP DYNAMICS 
AND HUMAN RELATIONS TRAINING, AS A 
REFERENCE BOOK FOR STAFFS AND COM- 
MITTEES, AND AS A SOURCE BOOK AND 
DISCUSSION GUIDE FOR SEMINARS AND 
STUDY GROUPS. METHODS OF GROUP ACT- 
ION, THE ROLE OF THE GROUP MEMBER 
AND TRAINER, SUGGESTIONS FOR WORK- 
SHOPS AND CONFERENCES, APPLICA- 
TIONS TO EDUCATIONAL, INDUSTRIAL, 
RELIGIOUS, MILITARY, AND ADULT EDU- 
CATION PROGRAMS, AND A SELECTED, 
CLASSIFIED LIST OF. 102 REFERENCES 
ARE INCLUDED. (AJ) 


ED 013 383 
SEYMOUR, W. DOUGLAS 
INDUSTRIAL SKILLS. 
PUBDATE 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *INDUSTRIAL TRAINING, 
*JOB SKILLS, *SKILL DEVELOPMENT, 
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*TASK PERFORMANCE, *TRAINING TECH- 
NIQUES, EDUCATIONAL EXPERIMENTS, 
INDUSTRIAL EDUCATION, INDUSTRY, JOB 
ANALYSIS, LEARNING PROCESSES, ON 
THE JOB TRAINING, PROGRAM DESCRIPT- 
IONS, RESEARCH, SEMISKILLED OCCU- 


PATIONS, SKILL ANALYSIS, SKILLED OC- 
CUPATIONS, STATISTICAL DATA, TIME 
FACTORS (LEARNING), TRANSFER OF 
TRAINING, 

THIS BOOK, A SEQUEL TO THE 
AUTHOR’S “INDUSTRIAL TRAINING FOR 
MANUAL OPERATIONS,” COMPRISES 
THREE PARTS. IN PART ONE, THE NA- 
TURE OF SKILLS IN INDUSTRY IS DESCRI- 
BED, AND THEIR RELATION TO HUMAN 
PERFORMANCE AND PRODUCTIVITY. IN 
PART TWO, AN OUTLINE OF RECENT RE- 
SEARCH AND A RESUME OF THE STATE 
OF KNOWLEDGE OF THE ACQUISITION OF 
SKILLS IS GIVEN. IN PART THREE, THERE 
IS A DISCUSSION OF THE TECHNIQUES OF 
IMPARTING INDUSTRIAL SKILLS AND A 
REVIEW OF CURRENT EXPERIENCE. THE 
THESIS OF THE WORK IS THAT SYSTEMA- 
TIC TRAINING CAN BE APPLIED TO ALL 
KINDS OF WORK BY (1) ANALYSIS OF THE 
SKILLS OF EXPERIENCED WORKERS AND 
(2) THE USE OF THIS ANALYSIS ACCORD- 
ING TO WHICH OF THE SIX CLASSES OF 
WORK IS INVOLVED. (THE CLASSES OF 
WORK INCLUDE HANDWORK, HANDWORK 
WITH TOOLS, SINGLE-PURPOSE MACHINE 
WORK, MULTI-PURPOSE MACHINE WORK, 
GROUP MACHINE WORK, AND NON-REPET- 
ITIVE WORK.) THESE ANALYTICAL AND 
SYSTEMATIC TECHNIQUES PROVIDE, FOR 
IMPARTING THE SKILL CONTENT OF IN- 
DUSTRIAL TASKS, A PROCEDURE PARAL- 
LEL TO THAT PROVIDED BY PROGRAMED 
INSTRUCTION FOR THE KNOWLEDGE 
CONTENT. (THE DOCUMENT INCLUDES 
TABLES, FIGURES, PHOTOS, A_ BIB- 
LIOGRAPHY, AND APPENDIXES ON RE- 
SEARCH IN SKILL ACQUISITION.) THIS 
DOCUMENT IS AVAILABLE FROM SIR 
ISAAC PITMAN AND SONS, LTD., LONDON, 
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ENGLAND, FOR 50 SHILLINGS. (AUTHOR/ 
LY) 


ED 013 384 AC 001 274 
HOOS,IDAR. . 

ADULT EDUCATION AS A MEANS TO SKILL 
DEVELOPMENT. 

PUBDATE 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *ADULT VOCATIONAL 
EDUCATION, *EVALUATION, *RETRAINI- 
NG, *VOCATIONAL COUNSELING, EDUCA- 
TIONAL NEEDS, ELECTRONICS, EMPLOY- 
MENT OPPORTUNITIES, FEDERAL AID, 
FEDERAL LEGISLATION, FINANCIAL 
NEEDS, MDTA, OCCUPATIONAL INFOR- 
MATION, PARTICIPANT CHARACTERIST- 
ICS, PRACTICAL NURSING, PROGRAM DES- 
CRIPTIONS, PUBLIC SCHOOLS, SOCIOECO- 
NOMIC INFLUENCES, TESTING, VOCA- 
TIONAL EDUCATION, WELDING, 

THE ROLE OF PUBLICLY FINANCED 
TRAINING IN THE SAN FRANCISCO BAY 
AREA IS DISCUSSED IN THE LIGHT OF 
THE PRESENT STATUS OF VOCATIONAL 
GUIDANCE AND TRAINING. ACCOUNTS OF 
AN ELECTRONICS ASSEMBLY CLASS FOR 
DISPLACED EMPLOYEES OF SMITH-CORO- 
NA, A PUBLIC SCHOOL SPONSORED WELD- 
ING COURSE FOR MEN AND YOUTH WITH 
AT LEAST A TENTH-GRADE EDUCATION 
OR ITS EQUIVALENT, AND A COURSE FOR 
PROSPECTIVE LICENSED VOCATIONAL 
NURSES, INCLUDE CASE HISTORIES IL- 
LUSTRATING GENERAL TRAINEE 
CHARACTERISTICS (AGE, SEX, EDUCAT- 
ION, JOB EXPERIENCE, MINORITY 
GROUPS REPRESENTED) AND THE 
STRENGTHS AND WEAKNESSES OF EXIST- 
ING PROGRAMS. RESULTS OF APTITUDE 
TESTING AND SKILL TRAINING POINT UP 
THE SCARCITY AND LOW STATUS OF PUB- 
LIC SCHOOL VOCATIONAL EDUCATION, 
INADEQUATE USE OF LABOR MARKET IN- 
FORMATION IN COUNSELING, AND THE 
CONSEQUENT NEED TO STRENGTHEN 
AND REORIENT VOCATIONAL PROGRAMS. 
SPECIFICALLY, THE WELDING AND 
NURSING PROGRAMS SUCCEEDED BE- 
CAUSE THEY REFLECTED THE REALI- 
TIES OF THE JOB MARKET, WHILE THE 
ELECTRONICS ASSEMBLY CLASS FAILED 
BECAUSE OF THE IMPACT OF TECHNOLO- 
GICAL OBSOLESCENCE. DOCUMENT IN- 
CLUDES MAJOR VOCATIONAL LEGISLAT- 
ION, AND AN APPRAISAL OF PRIVATE VO- 
CATIONAL SCHOOLS. DOCUMENT IS CHAP- 
TER 1 OF RETRAINING THE WORK FORCE, 
BY IDA R. HOOS, AVAILABLE FOR $6.00 
FROM UNIVERSITY OF CALIFORNIA 
PRESS, BERKELEY, 94720. (LY) 
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HOOS, IDA R. 
TECHNOLOGICAL CHANGE IN THE GOVERN- 
MENT ENTERPRISE, RETRAINING IN THE 
FEDERAL SERVICE. 
PUBDATE 67 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *FEDERAL GOVERNM- 
ENT, *GOVERNMENT EMPLOYEES, *RE- 
TRAINING, AEROSPACE TECHNOLOGY, 
AIR FORCE, AUTOMATION, AVIATION ME- 
CHANICS, CIVIL SERVICE COMMISSION, 
EDUCATIONAL POLICY, ELECTRONIC 
DATA PROCESSING, EMPLOYMENT OP- 
PORTUNITIES, EVALUATION, INSERVICE 
COURSES, INTERNAL REVENUE SERVICE, 
JOB TRAINING, MOBILITY, NAVY, OFFICE 
OCCUPATIONS EDUCATION, PARTICIPANT 
CHARACTERISTICS, PERSONNEL POLICY, 
PROGRAM DESCRIPTIONS, RESEARCH, 
TECHNOLOGICAL ADVANCEMENT, 


TO COUNTERACT BUREAUCRATIC STAG. 
NATION, ENCOURAGE SELF-DEVELOPM. 
ENT, AND USE WORKERS EFFECTIVELY, 
SINCE 1957 THE CIVIL SERVICE COMMIs. 
SION HAS EMPHASIZED CONTINUING 
EDUCATION. CASE STUDIES OF THE IN. 
STRUMENT TECHNICIAN TRAINING PRO- 
GRAM AT ALAMEDA NAVAL AIR STATION 
AND MCCLELLAN AIR FORCE BASE AND 
THE INTERNAL REVENUE SERVICE 
AUTOMATED DATA PROCESSING RE. 
TRAINING PROGRAM INDICATE THAT 
SUCCESS DEPENDS ON EARLY IDENTIFI. 
CATION OF OBSOLETE SKILLS AND ANTI. 
CIPATION OF FUTURE REQUIREMENTS, 
COUPLED WITH SCREENING PROCE. 
DURES AND CAREFULLY DESIGNED 
TRAINING COURSES. OCCUPATIONS RE- 
MAINING IN DEMAND AFTER NEW 
METHDS AND MACHINES HAVE ELIMI. 
NATED ROUTINE OFFICE AND PRODUC. 
TION JOBS WILL CALL FOR A HIGH 
DEGREE OF LITERACY AND VERBAL 
SKILL. BY INCLUDING PERSONNEL SPE- 
CIALISTS IN EVERY PHASE OF PLANN. 
ING, EVEN IN THE STUDY GROUP ANA- 
LYZING OR PROPOSING APPLICATIONS OF 
AUTOMATION, APPROPRIATE JOB SPECI- 
FICATIONS CAN BE DESIGNED AND 
TRAINING PROGRAMS FOR CAREER DE- 
VELOPMENT INITIATED. FEDERAL AGEN. 
CIES HAVE A DUAL RESPONSIBILITY TO- 
WARD AUTOMATION IN THE FUTURE--TO 
ASSURE HUMAN CAPABILITY TO _IN- 
CREASE THE EFFECTIVENESS OF AUTO- 
MATION AND TO MINIMIZE ADVERSE IM- 
PACT UPON EMPLOYEES. DOCUMENT IS 
CHAPTER 2 OF RETRAINING THE WORK 
FORCE, BY IDA R. HOOS, AVAILABLE FOR 
$6.00 FROM UNIVERSITY OF CALIFORNIA 
PRESS, BERKELEY, 94720. (LY) 
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DESCRIPTORS *INDUSTRIAL TRAINING, 
*RETRAINING, AEROSPACE TECHNOLO. 
GY, AMERICAN CAN COMPANY, ARMOUR 
AND COMPANY, AVIATION MECHANICS, 
COMMUNITY COLLEGES, EDUCATIONAL 
POLICY, EVALUATION, INDUSTRY, KA- 
ISER INDUSTRIES, LOCKHEED AIRCRAFT 
COMPANY, MOTIVATION, ON THE JOB 
TRAINING, PARTICIPANT CHARACTERIS- 
TICS, PROGRAM DESCRIPTIONS, PRO- 
GRAMED INSTRUCTION, PUBLIC 
SCHOOLS, QUALITY CONTROL, SKILLED 
LABOR, SKILLED OCCUPATIONS, TECH- 
NOLOGICAL ADVANCEMENT, 

SEVERAL SAN FRANCISCO BAY AREA 
COMPANIES WERE EXAMINED FOR SPE- 
CIFIC PROGRAMS FOR DISPLACED 
EMPLOYEES. ARMOUR AND COMPANY 
SOUGHT TO GUIDE DISPLACED 
EMPLOYEES TO CLASSES OR COURSES OF 
ACTION OUTSIDE ITS OWN SPHERE OF 
OPERATION. LOCKHEED HAS PROVIDED 
UNUSUALLY WELL FOR UPGRADING AND 
RETRAINING, MAINLY BECAUSE OF IN- 
DUSTRY FLUCTUATIONS AND RAPID 
TECHNOLOGICAL CHANGE. AMERICAN 
CAN COMPANY OFFERED JOURNEYMEN 
A COMBINATION OF ON-THE-JOB TRAIN- 
ING AND JUNIOR COLLEGE COURSES. THE 
WESTERN DIE CASTING COMPANY FO- 
CUSED ON IMPROVED QUALITY CONTROL. 
BY MEANS OF A TRACER LATHE OPERA- 
TORS’ PROGRAM, KAISER AEROSPACE 
CORPORATION PARTLY SUCCEEDED IN 
REDUCING TURNOVER. FINDINGS SHOW 
THAT (1) INDUSTRY DEVELOPS FEW 
TRAINING PROGRAMS EXCEPT DURING 





LABOR SHORTAGES, (2) DISPLACEES MAY 
NOT BE NEEDED, OR ELSE LOW SKILLS 
MAKE SALVAGE IMPOSSIBLE, (3) PRO- 
GRAMS OFTEN FAIL TO MEET ANTICIPAT- 
ED SKILL CHANGES BECAUSE OF POOR 
COMMUNICATION WITHIN THE ORGAN- 
IZATION, AND (4) VALUES OF TRAINING 
EMERGE DESPITE LABOR CONDITIONS. 
DOCUMENT IS CHAPTER 3 OF RETRAIN- 
ING THE WORK FORCE, BY IDA R. HOOS, 
AVAILABLE FOR $6.00 FROM UNIVERSITY 
OF CALIFORNIA PRESS, BERKELEY, 94720. 
(LY) 
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DESCRIPTORS *LABOR EDUCATION, 
*LABOR UNIONS, *RETRAINING, 
*SKILLED OCCUPATIONS, ADULT VOCA- 
TIONAL EDUCATION, APPRENTICESHIPS, 
COOKING INSTRUCTION, ELECTRONICS, 
EMPLOYMENT OPPORTUNITIES, FINAN- 
CIAL SUPPORT, INDUSTRIAL TRAINING, 
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GRAM DESCRIPTIONS, RADIO TECHNOLO- 
GY, 

UNION-SPONSORED TRAINING  PRO- 
GRAMS WERE PROVIDED IN THE SAN 
FRANCISCO BAY AREA TO UPGRADE 
SKILLS OF MARINE COOKS AND STE- 
WARDS, SHIPS’ RADIO OPERATORS, JOUR- 
NEYMAN PLUMBERS AND GASFITTERS, 
AND MEMBERS OF THE INTERNATIONAL 
BROTHERHOOD OF ELECTRICAL WORK- 
ERS (IBEW). THESE PROGRAMS WERE THE 
ONLY COHESIVE UNION SPONSORED CUR- 
RICULA IN THAT AREA. MAJOR ASPECTS 
SUCH AS TRAINEE MOBILITY AND AGE, 
ATTITUDES TOWARD CLASSROOM SITUA- 
TIONS AND TESTING, PROGRAM COSTS 
AND FINANCIAL POLICY, INSTRUCTOR 
TRAINING, AND THE SCOPE AND APPLI- 
CABILITY OF TRAINING, WERE EXAMI- 
NED. FINDINGS INDICATE UNION PREF- 
ERENCE FOR APPRENTICESHIPS, LACK 
OF CLEAR TRAINING PURPOSE, DIFFI- 
CULTY IN RECRUITING TRAINEES, DI- 
SAGREEMENT BETWEEN UNIONS AND 
PUBLIC SCHOOL SYSTEMS ON TRAINER 
QUALIFICATIONS, AND _ ILL-DEFINED 
LABOR MARKET CONDITIONS. MOREOV- 
ER, THE MAIN DETERMINANT OF POLICY 
APPEARS TO BE THE UNION’S PRESENT 
OR EXPECTED SPHERE OF AUTHORITY. 
DOCUMENT INCLUDES 2 TABLES. DOCU- 
MENT IS CHAPTER 4 OF RETRAINING THE 
WORK FORCE, BY IDA R. HOOS, AVAILA- 
BLE FOR $6.00 FROM UNIVERSITY OF CAL- 
IFORNIA PRESS, BERKELEY, 94720. (LY) 
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HOOS, IDAR. 
RETRAINING OF THE UNDERPRIVILEGED, 
THE NEIGHBORHOOD HOUSE STORY. 
PUBDATE 67 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *DISADVANTAGED 
YOUTH, *JOB PLACEMENT, *NEGROES, 
*RETRAINING, CASE STUDIES (EDUCATI- 
ON), EDUCATIONAL BACKGROUND, EM- 
PLOYMENT PATTERNS, JOB TRAINING, 
MDTA, MOTIVATION, NEGRO EMPLOYM- 
ENT, NEIGHBORHOOD CENTERS, OCCUPA- 
TIONAL SURVEYS, PARTICIPANT 


CHARACTERISTICS, PROGRAM DESCRIPT- 
IONS, SOCIOECONOMIC INFLUENCES, 
STATISTICAL DATA, UNEMPLOYED, VOCA- 
TIONAL ADJUSTMENT, WORK ATTITUDES, 
WORK EXPERIENCE PROGRAMS, 

AN ACCOUNT OF JOB UPGRADING AT 
NEIGHBORHOOD HOUSE, NORTH RICH- 
MOND, CALIFORNIA, DOCUMENTS THE 
LARGELY INADEQUATE EDUCATION AND 
SEVERE EMPLOYMENT DIFFICULTIES OF 
NEGROES IN THE GREATER SAN FRAN- 
CISCO AREA, DESCRIBES TRAINEE 
CHARACTERISTICS AND PROBLEMS, DE- 
SIRED UPGRADING EXPERIENCES, LI- 
AISON WITH THE STATE EMPLOYMENT 
SERVICE, COOPERATION WITH THE NA- 
TIONWIDE NEIGHBORHOOD YOUTH 
CORPS, AND WORK EXPERIENCE PRO- 
JECTS IN NEIGHBORHOOD HOUSE AND IN 
“PROJECT GROWTH” FARM LABOR CAMPS. 
THE JOB UPGRADING PROJECT SOUGHT 
TO PROVIDE POSITIVE ORIENTATION TO- 
WARD WORK, GUIDANCE AND TRAINING, 
(INCLUDING REMEDIAL EDUCATION), 
PREPARATION FOR JOB STABILITY AND 
ADVANCEMENT, AND GROWTH IN 
RESPONSIBILITY AND CITIZENSHIP, FOR 
UNEMPLOYED PERSONS AGED 16 OR 
OVER. THE CASE STUDIES IN PARTICU- 
LAR INDICATE THE TECHNIQUES USED 
TO ACHIEVE VOCATIONAL ADJUSTMENT, 
AND THE OVERALL SUCCESS OF THE 
PROJECT. THE NEIGHBORHOOD HOUSE 
APPROACH IS VIEWED AS BEING APPLI- 
CABLE ELSEWHERE TO COMBAT UNEM- 
PLOYMENT AND UNEMPLOYABILITY. 
DOCUMENT INCLUDES 6 TABLES. DOCU- 
MENT IS CHAPTER 5 OF RETRAINING THE 
WORK FORCE, BY IDA R. HOOS, AVAILA- 
BLE FOR $6.00 FROM UNIVERSITY OF CAL- 
IFORNIA PRESS, BERKELEY, 94720. (LY) 
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PUBDATE 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *DISADVANTAGED 
YOUTH, *JOB TRAINING, *WELFARE RECI- 
PIENTS, ADULT VOCATIONAL EDUCAT- 
ION, CALIFORNIA, CASE STUDIES (EDUCA- 
TION), EDUCATIONAL ENVIRONMENT, 
EMPLOYMENT OPPORTUNITIES, EVALUA- 
TION, FINANCIAL SUPPORT, JOB CORPS, 
JOB PLACEMENT, LOW INCOME GROUPS, 
OFFICE OF ECONOMIC OPPORTUNITY, ON 
THE JOB TRAINING, PARTICIPANT 
CHARACTERISTICS, PROGRAM DESCRIPT- 
IONS, RESIDENTIAL PROGRAMS, UNEM- 
PLOYED, VOCATIONAL REHABILITATION, 
WELFARE SERVICES, WORK ATTITUDES, 
WORK EXPERIENCE PROGRAMS, 

THIS STUDY ASSESSES JOB CORPS CUR- 
RICULUM AND FACILITIES FOR BASIC OR- 
IENTATION AND EDUCATION OF UNEM- 
PLOYED, DISADVANTAGED, POORLY MO- 
TIVATED YOUTH, AND REVIEWS TRAIN- 
ING PROGRAMS FOR WELFARE RECI- 
PIENTS IN SANTA CLARA AND ALAMEDA 
COUNTIES, CALIFORNIA. OBSERVATIONS 
OF SELECTED JOB CORPS CENTERS RE- 
VEALED SUPERIOR PHYSICAL FACILI- 
TIES BUT LESS THAN SATISFACTORY 
HUMAN RELATIONS. SANTA CLARA 
COUNTY UNDERTOOK VOCATIONAL RE- 
HABILITATION, REMEDIAL EDUCATIOON, 
AND PLACEMENT OF OVER 2800 PERSONS 
DURING 1964-65, WITH FAVORABLE RE- 
SULTS IN JOB PLACEMENTS AND- RE- 
DUCED WELFARE COSTS. THE ALAMEDA 
COUNTY PROGRAM (“OPERATION SELF- 
SUPPORT”) PROVIDED VOCATIONAL RE- 


HABILITATION (LITERACY CLASSES, JOB 
PREPARATION CLASSES, TRADE COURSE- 
S, COUNTY WORK PROJECTS, OUTSIDE 
OPENINGS) FOR ABOUT 800 CLIENTS, IN- 
CLUDING MANY AID TO NEEDY CHIL- 
DREN (ANC) MOTHERS. THE 8 CASE HIS- 
TORIES FROM THE ALAMEDA COUNTY 
JOB PREPARATION CLASSES INCLUDE 
EVALUATIONS BY TRAINEES, AND HIGH- 
LIGHT SUCH PROBLEMS AS SUBSTAN- 
DARD EDUCATION, LOW EMPLOYMENT 
SKILLS, POOR MENTAL AND PHYSICAL 
HEALTH, AND CHILD CARE NEEDS. DOCU- 
MENT IS CHAPTER 6 OF RETRAINING THE 
WORK FORCE, BY IDA R. HOOS, AVAILA- 
BLE FOR $6.00 FROM UNIVERSITY OF CAL- 
IFORNIA PRESS, BERKELEY, $4720. (LY) 
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DESCRIPTORS *EVALUATION, *FEDER- 
AL LEGISLATION, *MANPOWER DEVEL- 
OPMENT, *PROGRAM DESCRIPTIONS, *RE- 
TRAINING, ADULT VOCATIONAL EDUCAT- 
ION, DISTRIBUTIVE EDUCATION, EM- 
PLOYMENT EXPERIENCE, FEDERAL AID, 
FINANCIAL SUPPORT, JOB TRAINING, LA- 
BORATORY TECHNOLOGY, MDTA, OFFICE 
OCCUPATIONS EDUCATION, PARTICIPANT 
CHARACTERISTICS, PRACTICAL NURSI- 
NG, PROGRAM EFFECTIVENESS, SKILL 
CENTERS, TRAINING TECHNIQUES, 
UNEMPLOYED, 

A DISCUSSION OF INSTITUTIONAL RE- 
TRAINING PROGRAMS UNDER THE MAN- 
POWER DEVELOPMENT AND TRAINING 
ACT (1962) OUTLINES MANPOWER RE- 
PORTING AND TRAINING PROVISIONS OF 
THE ACT ITSELF, DISCUSSES PROBLEMS 
OF IMPLEMENTATION IN CALIFORNIA 
(LE., DIFFICULTY IN FURNISHING ON- 
THE-JOB PROGRAMS AND PROPER COUN- 
SELING), OUTLINES NATIONAL AND REG- 
IONAL TRAINING UNDER MDTA (INCLUD- 
ING FINANCING OF REMEDIAL EDUCATI- 
ON), DESCRIBES THE PROGRAM OF THE 
EAST BAY SKILLS CENTER IN OAKLAND, 
AND REVIEWS MDTA PROGRAMS TO DE- 
VELOP LICENSED VOCATIONAL NURSES, 
CHEMISTS’ ASSISTANTS, RETAIL CLERKS, 
AND STENOGRAPHERS IN THE SAN FRAN- 
CISCO BAY AREA. CASE MATERIALS SUG- 
GEST THAT ECONOMIC PROSPERITY HAS 
BROUGHT INTO SHARPER FOCUS THE 
SKILL DEFICIENCIES AND RELATED 
HANDICAPS OF THE HARD-CORE UNEMP- 
LOYED. DOCUMENT INCLUDES FOOT- 
NOTES AND ONE TABLE (CHARACTERIST- 
ICS OF EAST BAY SKILLS CENTER ENR- 
OLLEES). DOCUMENT IS CHAPTER 7 OF 
RETRAINING THE WORK FORCE, BY IDA R. 
HOOS, AVAILABLE FOR $6.00 FROM UNIV- 
ERSITY OF CALIFORNIA PRESS, BERK- 
ELEY, 94720. (LY) 
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DOCUMENT NOT AVAILABLE FROM EDRS. 
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JOB TRAINING, *RETRAINING, ADULT VO- 

CATIONAL EDUCATION, CASE STUDIES 

(EDUCATION), . EDUCATIONAL  BACK- 

GROUND, EMPLOYMENT EXPERIENCE, 
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FEDERAL LEGISLATION, FINANCIAL 
SUPPORT, LABOR UNIONS, MDTA CALI- 
FORNIA, OPERATING ENGINEERING, PAR- 
TICIPANT CHARACTERISTICS, PRINTING, 
PROGRAM DESCRIPTIONS, PROGRAM 
EVALUATION, SERVICE EDUCATION, 
SKILLED LABOR, 

IN 1963, PROGRAMS WERE PROVIDED IN 
THE SAN FRANCISCO BAY AREA, UNDER 
MDTA, ALL BUT ONE (HOSPITAL ORDER- 
LIES) BEING UNION SPONSORED. THE 
MILLMEN AND CABINET WORKERS’ 
LAYOUT COURSE FOR JOURNEYMEN 
SEEKING CERTIFICATION INVOLVED 12 
WEEKS OF THEORETICAL AND ON-THE- 
JOB TRAINING. THE PROGRAM FOR 
ORDERLIES AT KAISER FOUNDATION 
HOSPITAL. ENROLLED 12 MEN FOR 6 
WEEKS OF INTENSIVE INSTRUCTION AND 
SUPERVISION. THE PRINTING PRESSMEN 
COURSE, UNDER A JOINT LABOR-MAN- 
AGEMENT TRAINING COMMISSION, PRO- 
VIDED 20 WEEKS OF OFFSET PRINTING 
CLASSES TO UPGRADE EMPLOYEES. 
WEEKLY LINOFILM OPERATOR AND TEL- 
ETYPE MACHINIST CLASSES WERE PRO- 
VIDED DURING 1963-64. PROSPECTIVE OP- 
ERATING ENGINEERS TOOK 6 WEEKS OF 
ON-SITE INSTRUCTION AND PRACTICE AT 
CAMP ROBERTS, WITH MARINE COOKS 
AND STEWARDS’ SCHOOL TRAINEES PRO- 
VIDING FOOD SERVICE. EXPENSES AND 
FEES, FACILITIES, WAGE SCALES, 
COURSE COMPLETERS, SUBSEQUENT EM- 
PLOYMENT, AND PROGRAM EVALUA- 
TIONS BY TRAINEES, ARE INDICATED. 
PROGRAMS WERE CALLED SUCCESSFUL, 
ALTHOUGH DATA ARE INCONCLUSIVE. 
DOCUMENT IS CHAPTER 8 OF RETRAIN- 
ING THE WORK FORCE, BY IDA R. HOOS, 
AVAILABLE FOR $6.00 FROM UNIVERSITY 
OF CALIFORNIA PRESS, BERKELEY, 94720. 
(LY) 
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ED 013 392 

BRUCE,ROBERTL. CARTER,G.L.,JR. 

ADMINISTRATIVE CLIMATE. 

PUBDATE — 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *ADMINISTRATOR ROLE, 


*LEADERSHIP STYLES, *MOTIVATION, 
*ORGANIZATIONAL CLIMATE, *TASK PER- 
FORMANCE, ADMINISTRATIVE PERSON- 
NEL, ADMINISTRATIVE POLICY, CO- 
OPERATIVE EXTENSION SERVICE, EM- 
PLOYER EMPLOYEE RELATIONSHIP, EX- 
TENSION AGENTS, FEEDBACK, INDIVI- 
DUAL COUNSELING, INSERVICE EDUCAT- 
ION, LEADERSHIP TRAINING, PROFES- 
SIONAL TRAINING, PSYCHOLOGICAL 
NEEDS, QUALITY CONTROL, TEACHING 
METHODS, WORK ATTITUDES, WORK- 
SHOPS, 

IN THE COOPERATIVE EXTENSION 
SERVICE, STYLES OF LEADERSHIP PRO- 
FOUNDLY AFFECT THE QUALITY OF THE 
SERVICE RENDERED. ACCORDINGLY, 
MAJOR INFLUENCES ON ADMINISTRA- 
TIVE CLIMATE AND EMPLOYEE PRODUC- 
TIVITY ARE EXAMINED IN ESSAYS ON (1) 
SOURCES OF JOB SATISFACTION AND DIS- 
SATISFACTION, (2) MOTIVATIONAL 
THEORIES BASED ON JOB-RELATED SA- 
TISFACTIONS AND NEEDS, IDENTIFICA- 
TION WITH ORGANIZATIONAL GOALS, 
THE MASLOW HIERARCHY OF PSYCHOLO- 
GICAL AND OTHER NEEDS, AND ATTI- 
TUDES, (3) THE NATURE, REQUIREMENTS, 
PROBLEM AREAS, AND VARIABLES OF 
ADMINISTRATIVE FEEDBACK, (4) THE 
CONTRASTING LEADERSHIP STYLES OF 
ADMINISTRATIVE MANAGERS (USUALLY 
EMBROILED IN DAY TO DAY ORGANIZA- 
TIONAL DECISION-MAKING) AND ADMIN- 
ISTRATIVE LEADERS (ORIENTED TO 
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LONG-RANGE PLANNING AND GOAL SET- 
TING), AND (5) THE VALUE OF THE COUN- 
SELING APPROACH (FACE TO FACE EX- 
CHANGE OF IDEAS, OPINIONS, AND FEEL- 
INGS IN A FRIENDLY ATMOSPHERE) IN 
EDUCATING EXTENSION PERSONNEL 
AND CLIENTS. (THE DOCUMENT ALSO IN- 
CLUDES THE CASE HISTORY OF A SUC- 
CESSFUL OHIO COOPERATIVE EXTEN- 
SION WORKSHOP ON MEANS OF IMPROV- 
ING INSTRUCTION.) THIS JOURNAL ISSUE 
IS AVAILABLE, FOR $1.50, FROM JOURNAL 
OF COOPERATIVE EXTENSION, 107 AGRI- 
CULTURAL HALL, UNIVERSITY OF WIS- 
CONSIN, MADISON, WISCONSIN 53706. (LY) 


ED 013393 AC 001 355 
BENTLEY, HAROLDW. MOE,EDWARD O. 
REPORT ON THE INTERAMERICAN CONSUL- 
TATION ON URBAN COMMUNITY DEVELOP- 
MENT (PANAMA CITY, PANAMA , JUNE 7-9, 
1966). 
ADULT EDUCATION ASSN. OF U.S.A, 

WASHINGTON, D.C. 
PUBDATE 66 
EDRS PRICE MF-$0.50 HC-$2.76 67P. 

DESCRIPTORS *COMMUNICATION PROB- 
LEMS, *COMMUNITY DEVELOPMENT, 
*CULTURAL EXCHANGE, *TECHNICAL AS- 
SISTANCE, *URBAN AREAS, COMMUNITY 
CONSULTANTS, COMMUNITY RESOURCES, 
FINANCIAL SUPPORT, INTERNATIONAL 
ORGANIZATIONS, LATIN AMERICA, LEAD- 
ERSHIP TRAINING, NATIONAL PRO- 
GRAMS, PANAMA NUEVO VERANILLO 
PROJECT, ROLE PERCEPTION, RURAL 
URBAN DIFFERENCES, SPANISH AMERI- 
CANS, SPANISH SPEAKING, SPECIALISTS, 
UNITEI? STATES, URBAN SLUMS, VOLUN- 
TEERS, 

i INTERAMERICAN CONSULTATION 

ON URBAN DEVELOPMENT WAS ORGAN- 
IZED BY THE ADULT EDUCATION ASSO- 
CIATION OF THE UNITED STATES, UNDER 
CONTRACT WITH THE AGENCY FOR IN- 
TERNATIONAL DEVELOPMENT (AID). RE- 
PRESENTATIVES FROM EIGHT LATIN AM- 
ERICAN COUNTRIES, THE UNITED 
STATES, AND INTERNATIONAL ORGANI- 
ZATIONS SUCH AS THE PEACE CORPS, UN- 
ESCO, UN, AND AID ATTEMPTED TO IDEN- 
TIFY THE MAJOR ISSUES IN COMMUNITY 
DEVELOPMENT IN URBAN AREAS, EX- 
CHANGE INFORMATION ABOUT EXISTING 
PROGRAMS, AND EXPLORE WAYS TO FA- 
CILITATE A TWO-WAY EXCHANGE OF 
IDEAS. AMONG THE 11 MAJOR ISSUES IN 
COMMUNITY DEVELOPMENT DISCUSSED 
WERE--CLARIFICATION OF THE CONCEPT 
OF COMMUNITY DEVELOPMENT AND ITS 
RELEVANCE IN URBAN AREAS, URBANI- 
ZATION AND NATIONAL DEVELOPMENT, 
STRUCTURE FOR COMMUNITY PARTI- 
CIPATION, DISCRIMINATION BASED ON 
COLOR, CULTURE, AND CLASS DIFFER- 
ENCES, USE OF COMMUNITY RESOURCES, 
ROLES OF THE PEOPLE, TECHNICAL SPE- 
CIALISTS AND FOREIGN AGENCIES. THE 
NUEVO VERANILLO PROJECT IN PANAMA 
CITY WAS STUDIED. CRITICAL PROBLEMS 
IN THE RELATIONSHIPS OF THE AMERI- 
CAS WERE’ REVEALED--DIFFERING 
PHILOSOPHIES, APPROACHES, AND POLI- 
TICS. AMONG THE SUGGESTIONS FOR 
STRENGTHENING DEVELOPMENT PRO- 
GRAMS IN THE AMERICAS WERE MORE 
INTERNATIONAL MEETINGS AND THE ES- 
TABLISHMENT OF A CLEARINGHOUSE ON 
LANGUAGE AND TRANSLATION PROBL- 
EMS. (PT) 
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LOUBERT, J. DANIEL 


THE TRANSCULTURAL RESEARCH AND 
TRAINING INSTITUTE (TCD. 
HUMAN SCIENCES RESEARCH 

MCLEAN, VA. 

REPORTNUMBER AD-651-312 
PUBDATE APR67 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CROSS CULTURAL 
TRAINING, *EDUCATIONAL NEEDS, *PRO. 
GRAM PROPOSALS, *TRAINING OBJECTI- 
VES, *TRAINING TECHNIQUES, CULTU- 
RAL AWARENESS, CULTURE CONFLICT, 
FOREIGN CULTURE, LEARNING ACTIVI. 
TIES, LEARNING DIFFICULTIES, SIMU- 
LATED ENVIRONMENT, SIMULATION, 
UNITED STATES, 

MANY AMERICANS EMPLOYED OVER- 
SEAS, ESPECIALLY NAVY AND MARINE 
PERSONNEL, NEED KNOWLEDGE OF THE 
CULTURES IN WHICH THEY LIVE. THERE 
IS CRITICISM OF TRADITIONAL WAYS OF 
SELECTING PERSONS AND TRAINING 
THEM. A NUMBER OF NEW TECHNIQUES, 
BASED ON EXPERIMENTAL TRAINING IN 
SIMULATION OF FOREIGN SOCIETIES, 
SEEM TO PROVIDE FOR OVERCOMING IN- 
TERNALIZATION BLOCKAGE AND PER- 
MITTING THE TRAINEE TO ACQUIRE THE 
“FEEL AND FLAVOR” OF THE OTHER 
CULTURE. MILITARY AND CIVILIAN GOV. 
ERNMENT AGENCIES SHOULD COMBINE 
WITH ACADEMIC, CORPORATE, AND 
OTHER PRIVATE AMERICAN ORGANIZA- 
TIONS TO ESTABLISH A TRANS-CULTU- 
RAL RESEARCH AND TRAINING INSTIT- 
UTE. THIS WOULD PROVIDE THE SETTING 
FOR FOREIGN AND AMERICAN TRAINEES 
AND RESEARCHERS TO USE, EVALUATE, 
AND REFINE EXPERMENTAL TRAINING 
TECHNIQUES. IT WOULD ALSO SERVE AS 
A NATIONAL RESEARCH AND INFORMA- 
TION CENTER ON PROBLEMS OF CROSS- 
CULTURAL TRANSFER. A FEASIBILITY 
STUDY, FOLLOWED BY FURTHER PLAN- 
NING AND DEVELOPMENT, IS URGED. 
(THE DOCUMENT INCLUDES 83 REFE- 
RENCES.) THIS DOCUMENT, AD-651-312, IS 
AVAILABLE FROM THE CLEARINGHOUSE 
FOR FEDERAL SCIENTIFIC AND TECHNI- 
CAL INFORMATION, SPRINGFIELD, VA. 
22151. MICROFICHE $0.65, HARDCOPY $3.00. 
(AUTHOR/LY) 
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KUSEWITT, J.B. 

DEVELOPMENT OF CRITERIA AND METH- 
ODS FOR EVALUATING TRAINER AIRCRAFT 
EFFECTIVENESS. 

LTV AEROSPACE CORP., DALLAS, TEX. 

VOUGHT AERO. DIV 
REPORTNUMBER AD-651-421 
PUBDATE MAR 67 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CRITERIA, *EFFECTIVE 
TEACHING, *EVALUATION TECHNIQUES, 
*FLIGHT TRAINING, *JOB ANALYSIS, 
ADULT DROPOUTS, CURRICULUM, EVALU- 
ATION, INSTRUMENTATION, LEARNING 
PROCESSES, PERCEPTUAL MOTOR 
LEARNING, SCHOOL HOLDING POWER, 
TASK PERFORMANCE, TIME FACTORS 
(LEARNING), 

THE PURPOSE OF THIS STUDY WAS TO 
DEVELOP A METHOD FOR DETERMINING 
OBJECTIVE MEASURES OF TRAINER AIR- 
CRAFT EFFECTIVENESS TO EVALUATE 
PROGRAM ALTERNATIVES FOR TRAINING 
PILOTS FOR FLEET FIGHTER AND AT- 
TACK-TYPE AIRCRAFT. THE TRAINING 
SYLLABUS WAS BASED ON AVERAGE STU- 
DENT ABILITY. THE BASIC PROBLEM WAS 
TO ESTABLISH QUANTITATIVE TIME-DIF- 
FICULTY RELATIONSHIPS. THE TIME DE- 
MAND METHOD WAS DEVELOPED DURING 





THE STUDY AND APPLIED AT THE INDIVI- 
DUAL SUBTASK-INCREMENTAL TIME 
LEVEL. IT WAS FOUND THAT THE LAND- 
ING APPROACH OPERATION WAS THE PRI- 
MARY DETERMINANT OF AIRCRAFT 
PHASING IN TRAINING. A PLOT OF LAND- 
ING APPROACH COMPLEXITIES VERSUS 
STAGE COMPLETION TIME REVEALED A 
MATHEMATICALLY DEFINABLE AVER- 
AGE LEARNING CURVE WITH A HIGH COR- 
RELATION OF DATA POINTS. OTHER 
TRAINING STAGE COMPLEXITIES ALSO 
CORRELATED WELL WITH THIS CURVE. 
ESTIMATES OF THE TIME IMPLICATIONS 
OF TRAINER AIRCRAFT, TOGETHER WITH 
ADDITIONAL TYPES OF ANALYSES, LED 
TO VARIOUS CONCLUSIONS ON THE 
FLIGHT TRAINING PROBLEM. THE PRO- 
POSED UTILIZATION PERIOD FOR THIS 
METHODOLOGY IS 1968-78. THIS DOCUM- 
ENT, AD-651-421, IS AVAILABLE FROM THE 
CLEARINGHOUSE FOR FEDERAL SCIEN- 
TIFIC AND TECHNICAL INFORMATION, 
SPRINGFIELD, VA. 22151. MICROFICHE 
$0.65, HARDCOPY $3.00. (AUTHOR/LY) 


ED 013 396 AC 001 360 
LANE,NORMAN E. PETERSON, FLOYD E. 
COLLEGE MAJOR DIFFERENCES IN NAVAL 
FLIGHT OFFICER TRAINING PERFORM- 
ANCE. 

NAVAL AEROSPACE MEDICAL INST., PEN- 

SACOLA, FLA. 

REPORTNUMBER NAMI-SR-66-7 
REPORTNUMBER AD-651-935 

PUB DATE 15 NOV 66 

DOCUMENT NOT ABAILABLE FROM EDRS. 

DERCRIETORS *ACADEMIC PERFOR- 
MANCE, *FLIGHT TRAINING, *TASK PER- 
FORMANCE, *UNDERGRADUATE STUDY, 
*UNITS OF STUDY (SUBJECT FIELDS), 
EDUCATIONAL BACKGROUND, EVALUAT- 
ION, GRADES (SCHOLASTIC), MILITARY 
TRAINING, PERSISTENCE, SELECTION, 
STATISTICAL DATA, 

PERFORMANCE IN NAVAL FLIGHT OF- 
FICER (NFO) TRAINING WAS EXAMINED 
IN RELATION TO MAJOR AREAS OF STUDY 
IN COLLEGE. EACH OF 1,231 STUDENT 
NFO’S WAS ASSIGNED TO ONE OF 16 COL- 
LEGE MAJOR CATEGORIES. MEANS AND 
STANDARD DEVIATIONS OF EACH CATE- 
GORY WERE COMPUTED ON EACH OF 24 
TESTS AND TRAINING PERFORMANCE 
VARIABLES, AND THE TRAINING COM- 
PLETION RATE WAS DETERMINED FOR 
EACH CATEGORY. SIGNIFICANT DIFFER- 
ENCES WERE FOUND AMONG 16 COLLEGE 
MAJOR CATEGORIES WITH RESPECT TO 
INITIAL SELECTION TEST SCORES, PREF- 
LIGHT AND BASIC NAO SCHOOL GRADES, 
AND COMPLETION RATE. ENGINEERS 
AND NAVAL ACADEMY GRADUATES 
WERE CONSISTENTLY HIGH IN PERFOR- 
MANCE WHILE SOCIAL SCIENCE AND 
PHYSICAL EDUCATION MAJORS SHOWED 
CONSISTENTLY LOW PERFORMANCE. IM- 
PLICATIONS OF COLLEGE MAJOR DIFFER- 
ENCES FOR SELECTION OF NFO’S ARE 
DISCUSSED. (THE DOCUMENT INCLUDES 
26 TABLES.) THIS DOCUMENT, AD-651-935, 
IS AVAILABLE FROM THE CLEARING- 
HOUSE FOR FEDERAL SCIENTIFIC AND 
TECHNICAL INFORMATION, SPRING- 
FIELD, VA. 22151. MICROFICHE $0.65, 
HARDCOPY $3.00. (AUTHOR/LY) 


ED 013 397 AC 001 361 

GRACE,GLORIAL. HOFLAND,N.A. 

MULTI-MEDIA TRAINING FOR CROSS-CUL- 

TURAL INTERACTION. 

SYSTEM DEVELOPMENT CORP., SANTA 
MONICA, CALIF. 


REPORTNUMBER SDC-SP-2812 
REPORTNUMBER AD-651-574 

PUB DATE 05 APR 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS ‘*AUDIOVISUAL AIDS, 
*CROSS CULTURAL TRAINING, *CURRICU- 
LUM, ‘INSTRUCTIONAL MATERIALS, 
*TRAINING OBJECTIVES, AREA STUDIES, 
CULTURAL DIFFERENCES, CULTURE 
CONFLICT, FOREIGN CULTURE, FOREIGN 
RELATIONS, LANGUAGE INSTRUCTION, 
PUBLIC POLICY, SYSTEMS DEVELOP- 
MENT CORPORATION, UNITED STATES, 

IN ADDITION TO TECHNICAL KNOWL- 
EDGE, CROSS-CULTURAL INTERACTION 
SKILLS ARE REQUIRED BY AMERICANS 
FOR SUCCESSFUL OVERSEAS MISSIONS. 
SINCE CROSS-CULTURAL EXPERIENCE IS 
NOT READILY AVAILABLE IN THE UNIT- 
ED STATES, A PRACTICAL TRAINING PRO- 
GRAM IS REQUIRED TO DEVELOP NECES- 
SARY SKILLS AND ATTITUDES. TRAINING 
MATERIAL PACKAGES, NOTABLY THE 
SELF-CONTAINED PACKAGE (PLANNED 
AIDS FOR CROSS-CULTURAL KNOWL- 
EDGE, ACTION, AND GROWTH IN EFFECTI- 
VENESS), HAVE BEEN DEVELOPED BY 
THE SYSTEMS DEVELOPMENT CORPOR- 
ATION. TYPICAL ELEMENTS ARE- 
LEADER’S MANUAL, INTERACTION MAPS 
(STUDENT PLANNING GUIDES), PICTURE 
CARDS. FILM STRIPS, AUDIO TAPES, 
VIDEO TAPES, RADIO PROGRAMS, MOTION 
PICTURES, SYNTHETIC SITUATION SETT- 
INGS, QUESTION AND ANSWER DISCUS- 
SION AIDS, AND WORKSHEETS FOR INDE- 
PENDENT STUDY. CONTENT UNITS CON- 
SIST OF GENERAL PRINCIPLES, AMERI- 
CAN FOREIGN AND DOMESTIC POLICY, 
AREA STUDY, AND LANGUAGE STUDY. AN 
INSTRUCTOR ACTING AS A LEADER CAN 
TRAIN HIS STUDENTS BY FOLLOWING 
THE DIRECTIONS AND USING THE MA- 
TERIALS PROVIDED. HIS FULL EFFORT 
CAN BE GIVEN TO GUIDING THE STUD- 
ENT. THIS DOCUMENT, AD-651-574, IS AVAI- 
LABLE FROM THE CLEARINGHOUSE FOR 
FEDERAL SCIENTIFIC AND TECHNICAL 
INFORMATION, SPRINGFIELD, VA. 22151. 
MICROFICHE $0.65, HARDCOPY $3.00. (AU- 
THOR/LY) 
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BENNIS, WARREN G. 

PRINCIPLES AND STRATEGIES OF DIRECT- 
ING ORGANIZATIONAL CHANGE VIA LABO- 
RATORY TRAINING. 

PUBDATE 66 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *EDUCATIONAL PLANN- 
ING, *HUMAN RELATIONS, *LABORATORY 
TRAINING, *MANAGEMENT DEVELOPM- 
ENT, *ORGANIZATIONAL CHANGE, ADMI- 
NISTRATOR ROLE, CASE STUDIES (EDU- 
CATION), CHANGE AGENTS, CULTURAL 
FACTORS, ETHICAL VALUES, LEADER- 
SHIP STYLES, LEARNING READINESS, OR- 
GANIZATIONAL CLIMATE, POWER STRUC- 
TURE, SOCIAL CHANGE, SOCIAL _IN- 
FLUENCES, 

THIS CHAPTER OF A LARGER WORK ON 
THE SOCIOLOGY OF ORGANIZATIONAL 
CHANGE SUGGESTS GUIDELINES FOR 
USING LABORATORY TRAINING WITHIN 
ORGANIZATIONAL SOCIAL SYSTEMS. THE 
ULTIMATE AIM OF SUCH TRAINING IS 
NOT ONLY TO IMPART HUMAN RELA- 
TIONS SKILLS TO THE PARTICIPANTS, 
BUT ALSO TO CHANGE ORGANIZATIONAL 
VALUES SO THAT HUMAN FEELINGS ARE 
REGARDED AS LEGITIMATE. THE EFFEC- 
TIVE CHANGE AGENT NEEDS PROFES- 
SIONAL AND HUMAN RELATIONS SKILLS, 
NONAUTHORITARIAN STYLE, AND THE 
ASSURANCE OF ACCEPTANCE WITHIN 


THE TARGET ORGANIZATION. MOREOV- 
ER, TRAINING GOALS MUST BE AP- 
PROPRIATE AND FEASIBLE, THE TARGET 
SYSTEM AND ITS HIGH OFFICERS MUST 
BE PREPARED FOR, AND ORIENTED TO, 
LABORATORY TRAINING, AND PARTI- 
CIPATION SHOULD BE STRICTLY VOLUNT- 
ARY. (THE DOCUMENT INCLUDES 17 REF- 
ERENCES, THREE CASE HISTORIES IL- 
LUSTRATING CAUSES OF LABORATORY 
TRAINING FAILURES, AND A FIVE-STEP 
MODEL FOR DIAGNOSING THE STATE OF 
THE TARGET SYSTEM.) THIS DOCUMENT 
IS CHAPTER 8 IN CHANGING ORGANIZAT- 
IONS, BY WARREN G. BENNIS, WHICH IS 
AVAILABLE FROM MCGRAW-HILL, NEW 
YORK. (LY) 


ED 013 399 AC 001 383 
SOMERS, GERALD G. 
RETRAINING AND MIGRATION AS FACTORS 
IN REGIONAL ECONOMIC DEVELOPMENT. 
WISCONSIN UNIV., MADISON 
PUB DATE 15 SEP 66 
EDRS PRICE MF-$0.50 HC-$4.12 101P. 
DESCRIPTORS *CAPITAL OUTLAY (FOR 
FIXED ASSETS), *DEPRESSED AREAS 
(GEOGRAPHIC), *ECONOMIC RESEARCH, 
*HUMAN RESOURCES, *REGIONAL 
PLANNING, AGE DIFFERENCES, CO- 
MPARATIVE ANALYSIS, DEMOGRAPHY, 
FINANCIAL SUPPORT, LABOR MARKET, 
MANPOWER UTILIZATION, MIGRATION 
PATTERNS, MOBILITY, PUBLIC POLICY, 
RELOCATION, RESEARCH REVIEWS (PUB- 
LICATIONS), RETRAINING, TECHNOLOGI- 
CAL ADVANCEMENT, UNEMPLOYED, 
UNITED STATES, WESTERN EUROPE, 
THIS REPORT, PREPARED FOR THE OF- 
FICE OF REGIONAL ECONOMIC DEVEL- 
OPMENT, FEATURES A REVIEW OF RE- 
CENT RESEARCH ON RETRAINING AND 
MIGRATION AS INDEPENDENT AND IN- 
TERACTING FACTORS IN REGIONAL 
ECONOMIES. FINDINGS ARE ALSO RELAT- 
ED TO CURRENT UNITED STATES MAN- 
POWER POLICY AND TO RETRAINING AND 
RELOCATION SCHEMES IN WESTERN 
EUROPE. IN THE UNITED STATES, UNEM- 
PLOYED WORKERS WILLING TO RELO- 
CATE TEND TO BE RELATIVELY YOUNG 
(LARGELY MALES AGED 20-35), WITH FEW 
COMMUNITY TIES AND LITTLE OR NO 
PROPERTY, AND EITHER WELL IN- 
FORMED ON THE LABOR MARKET ELSE- 
WHERE OR WILLING TO TAKE RISKS. RE- 
TRAINING AND RELOCATION HAVE GEN- 
ERALLY PROVED HELPFUL TO SUCH 
WORKERS, BUT EFFECTS ON NATIONAL 
AND REGIONAL UNEMPLOYMENT ARE 
STILL INCONCLUSIVE. NEVERTHELESS, 
INVESTMENTS IN PHYSICAL CAPITAL AP- 
PEAR USELESS WITHOUT INVESTMENTS 
IN THE EDUCATION, TRAINING, AND MO- 
BILITY OF THE LABOR FORCE. ACCORDI- 
NGLY, EXISTING PROGRAMS AND SERVIC- 
ES MUST BE CLOSELY COORDINATED AT 
LOCAL, STATE, REGIONAL, AND FEDERAL 
LEVELS, AND MORE RESEARCH MUST BE 
CONDUCTED ON SOCIOECONOMIC BENE- 
FITS AND COSTS, EMPLOYMENT TRENDS, 
AND WAYS OF MEETING THE ACUTE 
NEEDS OF OLDER WORKERS AND THE 
FUNCTIONALLY ILLITERATE. (THE DOCU- 
MENT INCLUDES SPECIFIC CASE HIS- 
TORIES AND ACTIVITIES, AN EXTENSIVE 
CLASSIFIED BIBLIOGRAPHY, AND AB- 
STRACTS OF 50 OF THE ITEMS CITED.) (LY) 
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NATIONAL EDUCATION ASSN., WASHING- 
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PUB DATE APR 67 , 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *ADULT BASIC EDUCAT- 
ION, *ILLITERATE ADULTS, *PSYCHOLOG- 
ICAL CHARACTERISTICS, *TEACHER EDU- 
CATION, *TEACHING TECHNIQUES, 
ADULT EDUCATORS, ADULT LEARNING, 
AUDIOVISUAL AIDS, COUNSELING, CUR- 
RICULUM, DISADVANTAGED GROUPS, IN- 
STRUCTIONAL. MATERIALS, LITERACY 
EDUCATION, MANUALS, NON ENGLISH 
SPEAKING, RECRUITMENT, STUDENT AT- 
TITUDES, TEACHER QUALIFICATIONS, 
TEACHER RECRUITMENT, TESTING, 
TESTS, 

A TEACHER TRAINING MANUAL DEVEL- 
OPED IN THREE ADULT BASIC EDUCA- 
TION WORKSHOPS SPONSORED BY THE 
NATIONAL ASSOCIATION FOR PUBLIC 
SCHOOL ADULT EDUCATION (NAPSAE) 
OUTLINES A SCHEME APPLICABLE BOTH 
TO TRAINEES AND TO THEIR DISADVAN- 
TAGED CLIENTELE. TEACHER TRAINING 
METHODS INCLUDE ROLE PLAYING, 
TALKS BY EXPERTS, DEMONSTRATIONS 
AND EXHIBITIONS, FIELD TRIPS, FILMS, 
SMALL GROUP DISCUSSION, WORK 
GROUPS, AND INDIVIDUAL STUDY. THE 
ADULT BASIC CURRICULUM INCLUDES 
READING SKILLS, LANGUAGE ARTS, AND 
CONCEPTS IN MATHEMATICS, CITIZENS- 
HIP, FAMILY AND COMMUNITY LIFE, AND 
ADJUSTMENT TO THE WORKING WORLD. 
TO COPE WITH SUCH PROBLEMS AS LOW 
STUDENT MOTIVATION AND SELF-IMAGE, 
ECONOMIC AND CULTURAL DEPRIVAT- 
ION, FEAR AND HOSTILITY, AND VALUES 
AND BEHAVIOR AT VARIANCE WITH MID- 
DLE-CLASS AND UPPER-CLASS NORMS, 
THE TEACHER NEEDS ABOVE AVERAGE 
RESOURCEFULNESS AND HUMAN UN- 
DERSTANDING, AND MUST DEVELOP 
SKILL IN SELECTING AND USING PRINT- 
ED MATERIALS (NOTABLY THE MAJOR 
SEQUENTIAL LITERACY SYSTEMS), AU- 
DIOVISUAL AIDS, CLASSROOM TECH- 
NIQUES, COUNSELING ACTIVITIES, AND 
STANDARDIZED TESTS. IN WORKING 
WITH NON-ENGLISH-SPEAKING ADULTS, 
ORAL TEACHING SHOULD BE STRESSED. 
(THE DOCUMENT INCLUDES A SAMPLE 
ONE-WEEK TRAINING SESSION, EVALUA- 
TION SHEETS AND OTHER FORMS, SUG- 
GESTED ACTIVITIES AND RESOURCES, 
S'X APPENDIXES, AND NUMEROUS REFE- 
RENCES.) THIS PUBLICATION IS AVAILA- 
BLE FOR $5.00, FROM NAPSAE, 1201 SIX- 
TEENTH STREET, N.W., WASHINGTON, D.C. 
20036. (LY) 
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DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *JOB SKILLS, *LABOR 
FORCE, *MANPOWER DEVELOPMENT, 
*TRAINING TECHNIQUES, *VOCATIONAL 
ADJUSTMENT, ADMINISTRATIVE POLICY, 
COSTS, EDUCATIONAL NEEDS, GOVERN- 
MENT ROLE, INDUSTRY, INPLANT PRO- 
GRAMS, LABOR MARKET, MANPOWER 
UTILIZATION, ON THE JOB TRAINING, 
PERSONNEL SELECTION, STATISTICAL 
DATA, TECHNOLOGICAL ADVANCEMENT, 
DIFFERENCES BETWEEN LABOR 
FORCE SKILLS AND THE REQUIREMENTS 
OF BLUE COLLAR JOBS ARE RECONCILED 
BY MEANS OVER WHICH THE EMPLOYER, 
ALONE OR WITH A LABOR ORGANIZAT- 
ION, EXERCISES CONTROL. THE ADJUST- 
MENT MODEL PRESENTED IN THIS 
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STUDY RECOGNIZES AN INPLANT LABOR 
MARKET CONNECTED TO THE EXTERNAL 
MARKET AT A LIMITED NUMBER OF 
POINTS. CERTAIN VARIABLES--INPLANT 
JOB STRUCTURE, ADMINISTRATIVE 
RULES, EXTERNAL LABOR FORCE SIZE 
AND CHARACTER, HIRING STANDARDS, 
COMPENSATION, AND PROCEDURES FOR 
RECRUITING, SCREENING, AND TRAIN- 
ING--FORM BOTH THE MAJOR DETERMI- 
NANT OF INPLANT LABOR COSTS AND 
THE MEANS OF ADAPTING TO CHANGING 
TECHNOLOGY AND LABOR SUPPLY. PRI- 
VATE ADJUSTMENT MECHANISMS, MOST- 
LY TRAINING ON THE JOB, CORRECT IM- 
BALANCES BETWEEN NEEDED JOB 
SKILLS AND LABOR FORCE CHARACTER- 
ISTICS, BUT THEY OPERATE AT A COST. 
FEDERAL MANPOWER PROGRAMS 
SHOULD STRESS GENERAL TRAINING IN 
BASIC MATHEMATICAL AND VERBAL 
SKILLS, SUBSIDIZED INPLANT TRAINING 
AND SELECTION PROGRAMS, AND INFOR- 
MATION EXCHANGE AMONG PLANTS. 
(DOCUMENT INCLUDES 110 REFERENC- 
ES.) THIS DOCUMENT, PB-174-614, IS AVAIL- 
ABLE FROM THE CLEARINGHOUSE FOR 
FEDERAL SCIENTIFIC AND TECHNICAL 
INFORMATION, SPRINGFIELD, VA. 22151. 
MICROFICHE $0.65, HARDCOPY $8.00. (AU- 
THOR/LY) 
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MANPOWER, EMPLOYMENT, AND EDUCA- 
TION 1.N THE RURAL ECONOMY OF TANZAN- 
IA. 

UNITED NATIONS EDUCATIONAL SCIEN- 

TIFIC AND CULT.ORG 
REPORT NUMBER IIEP-AFR-RES-MO- 

NOGR-9 
PUBDATE 66 
EDRS PRICE MF-$0.25 HC-$1.80 43P. 

DESCRIPTORS *DEVELOPING NATIONS, 
*EDUCATIONAL NEEDS, *MANPOWER DE- 
VELOPMENT, *MANPOWER UTILIZATION, 
*RURAL EXTENSION, COSTS, DROPOUTS, 
EAST AFRICA, ECONOMIC RESEARCH, 
EDUCATIONAL BACKGROUND, EDUCATIO- 
NAL PLANNING, EMPLOYMENT OPPOR- 
TUNITIES, FINANCIAL SUPPORT, LABOR 
FORCE, NATIONAL PROGRAMS, PRIMARY 
EDUCATION, RURAL. AREAS, RURAL DE- 
VELOPMENT, SECONDARY EDUCATION, 
STATISTICAL DATA, TANZANIA, TRADE 
AND INDUSTRIAL EDUCATION, YOUTH 
PROBLEMS, YOUTH PROGRAMS, 

LESS THAN A TENTH OF THE TANZA- 
NIAN LABOR FORCE IS IN PAID EM- 
PLOYMENT, AND MOST ABLE-BODIED AD- 
ULTS ARE STILL ENGAGED IN LOW- 
YIELDING AGRICULTURE AND HERDING. 
MODERN PRODUCTIVE EMPLOYMENT IS 
SCARCE EVEN FOR THOSE WITH AN 
EIGHT-YEAR PRIMARY EDUCATION. THE 
INVESTMENT IN FORMAL EDUCATION 
HAS OUTRUN INVESTMENT IN EDUCA- 
TION AIMED AT INCREASING PRODUCTIV- 
ITY AND ECONOMIC OPPORTUNITY. HI- 
GHEST PRIORITY SHOULD GO TO AGRI- 
CULTURAL EXTENSION, ACCOMPANIED 
BY A TEMPORARY RESTRICTION OF THE 
EXPANSION OF FORMAL PRIMARY EDUC- 
ATION. THE VICIOUS CIRCLE OF LOW PRO- 
DUCTIVITY, INADEQUATE EXTENSION 
SEn VICES, AND SCARCITY OF REVENUES 
TO TRAIN AND PAY EXTENSION AGENTS 
CAN BE BROKEN ONLY BY INCREASING 
EXTENSION SERVICES WITH AN ABSO- 
LUTE MINIMUM OF RECURRENT EXPEN- 
DITURE BY THE GOVERNMENT. SIMPLE 
CRAFT AND COMMERCIAL TRAINING, 
COMMUNITY DEVELOPMENT AND RESET- 
TLEMENT PROJECTS, YOUTH SERVICES, 
NATIONAL SERVICE, AND COOPERATIVE 


TRAINING ARE ALSO NECESSARY. (THE 
DOCUMENT INCLUDES SIX TABLES.) THIS 
DOCUMENT IS ALSO AVAILABLE FROM 
UNESCO, PLACE DE FONTENOY, 75 PARIS. 
7E, FRANCE, FOR $1.50. (LY) 
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BROWN, ANTRONETTE 
A TEACHER'S GUIDE FOR ADULT BASIC 
EDUCATION. 
MISSOURI STATE DEPT OF EDUCATION, 
JEFFERSON CITY 
REPORTNUMBER MSBE-PUB-134-G 
PUBDATE 67 
EDRS PRICE MF-$0.75 HC-$6.04 149P. 
DESCRIPTORS *ADULT BASIC EDUCAT- 
ION, *COURSE CONTENT,* *INSTRUC- 
TIONAL MATERIALS, *TEACHING GUIDES, 
*TEACHING TECHNIQUES, ACHIEVEMENT 
TESTS, APTITUDE TESTS, CITIZENSHIP, 
CLASSROOM ENVIRONMENT, COMMUNI. 
CATION SKILLS, DIAGNOSTIC TESTS, EDU- 
CATIONAL OBJECTIVES, EDUCATION. 
ALLY DISADVANTAGED, INTEREST 
TESTS, LEARNING MOTIVATION, MATHE- 
MATICS, READING, READING READINESS 
TESTS, SCIENCE INSTRUCTION, SOCIAL 
STUDIES, TESTING, COMPILED AS AN 
IDEA AND INFORMATION GUIDE FOR 
TEACHERS OF ADULT BASIC EDUCATION, 
THIS DOCUMENT INCLUDES DETAILED 
TEACHING OBJECTIVES, METHODS, AND 
MATERIALS (FILMS, FILMSTRIPS, BOOKS, 
TRANSPARENCIES). THE COURSE _IN- 
CLUDES (1) READING AND COMMUNICA- 
TION SKILLS--PHONICS, VOCABULARY, 
REFERENCE, AND SO. ON, (2) SOCIAL 
STUDIES - GOVERNMENT, GEOGRAPHY, 
HISTORY, WORLD AFFAIRS, CITIZEN- 
SHIP, ECONOMICS, SOCIAL AND POLI- 
TICAL PROBLEMS, (3) MATHEMATICS-- 
COMPUTATION, FRACTIONS, MEASUREM- 
ENT, GEOMETRY, BASIC ALGEBRA, AND 
(4) SCIENCE--HEALTH AND SAFETY, BIOL- 
OGY, AND PHYSICAL SCIENCE. EACH 
LEARNING OBJECTIVE IS REINFORCED 
WITH SUGGESTED PRACTICAL AND COM- 
MON EXPERIENCE APPLICATIONS. 
AMONG THE SUGGESTIONS FOR SUCCESS- 
FUL CLASSROOM LEARNING EXPERIENC- 
ES ARE--INDIVIDUALIZED STUDY, CREA- 
TION OF INFORMAL AND FRIENDLY 
CLASSROOM CLIMATE, DRAMATIC PRE- 
SENTATION OF MATERIAL, UTILIZATION 
OF PROGRAMED MATERIAL AND TECH- 
NOLOGICAL DEVICES, AND INCLUSION OF 
SOCIALIZATION OPPORTUNITIES IN INS- 
TRUCTIONAL PROCEDURES. LISTS OF 
ACHIEVEMENT, DIAGNOSTIC, READING 
READINESS, AND APTITUDE AND INTER- 
EST TESTS ARE INCLUDED. (THE DOCU- 
MENT INCLUDES A BIBLIOGRAPHY.) (PT) 


ED 013 404 AC 001 438 
THE CANADA NEWSTART PROGRAM. 
CANADIAN DEPT. OF CITIZENSHIP AND 
IMMIGRATION 
PUBDATE SEP67 
EDRS PRICE MF-$0.25 HC-$0.92 21P. 
DESCRIPTORS *DISADVANTAGED 
GROUPS, *EMPLOYMENT PROGRAMS, *NA- 
TIONAL PROGRAMS, *PILOT PROJECTS, 
*PROGRAM DEVELOPMENT, ACTION RE- 
SEARCH, ADMINISTRATIVE ORGANIZAT- 
ION, ADULT BASIC EDUCATION, ADULT 
FARMER EDUCATION, ADULT VOCATION- 
AL EDUCATION, AREA STUDIES, BUSI- 
NESS EDUCATION, CANADA, CANADA 
NEWSTART PROGRAM, ECONOMIC RE- 
SEARCH, EDUCATIONAL RESEARCH, EM- 
PLOYMENT OPPORTUNITIES, MANPOWER 





DEVELOPMENT, MOTIVATION, ON THE 
JOB TRAINING, PROGRAM COSTS, RE- 
SEARCH METHODOLOGY, TRAINING AL- 
LOWANCES, WORK ATTITUDES, 

THE CANADA NEWSTART PROGRAM 
AIMS TO DEVELOP, THROUGH ACTION RE- 
SEARCH, PROGRAMS APPLICABLE 
THROUGHOUT THE NATION, FOR MOTI- 
VATING AND TRAINING UNEMPLOYED 
AND UNDEREMPLOYED ADULTS. PILOT 
PROJECTS WILL BE CONDUCTED BY COR- 
PORATIONS WHICH ARE TO BE CHAR- 
TERED BY THE PROVINCES AND FUNDED 
BY THE FEDERAL GOVERNMENT. THE 
AREAS SELECTED FOR STUDY WILL BE 
AMONG THOSE DESIGNATED BY THE 
AREA DEVELOPMENT ACT AS PROVIDING 
A POTENTIAL FOR INTENSIVE STUDY OF 
PROBLEMS OF INDUSTRIAL GROWTH OR 
DECLINE OR MIXES OF FARM AND NON- 
FARM POPULATIONS. THE STUDY WILL 
INCLUDE-JOB OPPORTUNITIES, METH- 
ODS OF RECRUITMENT AND COUNSELI- 
NG, NEW CURRICULUMS, METHODS, AND 
MATERIALS, AND WAYS OF DEVELOPING 
BEHAVIOR PATTERNS FOR EMPLOYM- 
ENT. PROGRAMS WILL INCLUDE PREVO- 
CATIONAL, VOCATIONAL, AND BUSINESS 
EDUCATION, AND ON THE JOB TRAINING. 
SOME EXPERIMENTATION WITH TRAIN- 
ING ALLOWANCES WILL BE MADE. ADMI- 
NISTRATIVE PLANNING AND SUPPORT 
WILL BE PROVIDED BY THE TECHNICAL 
SUPPORT CENTRE. REPORTS AT THE CON- 
CLUSION OF THE PROJECT SHOULD IN- 
CLUDE THE HISTORY OF THE PROJECT, 
MODELS FOR DEALING WITH IDENTIFIED 
PROBLEMS, EXPERIMENTAL ANALYSIS, 
A DATA RANK, AND COST/BENEFIT 
ANALYSES. (PT) 
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SURVEY OF UNIVERSITY ADULT EDUCA- 
TION IN THE METROPOLITAN AREA OF NEW 
YORK. 

NEW YORK UNIV., N.Y., SCH. OF CONTINU- 

ING EDUCATION 
PUB DATE 31 JUL 67 
EDRS PRICE MF-$0.75 HC-$6.64 164P. 

DESCRIPTORS *ADULT EDUCATION 
PROGRAMS, *ADULT EDUCATORS, *HI- 
GHER EDUCATION, *UNIVERSITY EX- 
TENSION, *URBAN AREAS, COMMUNITY 
COLLEGES, COMMUNITY SERVICE PRO- 
GRAMS, DEGREES (TITLES), EDUCATION- 
AL BACKGROUND, EDUCATIONAL NEEDS, 
EVENING COLLEGES, NEW YORK CITY, 
NONCREDIT COURSES, PROGRAM DES- 
CRIPTIONS, SURVEYS, TEACHER ADMIN- 
ISTRATOR RELATIONSHIP, TEACHER EX- 
PERIENCE, URBAN EDUCATION, WOMENS 
EDUCATION, . 

THIS SURVEY OF UNIVERSITY-LEVEL 
ADULT CREDIT AND NON CREDIT COURS- 
ES COVERS OVER 30 COLLEGES AND UNIV- 
ERSITIES IN GREATER NEW YORK-~ 
LARGELY EVENING COLLEGES, COMMUN- 
ITY COLLEGES, AND COMMUNITY SERV- 
ICE PROGRAMS. AN HISTORICAL REVIEW 
PORTRAYS THE GROWTH OF LIBERAL 
ADULT EDUCATION SINCE THE FOUND- 
ING OF COOPER UNION IN 1859. A SURVEY 
OF ADULT EDUCATORS SHOWED LARGE- 
LY NONPROFESSIONAL, PART-TIME IN- 
STRUCTORS OF DIVERSE BACKGROUNDS 
AND A NEED FOR MORE INSERVICE 
TRAINING AND CLOSER COMMUNICATION 
WITH ADMINISTRATORS AND OTHER FAC- 
ULTY. RECOMMENDATIONS INCLUDE--A 
CENTER FOR CONTINUING EDUCATION 
IN NEW YORK, COORDINATED SELF- 
STUDY BY ALL UNIVERSITY ADULT EDU- 
CATION DIVISIONS, JOINT PLANNING TO 
DETERMINE FUTURE AREAS OF CON- 
CERN, SEMINARS FOR COMMUNITY LEAD- 


ERS, CONTINUING EDUCATION ON URBAN 
PROBLEMS, AND SPECIAL PROGRAMS TO 
UPGRADE THE EDUCATION AND SOCIAL 
AWARENESS OF DISADVANTAGED ADU- 
LTS. ALSO NOTED ARE 15 PROGRAMS PRI- 
MARILY FOR WOMEN, 20 PROJECTS IN 
NEW YORK STATE UNDERTITLE 1 OF THE 
HIGHER EDUCATION ACT OF 1965, AND SIX 
SPECIAL DEGREE PROGRAMS. (THE DOCU- 
MENT INCLUDES NUMEROUS CHARTS 
AND TABLES AND 33 INSTITUTIONAL 
PROFILES.) (LY) 
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A PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS OF 
FLORIDA DIVISION OF CORRECTIONS, IN 
COOPERATION WITH FLORIDA STATE UNIV- 
ERSITY ADULT EDUCATION DEPARTMENT. 
FLORIDA ST. DIVISION OF CORRECTIONS, 

TALLAHESSEE 
PUB DATE 06 JUN 67 
EDRS PRICE MF-$0.25 HC-$1.80 43P. 

DESCRIPTORS *ADULT EDUCATION 
PROGRAMS, *CORRECTIVE INSTITUTIONS, 
*EDUCATIONAL PLANNING, *PROGRAM 
DEVELOPMENT, ACCREDITATION (INSTI- 
TUTIONS), ADULT BASIC EDUCATION, 
ADULT VOCATIONAL EDUCATION, CIT- 
IZENSHIP, CONTINUING EDUCATION CEN- 
TERS, EDUCATIONAL FINANCE, FLORIDA 
STATE PRISON, GLADES CORRECTIONAL 
INSTITUTION, INDIVIDUAL INSTRUCT- 
ION, NONGRADED SYSTEM, PROGRAM 
DESCRIPTIONS, PROGRAM IMPROVEM- 
ENT, REHABILITATION PROGRAMS, RE- 
SEARCH, SANTA FE CORRECTIONAL 
FARM, 

THE PLAN FOR EXPANSION AND DE- 
VELOPMENT OF EDUCATION PROGRAMS 
IN CORRECTIVE INSTITUTIONS IS ORGAN- 
IZED INTO FIVE TIMED PHASES TO BE 
COMPLETED IN THREE YEARS. A CHART 
REPRESENTING THE PROGRAM, AFFILI- 
ATED RESEARCH AND AGENCIES DEL- 
INEATES PLANNED ACTIVITIES.. PHASE 
ONE (15 WEEKS) WILL SURVEY EXISTING 
PROGRAMS (VOCATIONAL AND ACADEMIC 
FACILITIES, STUDENT-TEACHER RATIO, 
CURRICULUM, AND SO ON), AND VARIOUS 
AGENCIES WILL HELP DETERMINE PRE- 
SENT AND FUTURE NEEDS. PHASE TWO 
(36.5 WEEKS), CONSIDERED THE MOST IM- 
PORTANT ELEMENT OF THE PROGRAM, 
WILL DEVELOP A RECOMMENDED 
SCHOOL PROGRAM BASED UPON STAN- 
DARDS FOR ACCREDITATION AS AN 
ADULT EDUCATION CENTER. MANY AS- 
PECTS DETERMINED IN THIS PHASE 
WILL BE ASSIGNED TO INSTITUTIONS IN 
PHASE THREE (SIX-NINE MONTHS) AS 
PILOT PROJECTS TO EVALUATE THE 
FEASIBILITY FOR INCORPORATION INTO 
PROGRAMS. THE FINAL PHASE (ONE 
YEAR) WILL PUT ALL PROVEN AND AC- 
CEPTABLE PILOT PROJECTS, RECOMMEN- 
DATIONS, AND SUGGESTIONS INTO OPE- 
RATION. EDUCATION PROGRAMS OF 
SEVEN FLORIDA INSTITUTIONS ARE 
CITED AND INCLUDE SUCH PROJECTS AS- 
-FREE COLLEGE CORRESPONDENCE 
COURSES, VOCATIONAL AND ACADEMIC 
PROVISIONS, STATE-FUNDED LIBRARY 
SUPPORT, AND CIVIL DEFENSE COURSES. 
INMATE CAPACITY, STAFF POSITIONS 
AND INMATE PUBLICATIONS ARE ALSO 
INCLUDED, (PT) 
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AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 

MIDDLE TENNESSEE STATE UNIV., MUR- 

FREESBORO 
REPORTNUMBER FAA-ADS-64-TR 
REPORTNUMBER AD-653-733 
PUB DATE FEB 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *ELECTROMECHANICAL 
AIDS, *FLIGHT TRAINING, *INSTRUMEN- 
TATION, *TIME FACTORS (LEARNING), 
*TRAINING TECHNIQUES, CRITERIA, EF- 
FECTIVE TEACHING, EVALUATION, EX- 
PERIMENTAL GROUPS, PERFORMANCE 
FACTORS, STATISTICAL DATA, STUDENT 
EXPERIENCE, TASK PERFORMANCE, 

AN EXPERIMENT WAS CONDUCTED BY 
MIDDLE TENNESSEE STATE UNIVERSITY 
TO ASSESS THE EFFECTIVENESS OF A 
GROUND PILOT TRAINER USED TO DE- 
VELOP PRIMARY AND INSTRUMENT 
FLIGHT PROFICIENCIES. THE STUDY RE- 
QUIRED DIFFERENTIAL USE OF THE 
DEVICE WITH THREE GROUPS OF CANDI- 
DATES, AND COMPARISON OF TRAINING 
PROGRESS AND ATTAINED PROFICIENCY 
VERSUS THAT OF GROUP OF PILOT CANDI- 
DATES TAUGHT BY THE USUAL METH- 
ODS--WITHOUT A GROUND TRAINER. IN 
THE INSTRUMENT RATING EXPERIMENT, 
TEN PILOTS, ALL WITH MINIMUM IFR EX- 
PERIENCE, WERE TRAINED IN FLIGHT 
PERFORMANCE REQUIRED FOR INSTRU- 
MENT RATING BY MEANS OF THE FLIGHT 
TRAINER COMBINED WITH FLIGHT INS- 
TRUCTION. THE GROUND AND AIRCRAFT 
TRAINING HOURS REQUIRED TO DEVEL- 
OP PRIMARY AND INSTRUMENT PROFI- 
CIENCIES WERE REPORTED. FINDINGS 
INDICATED THAT THE GROUND TRAINER 
DOES NOT REDUCE THE, TOTAL NUMBER 
OF HOURS OF INSTRUCTION NEEDED TO 
ACHIEVE FLIGHT PROFICIENCIES BUT 
DOES REDUCE THE AIRCRAFT INSTRUC- 
TIONAL TIME NORMALLY REQUIRED. 
THE GROUND TRAINER PROVED OF MOST 
VALUE IN DEVELOPING NAVIGATIONAL 
COMPETENCE AND COMMAND ABILITY. 
THIS DOCUMENT, AD-653-733, IS AVAILA- 
BLE FROM THE CLEARINGHOUSE FOR 
FEDERAL SCIENTIFIC AND TECHNICAL 
INFORMATION, SPRINGFIELD, VA. 22151. 
MICROFICHE $0.65, HARDCOPY $3.00. (AU- 
THOR/LY) 
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MCCLELLAND, WILLIAM A. 
PSYCHOLOGICAL RESEARCH IN ELECTRO- 
NICS MAINTENANCE TRAINING. 

GEORGE WASHINGTON UNIV., ALEXAN- 

DRIA, VA. - 
REPORTNUMBER HUMRRO-PP-22-67 
REPORTNUMBER AD-653-620 
PUB DATE MAY 67 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *ELECTRONIC EQUIPM- 
ENT, *MAINTENANCE, *PROGRAM DE- 
SIGN, *PSYCHOLOGICAL STUDIES, 
*TRAINING TECHNIQUES, CURRICULUM 
DEVELOPMENT, ELECTRONICS, EVALUA- 
TION, HUMAN RESOURCES RESEARCH OF- 
FICE (HUMRRO), MILITARY TRAINING, 
MODELS, RESEARCH, RESEARCH AND DE- 
VELOPMENT CENTERS, STATISTICAL 
DATA, TEACHER ATTITUDES, TRAINING 
OBJECTIVES, UNITED STATES ARMY, 

TO ESTABLISH A FRAME OF REF- 
ERENCE FOR THE BRITISH AUDIENCE, 
THE AUTHOR BRIEFLY DESCRIBES THE 
DIRECTOR OF ELECTRICAL AND ME- 
CHANICAL ENGINEER’S STUDY PERIOD 
(1965) AT ARBORFIELD, ENGLAND, THE 
MISSION OF THE HUMAN RESOURCES RE- 
SEARCH OFFICE (HUMRRO) IN ARMY RE- 
SEARCH AND DEVELOPMENT, THE U.S. 
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ARMY PERSONNEL AND MAINTENANCE 
SYSTEMS, AND A PROCEDURE FOR CURRI- 
CULAR CONTROL. THIS PAPER IS LARGE- 
LY DEVOTED TO SELECTED EXAMPLES-- 
FORECAST, JOBTRAIN, LIMIT, REPAIR, 
MOSAIC, AND MAINTRAIN--OF HUMRRO 
RESEARCH TASKS IN ELECTRONICS 
MAINTENANCE TRAINING. FINDINGS IN- 
DICATE THAT THE JOB IN THE FIELD 
MUST BECOME PARAMOUNT IN DETER- 
MINING THE TRAINER’S PERSPECTIVE 
TOWARD TRAINING AND THE USE OF 
TRAINING MANUALS, AND THAT THE RE- 
SEARCH-DERIVED SYSTEMATIC MODEL 
FOR DEVELOPING TRAINING COURSES 
CAN BE USED WITH MARKED PROFIT. 
(THE DOCUMENT INCLUDES 13 FIGURES.) 
THIS DOCUMENT, AD-653-620, IS AVAILA- 
BLE FROM THE CLEARINGHOUSE FOR 
FEDERAL SCIENTIFIC AND TECHNICAL 
INFORMATION, SPRINGFIELD, VA. 22151. 
MICROFICHE $0.65, HARDCOPY $3.00. (AU- 
THOR/LY) 
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CHAPMAN, G. COURTNEY 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
OHIO STATE UNIV., COLUMBUS 
REPORT NUMBER, FAA-ADS-63-TR 
REPORTNUMBER AD-653-736 
PUB DATE FEB 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *ELECTROMECHANICAL 
AIDS, *FLIGHT TRAINING, *INSTRUMEN- 
TATION, *TIME FACTORS (LEARNING), 
*TRAINING TECHNIQUES, CERTIFICAT- 
ION, CRITERIA, EFFECTIVE TEACHING, 
EVALUATION, EXPERIMENTAL GROUPS, 
RESEARCH, SIMULATION, STATISTICAL 
DATA, STUDENT EXPERIENCE, TASK PER- 
FORMANCE, TEACHER INFLUENCE, 
THREE GROUPS OF SUBJECTS WERE 
TRAINED TO PRIVATE PILOT PROFICIEN- 
CY, USING A GROUND PILOT TRAINER, TO 
FIND HOW MANY HOURS OF GROUND 
TRAINING CAN BE SUBSTITUTED FOR 
AIRCRAFT DUAL INSTRUCTION. TRAIN- 
ING TIME REQUIRED WAS COMPARED BE- 
TWEEN GROUPS AND WITH THAT OF A 
CONTROL GROUP NOT USING A TRAINER. 
THE GROUP THAT USED THE TRAINER 
MOST NEEDED SIGNIFICANTLY LESS 
TIME FOR PRIVATE PILOT CERTIFICA- 
TION AND SOLO. HOWEVER, SUCCESS WAS 
ATTRIBUTED PRIMARILY TO THE 
INSTRUCTOR’S INFLUENCE. WHEN 
GROUPS WERE COMPARED BY TOTAL 
FLIGHT TIME PLUS GROUND PILOT 
TRAINER TIME (OR OBSERVER), THE CON- 
TROL GROUP HAD THE LEAST TOTAL 
TIME IN TRAINING. RESULTS WERE CON- 
SIDERED INCONCLUSIVE. TEN PILOTS 
WERE ALSO TRAINED IN INSTRUMENT 
PILOT PROFICIENCY USING A GROUND 
TRAINER TO FIND THE SHORTEST TIME 
REQUIRED TO MEET CERTIFICATION 
STANDARDS. AVERAGE TIMES WERE 
NEAR THE MINIMUMS CURRENTLY REQ- 
UIRED. PILOTS WITH LESS THAN TOTAL 
FLYING EXPERIENCE REQUIREMENTS 
WERE AS SUCCESSFUL AS THOSE WITH 
HIGH EXPERIENCE LEVELS. FURTHER 
STUDY IS NECESSARY TO DETERMINE IF 
TOTAL EXPERIENCE REQUIREMENTS 
CAN BE LOWERED. (THE DOCUMENT IN- 
CLUDES TABLES, CHARTS, FIVE PHOTOS, 
AND APPENDIXES.) THIS DOCUMENT, AD- 
653-736, IS AVAILABLE FROM THE CLEAR- 
INGHOUSE FOR FEDERAL SCIENTIFIC 
AND TECHNICAL INFORMATION, SPRING- 
FIELD, VA. 22151. MICROFICHE $0.65, 
HARDCOPY $3.00. (AUTHOR/LY) 
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PHILLIPS, C.R.,JR. 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
MIAMI-DADE JUNIOR COLL., FLA. 
REPORTNUMBER FAA-ADS-61-TR 
REPORTNUMBER AD-653-729 
PUBDATE JAN 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *ELECTROMECHANICAL 
AIDS, *FLIGHT TRAINING, *INSTRUMEN- 
TATION, *MILITARY TRAINING, *SIMULA- 
TION, ACCELERATION, COURSE CONTENT, 
CURRICULUM, EFFECTIVE TEACHING, 
EVALUATION, EXPERIMENTAL GROUPS, 
INDIVIDUAL DIFFERENCES, INDIVIDUAL 
INSTRUCTION, RESEARCH, STATISTICAL 
DATA, TASK PERFORMANCE, TIME FAC- 
TORS (LEARNING), ; 
EXPERIMENTAL FLIGHT TRAINING 
WAS CONDUCTED IN CONJUNCTION WITH 
A COMMERCIAL MODEL GROUND TRAIN- 
ER TO DETERMINE ITS EFFECTIVENESS 
IN CONTRIBUTING TO THE PROFICIENCY 
LEVEL USUALLY OBTAINED BY STU- 
DENTS UNDERGOING A RIGIDLY CON- 
TROLLED FLIGHT SYLLABUS WITHOUT 
USE OF SYNTHETIC TRAINING DEVICES. 
DIFFERENTIAL LEVELS OF TRAINING 
WITH THE GROUND TRAINERS WERE 
PRESCRIBED FOR THREE EXPERIMEN- 
TAL GROUPS OF STUDENTS. ALL STU- 
DENTS IN THE EXPERIMENTAL GROUPS 
WERE PERMITTED TO ACCELERATE 
THEIR INDIVIDUAL TRAINING WITH RES- 
PECT TO THEIR DEMONSTRATED PROFIC- 
IENCY. RESULTS INDICATE THAT NO AP- 
PRECIABLE REDUCTION IN TOTAL AIR- 
CRAFT TRAINING TIME WAS EVIDENT, 
PARTICULARLY IN VIEW OF THE ADDI- 
TIONAL HOURS OF TRAINING IN THE 
GROUND TRAINER. HOWEVER, AIRCRAFT 
TIME WAS REDUCED FROM 50 HOURS TO 
43 HOURS BUT AT THE COST OF GROUND 
TRAINER TIME. A SECOND PHASE OF THE 
EXPERIMENTAL PROGRAM INVOLVING 
USE OF THE TRAINER WAS THE INSTRU- 
MENT TRAINING FOR A CONTROL GROUP 
HAVING PRIVATE PILOT QUALIFICAT- 
IONS. PHYSICAL FEATURES AND EQUIP- 
MENT OF THE TRAINER WERE ALSO 
EVALUATED, AND COMMENTS ARE IN- 
CLUDED IN THE DISCUSSION. THIS DO- 
CUMENT, AD-653-729, IS AVAILABLE FROM 
THE CLEARINGHOUSE FOR FEDERAL 
SCIENTIFIC AND TECHNICAL INFORMAT- 
ION, SPRINGFIELD, VA. 22151. MICRO- 
FICHE $0.65, HARDCOPY $3.00. (AUTHOR/ 
LY) 
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SIEGEL, ARTHUR 1. 

POSTTRAINING PERFORMANCE CRITERION 

DEVELOPMENT AND APPLICATION. 

APPLIED PSYCHOLOGICAL SERVICES, 
WAYNE, PA. 

REPORTNUMBER AD-653-712 

PUB DATE 14 JUN 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *EVALUATION, *INSTRU- 
MENTATION TECHNICIANS, *MEASURE- 
MENT INSTRUMENTS, *MILITARY 
TRAINING, *TASK PERFORMANCE, ABILI- 
TY IDENTIFICATION, BEHAVIOR RATING 
SCALES, CHECK LISTS, CRITERIA, EDUCA- 
TIONAL NEEDS, INDIVIDUAL DIFFER- 
ENCES, JOB ANALYSIS, RESEARCH, RE- 
SEARCH REVIEWS (PUBLICATIONS), 
TECHNICAL OCCUPATIONS, 

IN THIS SUMMARY OF 22 RESEARCH RE- 
PORTS, THE DEVELOPMENT AND APPLI- 
CATION OF CRITERION INSTRUMENTS TO 
ASSESS THE TECHNICAL PROFICIENCY 
OF U.S. NAVY AERONAUTICAL SUPPORT 


PERSONNEL ARE DISCUSSED. THE 
STUDIES, SUMMARIZED IN TERMS OF THE 
CHRONOLOGICAL AND LOGICAL INTER. 
RELATIONSHIPS INVOLVED, DEAL WITH 
PRELIMINARY AND FINAL FORMS OF 
TECHNICAL BEHAVIOR CHECKLISTS, IN- 
TERVIEWS WITH SUPERVISORS, THE 
SAILOR’S NAVAL ATTITUDE (SNA) INVEN.- 
TORY, A MATRIX METHOD FOR EVALUA. 
TION OF TRAINING, SCALED TECHNICAL 
BEHAVIOR CHECKLISTS (STBCL) AND THE 
SCALED MULTIDIMENSIONAL TECHNI.- 
CAL BEHAVIOR CHECK LISTS (SMTBCL), 
MULTIDIMENSIONAL ANALYSIS OF JOB 
PERFORMANCE, AND EVALUATION OF 
PERSONNEL PSYCHOPHYSICS (JOB COM- 
PLEXITY) AND OF THE PROFICIENCY OF 
PERSONNEL SUBSYSTEMS. OVERALL 
PROGRAM OBJECTIVES--ADVANCING THE 
STATE OF THE ART OF PERFORMANCE 
EVALUATION AND PROVIDING PRACTI- 
CAL INFORMATION ON AREAS OF RE- 
QUIRED TRAINING--WERE AT LEAST 
PARTLY REALIZED. THIS DOCUMENT, AD- 
653-712, IS AVAILABLE FROM THE CLEAR. 
INGHOUSE FOR FEDERAL SCIENTIFIC 
AND TECHNICAL INFORMATION, SPRING- 
FIELD, VA. 22151. MICROFICHE $0.65, 
HARDCOPY $3.00. (AUTHOR/LY) 
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ENT, *EVALUATION, *PROGRAMED IN- 
STRUCTION, *TASK PERFORMANCE, 
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QUALIFYING EXAMINATION (AQE), APTI- 
TUDE, APTITUDE TESTS, AUDIOVISUAL 
AIDS, EFFECTIVE TEACHING, ELECTRON- 
ICS, EXPERIMENTAL GROUPS, INSTRU- 
MENTATION TECHNICIANS, LABORATO- 
RY TECHNIQUES, MILITARY TRAINING, 
PROGRAMED TEXTS, SKILLED OCCUPAT- 
IONS, STATISTICAL DATA, 

A FIELD EXPERIMENT WAS CONDUCT- 
ED TO COMPARE THE EFFECTIVENESS OF 
THREE MODES OF INSTRUCTION IN THE 
USE OF THE AF 1807 OSCILLOSCOPE (TEK- 
TRONIX 545A). SKILLED ELECTRONIC 
TECHNICIANS OF THE U.S. AIR FORCE 
SECURITY SERVICE SERVED AS 
SUBJECTS. ONE GROUP WAS TRAINED 
WITH AN AUDIOVISUAL INSTRUCTIONAL 
PROGRAM, AND A SECOND GROUP WITH A 
BOOK FORM OF THE SAME PROGRAM. THE 
PROGRAM COMBINED VERBAL INSTRUC- 
TION AND RESPONSES WITH PRACTICE 
ON AN OSCILLOSCOPE. A THIRD GROUP 
WAS TRAINED IN THE TRADITIONAL 
MANNER IN A LABORATORY. ANALYSIS 
OF VARIANCE ON TEST SCORES INDICAT- 
ED SUPERIORITY OF BOTH FORMS OF THE 
PROGRAM OVER THE CONVENTIONAL IN- 
STRUCTIONS WITH NO DIFFERENCE IN 
EFFECTIVENESS BETWEEN PROGRAMS. 
ELECTRONIC APTITUDE, AS MEASURED 
BY THE AIRMAN QUALIFYING EXAMINA- 
TION (AQE), CORRELATED SIGNIFICANT- 
LY WITH TEST SCORES FOR THE CONVEN- 
TIONALLY TRAINED GROUP AND FOR ALL 
SUBJECTS TOGETHER. (THE DOCUMENT 
INCLUDES FIVE TABLES AND FOUR FIGU- 
RES.) THIS DOCUMENT, AD-654-004, IS 
AVAILABLE FROM THE CLEARINGHOUSE 
FOR FEDERAL SCIENTIFIC AND TECHNI- 
CAL INFORMATION, SPRINGFIELD, VA. 
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DESCRIPTORS *INSTRUCTIONAL TECH- 
NOLOGY, *MILITARY TRAINING, *PRO- 
GRAM IMPROVEMENT, *RESEARCH RE- 
VIEWS (PUBLICATIONS), *TRAINING 
OBJECTIVES, COMPUTER ASSISTED IN- 
STRUCTION, EDUCATIONAL TELEVISION, 
ENLISTED MEN, EVALUATION, GROUP IN- 
STRUCTION, GROUP MEMBERSHIP, INDI- 
VIDUAL INSTRUCTION, JOB ANALYSIS, 
JOB SKILLS, LEADERSHIP TRAINING, 
MAP SKILLS, MARKSMANSHIP, PROGRAM 
COSTS, PROGRAM EVALUATION, PRO- 
GRAMED INSTRUCTION, PSYCHOEDUCA- 
TIONAL PROCESSES, TRAINING TECH- 
NIQUES, 

RESEARCH IN THE AREA OF MILITARY 
TRAINING AND TRAINING METHODS WAS 
REVIEWED AND ASSESSED FOR (1) ITS 
RELEVANCE TO MODERN COMBAT OPER- 
ATIONS (IDENTIFICATION OF COMBAT 
TASKS, DEVELOPMENT OF SKILL TRAINI- 
NG, AND EVALUATION) AND (2) ITS EFFI- 
CIENCY (REDUCED COST AND TIME AND 
INCREASED TRAINEE PROFICIENCY, OR 
BOTH). CASES OF EFFECTIVE RESEARCH 
IN USE OF WEAPONS (TRAINFIRE AND RI- 
FLEMAN SERIES), LAND NAVIGATION, 
AND OPERATION AS SQUAD MEMBER AND 
LEADER WERE CITED. PROGRESSIVE 
STEPS WERE ESTABLISHED FOR TRAIN- 
ING IMPROVEMENT AND INCLUDED SUCH 
ACTIVITIES AS--ANALYSIS OF TRAINING 
OBJECTIVES, LITERATURE AND PSY- 
CHOLOGICAL LEARNING FACTORS, AND 
DETERMINATION OF ESSENTIAL 
SUBJECTS, SKILLS, AND PERFORMANCES. 
IMPROVED PROGRAMS RESULTED IN ELI- 
MINATION OF LECTURES, MORE INDIVI- 
DUALIZED INSTRUCTION APPROPRIATE 
PLACEMENT OF INSTRUCTION, AND 
REALIZATION OF THE IMPORTANCE OF 
GROUP PRACTICE AND FEEDBACK. 
AFTER DETAILED REPORTS OF PRO- 
GRAMED INSTRUCTION, EDUCATIONAL 
TELEVISION, AND COMPUTER ASSISTED 
INSTRUCTION, THE CONCLUSION WAS 
REACHED THAT LEARNING EFFECTIVE- 
NESS DEPENDED UPON ATTAINMENT OF 
REALISTIC TRAINING OBJECTIVES AND 
TYPE OF MEDIA WAS DETERMINED BY 
ECONOMIC FEASIBILITY. A FINAL PAPER 
DEALT WITH INDIVIDUALIZED _INS- 
TRUCTION. (THIS DOCUMENT, AD-653-845, 
IS AVAILABLE FROM THE CLEARING- 
HOUSE FOR FEDERAL SCIENTIFIC AND 
TECHNICAL INFORMATION, SPRING- 
FIELD, VA. 22151. MICROFICHE $0.65, 
HARDCOPY $3.00) (AUTHOR/LY) 
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BUSINESS HAS A MORAL RESPONSIBIL- 
ITY TO PROVIDE EDUCATION FOR ITS 
EMPLOYEES SINCE IT PROFITS FROM 
THE FACT THAT AMERICA HAS BECOME 
AN EDUCATION STATE, WITH THE IN- 
CREASED EDUCATION OF THE LABOR 
FORCE ACCOUNTING FOR 23 PERCENT OF 
ECONOMIC GROWTH BETWEEN 1929 AND 
1957, AND SINCE BUSINESS ITSELF HAS 
CONTRIBUTED TO THE CRISIS IN EDUCA- 
TION BY INSISTING ON A COLLEGE 
DEGREE. IN ADDITION TO FORMAL 
TRAINING PROGRAMS, COMPANIES 
SHOULD PROVIDE GENERAL EDUCATION 
TO SATISFY THE EMPLOYEES’ NEED FOR 
SELF-ACTUALIZATION. THE PROGRAMS 
MAY BE CONDUCTED IN THE PLANT OR 
PROVIDED BY A COMMUNITY EDUCATIO- 
NAL INSTITUTION, BUT THEY SHOULD BE 
AT LEAST PARTLY ON EMPLOYER TIME 
AND AT LEAST PARTLY FINANCED BY 
THE COMPANY. THE COST TO BUSINESS 
OF LABOR TURNOVER IS NOT PRECISELY 
EVALUATED BUT IT IS A SOURCE OF 
ANXIETY. THERE IS EVIDENCE THAT THE 
NEED FOR SELF-ACTUALIZATION, RATH- 
ER THAN ANY LOWER-LEVEL NEED SUCH 
AS HIGHER PAY, IS A CONTROLLING REA- 
SON FOR TURNOVER. IT MAY BE THAT A 
COMPANY MAY SPEND AT LEAST AS 
MUCH ON UNNECESSARY TURNOVER AS 
IT MIGHT SPEND ON A PROGRAM OF 
EMPLOYEE EDUCATION TENDING TO 
PREVENT TURNOVER, WITH ITS ATTEN- 
DANT RECRUITMENT COSTS. THIS DOCU- 
MENT IS ALSO AVAILABLE, FOR $3.00, 
FROM THE AMERICAN MANAGEMENT AS- 
SOCIATION, 135 WEST 50TH STREET, NEW 
YORK CITY 10020. (LY) 
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TERISTICS, AUTOMATION, BUSINESS, CO- 
CURRICULAR ACTIVITIES, FINANCIAL 
SUPPORT, FOREIGN STUDENTS, GUI- 
DANCE CENTERS, HISTORICAL REVIEWS, 
PERSONNEL SELECTION, PROGRAM AD- 
MINISTRATION, SURVEYS, TESTING, 

THIS REFERENCE WORK ON PERSON- 
NEL SERVICES IN EVENING COLLEGES 
INCLUDES PAPERS ON THE HISTORICAL 
BACKGROUND OF EVENING COLLEGES, 
AND ON STUDENT PERSONNEL SERVICES, 
ADMINISTRATIVE ORGANIZATION, AD- 
MISSIONS, STUDENT ACTIVITIES, COUN- 
SELING, PLACEMENT, TRAINING OF PER- 
SONNEL WORKERS, SERVICE TO BUSIN- 
ESS, INDUSTRY, AND LABOR, FINANCIAL 
AID, AND THE IMPLICATIONS OF AUTO- 
MATION AND CYBERNATION FOR EVEN- 
ING EDUCATION AND FOR THE PERSON- 
NEL AND GUIDANCE PROFESSION. THE 
IMPACT OF ADULT MOTIVATION AND CIR- 
CUMSTANCES, DISTINCTIONS BETWEEN 
PERSONAL OR PSYCHOLOGICAL COUN- 








SELING AND OTHER FORMS OF COUNSEL- 
ING AND GUIDANCE, PROFESSIONAL AND 
PERSONAL REQUISITES FOR STUDENT 
PERSONNEL WORKERS, THE PLANNING 
OF ADULT-CENTERED EXTRACURRICU- 
LAR ACTIVITIES, AND THE PROBLEM OF 
ACCESS BY PART TIME STUDENTS TO PRI- 
VATE LOANS, VETERANS’ BENEFITS, AND 
FEDERAL LOANS AND GRANTS UNDER 
THE REVISED NATIONAL DEFENSE EDU- 
CATION ACT AND THE HIGHER EDUCA- 
TION ACT OF 1965, ARE STRESSED. (THE 
DOCUMENT INCLUDES A SUBJECT IND- 
EX.) THIS DOCUMENT IS AVAILABLE 
FROM THE SCARECROW PRESS, INC., ME- 
TUCHEN, NEW JERSEY.) (LY) 
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DESCRIPTORS *ECONOMIC RESEARCH, 
*EDUCATIONAL BACKGROUND, *EMPLOY- 
MENT QUALIFICATIONS, *INDUSTRY, 
*PERFORMANCE, AGE, COSTS, EDUCATIO- 
NAL BENEFITS, EMPLOYMENT LEVEL, 
EVALUATION, GREAT BRITAIN, JOB 
ANALYSIS, MANPOWER UTILIZATION, 
PILOT PROJECTS, RESEARCH METHODOL- 
OGY, RESEARCH PROBLEMS, SKILLED OC- 
CUPATIONS, STATISTICAL DATA, WAGES, 
IN 1964-65, THE INDUSTRIAL MANPOWER 
PROJECT MADE A PILOT STUDY OF THE 
RELATIONSHIP BETWEEN THE ECONOM- 
IC PERFORMANCE OF BRITISH INDUSTRI. 
AL FIRMS AND THE EDUCATION OF 
THEIR WORKERS. THROUGH INTENSIVE 
STUDY OF FIVE FIRMS, AGE-EARNINGS 
PROFILES FOR VARIOUS EDUCATIONAL 
LEVELS WERE DRAWN UP, WITH SUFFI- 
CIENT INFORMATION TO DRAW UP TEN- 
TATIVE PROFILES FOR THE UNITED 
KINGDOM. THE PILOT PROJECT WAS CON- 
SIDERED TO BE OF VALUE SINCE IT 
SHOWED UP LIMITED ECONOMIC THEO- 
RY, SCARCE AND INCOMPLETE DATA, 
AND THE NEED FOR DIRECT CONTACT 
WITH FIRMS. IT WAS CONCLUDED THAT 
EDUCATION IN BRITAIN HAS A POSITIVE 
RATE OF RETURN, ESPECIALLY AT THE 
MIDDLE PRE-DEGREE LEVEL, FIRMS 
SHOULD STRESS CAREER PLANNING FOR 
THEIR EMPLOYEES, LABOR COSTS 
SHOULD INCREASINGLY BE CONVERTED 
TO FIXED COSTS, AND FLEXIBILITY OF 
EDUCATIONAL REQUIREMENTS FOR 
EACH OCCUPATION SHOULD BE STUDIED. 
THE GOVERNMENT COULD REMEDY THE 
LACK OF PERSONNEL DATA BY FURNISH- 
ING FIRMS WITH STANDARDIZED RE- 
CORD-KEEPING PROCEDURES AND OCCU- 
PATIONAL AND EDUCATIONAL CLASSIF- 
ICATIONS. (THE DOCUMENT INCLUDES 
TABLES, CHARTS, AND FIGURES, APPEN- 
DIXES ON CLASSIFYING EDUCATIONAL 
STANDARDS, EDUCATIONAL COSTS, AND 
EDUCATIONAL INPUTS.) THE DOCUMENT 
IS AVAILABLE FROM OLIVER AND BOYD, 
LTD, 39A WELBECK STREET, LONDON W.1, 
ENGLAND. (LY) 
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DESCRIPTORS *ADULT EDUCATION 
PROGRAMS, *CONTINUING EDUCATION 
CENTERS, *DEVELOPING NATIONS, *LIT- 
ERACY EDUCATION, *TEACHING TECH- 
NIQUES, ADULT FARMER EDUCATION, 
AUDIOVISUAL AIDS, COMMUNITY DEVEL- 
OPMENT, COMMUNITY RECREATION PRO- 
GRAMS, GREECE, HEALTH EDUCATION, 
INDIGENOUS PERSONNEL, INTEGRATED 
CURRICULUM, LEADERSHIP QUALITIES, 
ORGANIZATION FOR EUROPEAN ECONOM- 
IC COOPERATION, READING MATERIALS, 
SPECIALISTS, TEACHER CHARACTERIST- 
ICS, TECHNICAL EDUCATION, UNESCO, 

AIDED BY THE ORGANIZATION FOR 
ECONOMIC COOPERATION AND DEVELOP- 
MENT AND THE ORGANIZATION FOR EU- 
ROPEAN ECONOMIC COOPERATION, 
GREECE HAS ESTABLISHED A NETWORK 
OF ADULT EDUCATION CENTERS OUT- 
SIDE TOWNS, TO MEET THE PROBLEMS OF 
ILLITERACY AND LOW EDUCATION 
LEVEL. THE CENTER PROVIDES FOR ACA- 
DEMIC AND LIBRARY PROGRAMS, SIX TO 
SEVEN MONTHS, AND RECREATION SERV- 
ICES THROUGHOUT THE YEAR. ADMIN- 
ISTERED BY THE LOCAL PRIMARY 
TEACHER, THE PROGRAM UTILIZES COM- 
MUNITY PERSONNEL (CRAFTSMAN, DOC- 
TORS, WELFARE WORKERS) AND GOVERN- 
MENT SPECIALISTS TO PROMOTE VIL- 
LAGE DEVELOPMENT, AND RAISE LIVING 
STANDARDS AND EDUCATIONAL LEVELS. 
CURRICULUM IS ORGANIZED ABOUT A 
CENTRAL POINT OF INTEREST, AND SUCH 
AREAS IN AGRICULTURE AND HEALTH 
ARE ILLUSTRATED. DETAILED DESCRIP- 
TION OF THE USE OF DISCUSSION 
GROUPS, QUESTION AND REASONING 
METHODS, AND SPECIAL LITERACY MA- 
TERIALS ILLUSTRATE SUCCESSFUL 
TEACHING TECHNIQUES. INCLUDED IN 
THE SYLLABUS ARE LITERACY, TECHNI- 
CAL, AND GENERAL EDUCATION, ALL 
UTILIZING A VARIETY OF AUDIOVISUAL 
AIDS. DETAILED TREATMENT IS GIVEN 
TO SUCH AIDS AS DIAGRAMS, MODELS, 
AND ILLUSTRATIONS. EMPHASIS ON THE 
-TEACHER’S PERSONAL QUALITIES, AC- 
TIVE COMMUNITY LEADERSHIP, AND EF- 
FECTIVE TEACHING TECHNIQUES ILLUS- 
TRATES ELEMENTS FOR SUCCESS OVER 
PEASANT PREJUDICE TOWARD SCHOOLI- 
NG. (THE DOCUMENT INCLUDES OECD 
SALES AGENTS AND OTHER PUBLICA- 
TIONS IN THE DEVELOPMENT PROBLEMS 
SERIES.) (PT) 
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EDUCATIONAL TELEVISION STATIONS 
WQEX AND W@QED, IN PITTSBURGH, HAVE 
BEEN PROVIDING SPECIALIZED ADULT 
EDUCATION COURSES FOR MANAGERS 
AND SUPERVISORS IN BUSINESS AND 
FOR PHYSICIANS AND NURSES. OTHER 
EDUCATIONAL TELEVISION STATIONS 
THROUGHOUT THE COUNTRY ARE AC- 
TIVE, NOT ONLY IN THESE AREAS, BUT 
ALSO IN FIRE AND POLICE TRAINING, 
AND IN PROVIDING CREDIT AND NONCRE- 
DIT COURSES AT THE COLLEGE AND PRO- 
FESSIONAL LEVELS. TELEVISED COURS- 
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ES HAVE GREATLY IMPROVED ACCESS TO 
TOP-LEVEL INSTRUCTION. THEY EN- 
COURAGE COMPANY-SPONSORED TRAINI- 
NG, SAVE TIME AND MONEY, MAKE THE 
COMMUNITY MORE TRAINING-MINDED, 
AND STIMULATE ACTIVE DISCUSSION 
AND THE EXCHANGE OF GROUP OR DE- 
PARTMENTAL IDEAS. (LY) 
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*DEAF EDUCATION, *LANGUAGE IN- 
STRUCTION, *LESSON PLANS, CLASS SIZE, 
COURSE CONTENT, DRIVER EDUCATION, 
EVALUATION, GRAMMAR, HIGHER EDUC- 
ATION ACT OF 1965, INSTRUCTIONAL IN- 
NOVATION, LANGUAGE HANDICAPS, 
LINGUISTICS, MATHEMATICS EDUCAT- 
ION, PARTICIPANT CHARACTERISTICS, 
PHYSICALLY HANDICAPPED, PILOT PRO- 
JECTS, PROMOTION (PUBLICIZE), SPEECH 
IMPROVEMENT, TEACHING METHODS, 
VERBAL TESTS, WISCONSIN, 

A THREE-YEAR EDUCATION PROGRAM 
FOR DEAF ADULTS IN WISCONSIN, BEGUN 
IN 1966 AND FUNDED IN PART UNDER THE 
HIGHER EDUCATION ACT OF 1965, HAD 
TWO GOALS-TO PROVIDE EDUCATIONAL 
OPPORTUNITIES TO THE DEAF AND TO 
ENABLE TEACHERS TO GAIN INSIGHTS 
INTO THE EDUCATIONAL AND SOCIAL 
PROBLEMS CREATED BY DEAFNESS. 
NON-CREDIT CLASSES WERE OFFERED IN 
LANGUAGE, MATHEMATICS, DEFENSIVE 
DRIVING, AND PRACTICAL ECONOMICS IN 
SEVERAL CITIES, BOTH ORAL AND MANU- 
AL TEACHING METHODS WERE USED. 
THE LESSON PLANS FOR A NEW AP- 
PROACH TO LANGUAGE TEACHING DE- 
VELOPED FOR THIS PROGRAM-BASED ON 
TRANSFORMATIONAL GRAMMAR--AND 
FOR THE TWO COURSES IN PRACTICAL 
ECONOMICS-CONSUMER ECONOMICS 
AND PERSONAL TAXATION--ARE INCLUD- 
ED IN THIS REPORT. THE PROGRAM WAS 
PUBLICIZED IN MAILINGS, NEWSLET- 
TERS, AND NEWSPAPERS. A QUESTION- 
NAIRE GAVE PERSONAL DATA ON THE 
STUDENTS. TESTS OF STUDENTS’ VERBAL 
ABILITY INDICATED THAT THEIR GENER- 
ALLY POOR VOCABULARY LEVELS DID 
NOT IMPROVE AFTER THE CLASSES. ON 
THE BASIS OF STUDENT, DROPOUT, AND 
STAFF EVALUATION, FUTURE PROGRAMS 
WILL HAVE EIGHT-WEEK COURSES AND 
THE LANGUAGE CLASS ENROLLMENT 
WILL BE KEPT BELOW EIGHT. THE POSSI- 
BILITIES OF EXPANDING COURSE OF- 
FERINGS, DEVISING NEW METHODS OF 
TEACHING LANGUAGE TO THE DEAF, AND 
INTEGRATING THE PROGRAM INTO PUB- 
LIC EDUCATION WILL BE EXPLORED. (AJ) 
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*COMMUNITY SUPPORT, *CORRECTIVE 
INSTITUTIONS, *DELINQUENT REHABILI.- 
TATION, *VOCATIONAL EDUCATION, 
ADULT BASIC EDUCATION, DRAPER CoR- 
RECTIONAL CENTER, INDIVIDUAL IN. 
STRUCTION, INSTITUTIONAL PERSON- 
NEL, JOB PLACEMENT, MANPOWER DE- 
VELOPMENT AND TRAINING ACT, MA- 
TERIAL DEVELOPMENT, MOTIVATION, 
PAROLE OFFICERS, PROGRAM ADMI.- 
NISTRATION, PROGRAMED INSTRUCTION, 
REHABILITATION PROGRAMS, REMEDI- 
AL READING, SOCIAL ADJUSTMENT, So- 
CIALLY DEVIANT BEHAVIOR, 

THE VOCATIONAL EXPERIMENTAL-DE- 
MONSTRATION PROJECT AT DRAPER COR- 
RECTIONAL CENTER, AN EXPERIMENT 
TO REDUCE RECIDIVISM THROUGH VOCA- 
TIONAL TRAINING, IN ITS FIRST 21 
MONTHS TRAINED 173 YOUTHS IN SEVEN 
TRADES AND PLACED 150 GRADUATES IN 
JOBS. DETAILS OF SELECTION, COUN- 
SELING, TRAINING, PLACEMENT, AND 
FOLLOW-UP OF INMATES THE USE OF IN- 
DIVIDUALIZED PROGRAMED MATERIALS 
AND OF EXPERIMENTS TO INCREASE MoO. 
TIVATION IN BASIC EDUCATION CLASSES 
ARE GIVEN IN THIS REPORT: ALTHOUGH 
THE PROJECT HAS SUCCEEDED IN TEACH- 
ING TRADES, IT HAS FAILED IN EFFECT- 
ING ENOUGH BEHAVIORAL CHANGE TO 
AVERT RECIDIVISM AND PERSISTENT 
DEVIANT BEHAVIOR--THE RATE OF RECI- 
DIVISM AMONG PAROLEES HAS ACTUAL- 
LY INCREASED SINCE THE LAST REPORT. 
IN AN EFFORT TO PRODUCE BEHAVIORAL 
CHANGE TWO PROPOSALS ARE MADE-(1) 
TO INITIATE A DETAILED STUDY OF 
EACH RETURNEE, ANALYZING HIS FAI- 
LURE AND PRESCRIBING TREATMENT, 
AND (2) TO BEGIN A COMMUNITY SPONSOR 
PROGRAM COORDINATED THROUGH THE 
PAROLE SUPERVISOR. WORKING WITH 
COMMUNITY ORGANIZATIONS, THE PAR- 
OLE OFFICE WILL TRAIN MEN TO ASSIST 
THE NEWLY RELEASED INMATE TO AD- 
JUST TO SOCIETY AND TO SUCCEED IN HIS 
NEW TRADE. THE SPONSOR WILL BE 
EITHER A CRAFTSMAN IN THE SAME 
TRADE AREA AS THE PAROLEE OR A PER- 
SON WITH A HISTORY OF CRIME WHO IS 
NOW DOING WELL. THE SPONSOR WILL 
ACT AS A GUIDE, FRIEND, AND BEHAVIOR 
MODEL TO THE RELEASEE. (AJ) 
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STUDY PROGRAMS, 

THE DEMONSTRATION PROJECT AT 
DRAPER CORRECTIONAL CENTER AIMS 





TO SHOW THAT VOCATIONAL TRAINING 
LEADING TO EMPLOYMENT, INTENSIVE 
COUNSELING, BASIC EDUCATION 
CLASSES, AND A PROGRAM OF COMMUNI- 
TY SPONSORSHIP OF RELEASEES CAN DE- 
CREASE THE RATE OF RECIDIVISM AND 
EFFECT ENOUGH BEHAVIOR CHANGE IN 
INMATES TO TURN THEM INTO USEFUL 
CITIZENS. TRAINING OBJECTIVES ARE--(1) 
TO TEACH A GROUP OF YOUTHFUL OF- 
FENDERS A TRADE (COURSES OFFERED 
ARE WELDING, RADIO AND TV REPAIR, 
APPLIANCE REPAIR, AUTO MECHANICS, 
BARBERING, BRICKLAYING, AND TECH- 
NICAL WRITING), (2) TO CONSTRUCT PRO- 
GRAMED MATERIALS, (3) TO ASSESS WAYS 
TO IMPROVE TRAINING AND INSURE 
PLACEMENT AND GUIDANCE OF 
TRAINEES AFTER PAROLE, AND (4) TO 
MAKE TRAINING MATERIAL AVAILABLE 
TO OTHER INSTITUTIONS. SUPPLEMEN- 
TARY CLASSES“ARE GIVEN IN REMEDIAL 
READING AND PERSONAL-SOCIAL 
SKILLS. THE AUTO MECHANICS COURSE, 
REVIEWED IN DETAIL IN THIS REPORT, 
WAS DEVELOPED AROUND COMMERCIAL 
TRAINING MATERIALS INCLUDING A 
PROGRAMED TEXT. NEEDS OF AREA EM- 
PLOYERS, AVAILABILITY OF EQUIPM- 
ENT, AND THE CAPABILITIES OF 
TRAINEES WERE CONSIDERED IN 
COURSE PLANNING. A FOLLOW-UP STUDY 
OF THE COLLEGE STUDENTS WHO HAVE 
BEEN EMPLOYED AS _ SUBPROFES- 
SIONALS IN WORK-STUDY PROGRAMS IS 
UNDERWAY TO DETERMINE THE EFFECT 
OF THEIR WORK AT DRAPER ON THEIR 
COLLEGE AND CAREERS. (THE DOCU- 
MENT INCLUDES COMPARATIVE TEST 
PROFILES AND STATISTICAL TABLES.) 
(AJ) 
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INDIVIDUALLY DESIGNED BASIC EDUC- 
ATION PROGRAMS EMPHASIZING PRO- 
GRAMED INSTRUCTION TO PROVIDE MO- 
TIVATION THROUGH CONTINUOUS FEED- 
BACK COMPLEMENT THE VOCATIONAL 
TRAINING GIVEN EACH INMATE PARTI- 
CIPATING IN THE DEMONSTRATION PRO- 
JECT AT THE DRAPER CORRECTIONAL 
CENTER. A REMEDIAL READING PRO- 
GRAM FOR ALL TRAINEES SCORING 
BELOW 7TH GRADE INCLUDES PHONICS 
TRAINING AND A READING IMPROVE- 
MENT PROGRAM OF 40 LESSONS IN WHICH 
LECTURE-ARTICLES, TACHISTOSCOPIC 
EXERCISES (THE PERCEPTOSCOPE), AND 
CONTROLLED PRACTICE ARTICLES WITH 
COMPREHENSION TESTS ARE USED. A 


PROGRAM OF ACADEMIC GAMES WHICH 
CAN PROVIDE ADDITIONAL MOTIVATION 
AND OPPORTUNITIES FOR INTELLEC- 
TUAL GROUP INTERACTION IS PLANNED. 
IN A CONTROLLED EXPERIMENT, FOUR 
GAMES--EQUATIONS, ON SETS, DEMOCRA- 
CY, AND PROPAGANDA--WILL BE USED IN 
VARYING COMBINATIONS WITH OTHER 
TEACHING METHODS BY SIX GROUPS OF 
STUDENTS WHOSE ACHIEVEMENTS WILL 
BE TESTED AND COMPARED. EACH GAME 
TEACHES ONE SUBJECT AND IS SO STRUC- 
TURED THAT IN ORDER TO WIN A PLAYER 
MUST BE ABLE TO COMMUNICATE HIS 
KNOWLEDGE TO OTHER PLAYERS. AS- 
PECTS OF THE PROJECT REVIEWED IN 
THIS REPORT INCLUDE CONTINGENCY 
MANAGEMENT STUDIES, MATERIALS DE- 
VELOPMENT, FOLLOW-UP CASE HIS- 
TORIES, COMMUNITY SPONSOR PROGRAM, 
INSERVICE TRAINING, READING PRO- 
GRAM EVALUATION, MATERIALS AND 
READING RESOURCES, TRAINING CON- 
FERENCES, AND THE STUDY OF RECIDIV- 
ISTS. (AJ) 
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DESCRIPTORS *CORRECTIVE INSTITUT- 
{ONS, *DELINQUENT REHABILITATION, 
*FAILURE FACTORS, *INDIVIDUAL IN- 
STRUCTION, *PROGRAMED INSTRUCTION, 
ADULT BASIC EDUCATION, COUNSELING 
SERVICES, DRAPER CORRECTIONAL CEN- 
TER, INFORMATION DISSEMINATION, 
MANPOWER DEVELOPMENT AND TRAIN- 
ING ACT, MATERIAL DEVELOPMENT, 
METROPOLITAN ACHIEVEMENT TEST, 
MOTIVATION, PROGRAM EVALUATION, 
PUBLIC RELATIONS, QUESTIONNAIRES, 
REHABILITATION PROGRAMS, REIN- 
FORCEMENT, REMEDIAL INSTRUCTION, 
RESEARCH, VOCATIONAL EDUCATION, 
DISSEMINATION OF PROGRAM FIND- 
INGS TO THE CORRECTIONAL FIELD ISA 
KEY OBJECTIVE OF THE CURRENT PHASE 
OF THE EXPERIMENTAL-DEMONSTRA- 
TION PROJECT FOR VOCATIONAL TRAIN- 
ING OF INMATES AT DRAPER CORREC- 
TIONAL CENTER. LEADERS IN CORREC- 
TIONS AND MANPOWER TRAINING WILL 
MEET IN FOUR CONFERENCES, PLANS 
FOR WHICH ARE OUTLINED IN THIS REP- 
ORT. BECAUSE 23 PERCENT OF THE 186 
RELEASED GRADUATES OF THE PRO- 
GRAM HAVE BEEN RETURNED TO PRI- 
SON, ASTUDY IS UNDERWAY TO ANALYZE 
THE FACTORS IN THE RECIDIVIST’S INA- 
BILITY TO SUCCEED IN THE FREE 
WORLD. QUESTIONNAIRES DRAWN UP 
FOR INTERVIEWS WITH THE RECIDIVIST, 
PAROLE SUPERVISOR, EMPLOYER, AND 
FAMILY ARE INCLUDED. TO PROVIDE 
EDUCATIONAL SKILLS NECESSARY TO 
ENTER VOCATIONAL COURSES AND AD- 
VANCE IN TRADES, ALL TRAINEES ARE 
SCHEDULED FOR REMEDIAL CLASSES 
FOR EIGHT HOURS EACH WEEK. INDIVI- 
DUALIZED PROGRAMED INSTRUCTION IS 
PRESCRIBED FOR EACH STUDENT ON 
THE BASIS OF HIS DEFICIENCIES AS IN- 
TERPRETED FROM THE METROPOLITAN 
ACHIEVEMENT TEST. ALSO INCLUDED IN 
THIS REPORT IS THE EVALUATION OF 
THE PROJECT BY A MANPOWER ANALYST 
IN THE DEPARTMENT OF LABOR, SUM- 
MARIES OF ADMINISTRATION, COUN- 


SELING, TRAINING, STATISTICS, AND 
PERSONNEL ACTIVITIES, AND TWO PA- 
PERS--“COUNSELING AND GUIDANCE IN 
A CORRECTIONAL VOCATIONAL TRAIN- 
ING PROGRAM,” AND “SELECTION AND 
EVALUATION OF PROGRAMMED INS- 
TRUCTIONAL MATERIALS.” (AJ) 
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DESCRIPTORS *CORRECTIVE INSTITUT- 
IONS, *COUNSELING SERVICES, *DELIN- 
QUENT REHABILITATION, *PROGRAMED 
INSTRUCTION, *VOCATIONAL EDUCAT- 
ION, ADULT BASIC EDUCATION, COLLEGE 
STUDENTS, COMMUNITY SUPPORT, CUR- 
RICULUM GUIDES, DRAPER CORRECTION- 
AL CENTER, FOLLOWUP STUDIES, INDIVI- 
DUAL INSTRUCTION, INFORMATION 
DISSEMINATION, INSERVICE EDUCAT- 
ION, JOB PLACEMENT, MANPOWER DE- 
VELOPMENT AND TRAINING ACT, MA- 
TERIAL DEVELOPMENT, NONVERBAL 
ABILITY, PUBLIC RELATIONS, REHABILI- 
TATION PROGRAMS, SOCIAL ADJUSTM- 
ENT, WORK STUDY PROGRAMS, 

IN THE DRAPER MANPOWER DEVELOP- 
MENT AND TRAINING PROJECT, INITIAT- 
ED TO TRAIN INSTITUTIONALIZED OF- 
FENDERS IN TRADES, 810 INMATES HAVE 
BEEN TESTED FOR ABILITY, APTITUDE, 
AND EDUCATIONAL ACHIEVEMENT. A 
PICTURE VOCATIONAL PREFERENCE 
TEST WAS DEVISED TO OVERCOME THE 
GROUP’S VERBAL DISABILITY. OF THE 331 
INMATES ACCEPTED FOR TRAINING, 231 
HAVE GRADUATED, 63 ARE IN TRAINING, 
AND 37 WERE DROPPED. PROGRAMED 
LESSONS IN BASIC EDUCATION AND VO- 
CATIONAL SKILLS HAVE BEEN DEVEL- 
OPED AND ARE AVAILABLE FOR USE 
WITH OTHER DISADVANTAGED GROUPS. 
INSERVICE TRAINING HAS ENHANCED 
THE CAPABILITIES OF THE STAFF, 
WHICH IS COMPLEMENTED BY COLLEGE 
STUDENTS WHO WORK FOR ONE SEME- 
STER. EFFORTS TO LOWER THE RECIDI- 
VISM RATE INCLUDE A STUDY OF RECIDI- 
VISTS, DEVELOPMENT OF SOCIALIZATION 
MATERIALS, PLANS FOR A TRANSITION- 
AL PROGRAM FOR RELEASEES, AND A 
COMMUNITY SPONSORSHIP PROGRAM IN 
WHICH VOLUNTEERS AND ORGANIZA- 
TIONS BECOME INVOLVED IN THE REHA- 
BILITATION OF THE PAROLEE. A PRO- 
GRAM TO DISSEMINATE FINDINGS IS 
UNDERWAY. (THE DOCUMENT INCLUDES 
A CONFERENCE PROGRAM, AN OUTLINE 
FOR A COURSE IN PERSONAL-SOCIAL 
RELATIONS, AND THREE PAPERS-“THE 
COUNSELING PROCESS IN AN MDTA PRO- 
GRAM FOR OFFENDERS,” “A FOLLOW-UP 
REPORT OF A STUDY ON DRAPER’S COL- 
LEGE CORPS,” AND “DEVELOPMENT, 
EVALUATION, AND USE OF PROGRAMMED 
MATERIALS AS DEVELOPED IN THE DRA- 
PER EXPERIMENTAL AND DEMONSTRA- 
TION PROJECT.”) (AJ) 
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*ENGINEERING TECHNICIANS, *MAIN- 
TENANCE, *OPERATING ENGINEERING, 
*SUPERVISORY TRAINING, AGE, EDUCA- 
TIONAL BACKGROUND, EDUCATIONAL 
POLICY, INSERVICE COURSES, JOB ANAL- 
YSIS, JOB SKILLS, PERSONNEL EVALUAT- 
ION, PERSONNEL POLICY, STATISTICAL 
DATA, TRAINING OBJECTIVES, WORK EX- 
PERIENCE, 

AS PART OF A LONG-RANGE (1965-69) RE- 
SEARCH PROJECT IN LOUISIANA, A 
STUDY (1) IDENTIFIED TRAINING NEEDS 
OF PERSONS SUPERVISING THE MAIN- 
TENANCE AND OPERATION OF HIGHW- 
AYS, BRIDGES, FERRIES, AND EQUIPM- 
ENT, (2) ESTIMATED TRAINING NEEDS OF 
POTENTIAL SUPERVISORY PERSONNEL, 
(3) DETERMINED CHARACTERISTICS OF 
BOTH GROUPS, AND (4) MADE RECOMMEN- 
DATIONS FOR A TRAINING PROGRAM. A 
SAMPLE GROUP UNDERWENT WRITTEN 
TESTS, PERFORMANCE TESTS, AND SU- 
PERVISORY APPRAISALS. PERSONNEL 
RANGED IN AGE FROM UNDER 25 TO OVER 
65 (OVER 45 PERCENT WERE OVER 45), THE 
RANGE OF EDUCATION WAS FROM BELOW 
FOUR YEARS OF ELEMENTARY SCHOOL 
TO FOUR YEARS OF COLLEGE, AND WORK 
EXPERIENCE VARIED FROM A FEW 
MONTHS TO OVER 20 YEARS. READING, 
MATHEMATICS, RECORD KEEPING, USE 
OF MANUALS, SUPERVISORY FUNCTIONS, 
PUBLIC RELATIONS, TRAFFIC SAFETY, 
UTILITIES, AND DISASTER OPERATIONS 
WERE THE MAIN AREAS OF NEED FOR 
BOTH CURRENT AND POTENTIAL SUP- 
ERVISORS. IT WAS RECOMMENDED THAT 
THE DEPARTMENT SET UP A PERMANENT 
TRAINING PROGRAM PROVIDING FOR 
SELF, OR SMALL GROUP, INSTRUCTION 
DURING WORKING HOURS, WITH INS- 
TRUCTIONAL MATERIALS THAT COULD 
BE USED BY OPERATING MANAGERS OR 
SUPERVISORS. A SPECIAL TRAINING OR- 
GANIZATION SHOULD BE SET UP, FURTH- 
ER DATA COLLECTED, AND ADDITIONAL 
RESEARCH BE CARRIED ON. THIS DOCUM- 
ENT, PB-174-962, IS AVAILABLE FROM THE 
CLEARINGHOUSE FOR FEDERAL SCIEN- 
TIFIC AND TECHNICAL INFORMATION, 
SPRINGFIELD, VA. 22151. MICROFICHE 
$0.65, HARDCOPY $3.00. (LY) 
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THE EFFECT OF A LEADER’S ACTIONS 
ON HIS FOLLOWERS IN SMALL MILITARY 
UNITS WAS THE SUBJECT OF SEVERAL 
RESEARCH STUDIES CONDUCTED TO EX- 
PLORE THE NATURE OF THE LEADER- 
SHIP PROCESS, WITH THE ULTIMATE 
GOAL OF DEVELOPING TRAINING THAT 
WOULD USE IMPROVED PRESENTATION- 
AL MATERIALS AND WOULD BE BASED 
ON LEADERSHIP DOCTRINE WITH DEM- 
ONSTRATED VALIDITY. THE RESULTS OF 
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THE STUDIES EMPHASIZED THE 
LEADER’S ACTIVE ROLE IN FACILITAT- 
ING AND MOTIVATING EFFECTIVE PER- 
FORMANCE AND MINIMIZING DISRUP- 
TIVE INFLUENCES. A FRAMEWORK FOR 
LEADERSHIP TRAINING CONCEPTS WAS 
FORMULATED. (THE DOCUMENT _IN- 
CLUDES A TABLE AND FIVE REFERENC- 
ES.) THIS DOCUMENT, AD-654-345, IS AVAI- 
LABLE FROM THE CLEARINGHOUSE FOR 
FEDERAL SCIENTIFIC AND TECHNICAL 
INFORMATION, SPRINGFIELD, VA. 22151. 
MICROFICHE $0.65, HARDCOPY $3.00. (AU- 
THOR/LY) 
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THE NATIONAL ASSOCIATION OF MANU- 
FACTURERS (NAM) HELD FOUR TYPING 
LABORATORIES IN 1965 AND 1966 AT NAM 
HEADQUARTERS (NEW YORK CITY), COL- 
LEGE LIFE INSURANCE COMPANY (INDI- 
ANAPOLIS), CHEMICAL BANK NEW YORK 
TRUST COMPANY (NEW YORK CITY), AND 
PACIFIC TELEPHONE AND TELEGRAPH 
COMPANY (SAN FRANCISCO) TO DEVELOP 
A SYSTEM OF TRAINING TYPISTS WITHIN 
THE INDUSTRIAL ENVIRONMENT. RE- 
SULTS SHOWED THAT IF THE TRAINEES 
WANTED TO LEARN TO TYPE AND HAD A 
MINIMAL EDUCATIONAL LEVEL (COULD 
READ AND SPELL AT ABOVE A SIXTH- 
GRADE LEVEL), THEY COULD BE 
BROUGHT TO AN EMPLOYABLE SKILL 
LEVEL IN ABOUT 35 TO 45 DAYS AT A VERY 
LOW TRAINING COST, SINCE THE MIND 
PROGRAM IS ALMOST COMPLETELY 
AUTOMATED. IF TRAINEES WERE BELOW 
SIXTH-GRADE LEVEL, THEY HAD TO UN- 
DERGO A COURSE IN BASIC COMMUNICA- 
TION SKILLS BEFORE BEGINNING THE 
TYPING PROGRAM. STATISTICAL DATA ON 
THE TRAINEES INCLUDING PRE- AND 
POST-TEST RESULTS, IMPROVEMENT IN 
SPEED AND ACCURACY, NUMBER OF 
DAYS IN THE PROGRAM, AND EMPLOY- 
MENT OR DROPOUT INFORMATION WERE 
TABULATED. THIS DOCUMENT IS AVAILA- 
BLE FROM THE NATIONAL ASSOCIATION 
OF MANUFACTURERS, 277 PARK AVENUE, 
NEW YORK CITY 10017. (AJ) 
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CAL OCCUPATIONS, EDUCATIONAL DI- 
SADVANTAGEMENT, NATIONAL ASSOCIA- 
TION OF MANUFACTURERS, NEGRO STU- 
DENTS, OFFICE OCCUPATIONS, PILOT 
PROJECTS, PROGRAM CONTENT, PUERTO 
RICANS, STUDENT COSTS, TIME FACTORS 
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IN 1965 TEN NEGRO AND PUERTO RICAN 
GIRLS BEGAN CLERICAL TRAINING IN 
THE NATIONAL ASSOCIATION OF MANU- 
FACTURERS (NAM) TYPING LABORATORY 
I (TEELAB-I), A PILOT PROJECT TO DEVEL. 
OP A SYSTEM OF TRAINING TYPISTS 
WITHIN THE INDUSTRIAL ENVIRONM- 
ENT. THE INITIAL SYSTEM, AN ADAPTA- 
TION OF GREGG AUDIO MATERIALS TO A 
MACHINE TECHNOLOGY, TAUGHT ACCU- 
RACY, SPEED BUILDING, JOB SIMULAT- 
ION, FILING, SPELLING, AND PRODUC- 
TION WORK. TEELAB-I TOOK THE NOVICE 
TO OVER 40 WORDS PER MINUTE IN EIGHT 
WEEKS AND COULD BE ADMINISTERED 
BY ANY TYPIST. BASED ON A TEN-STU- 
DENT CLASS, THE COST PER TRAINEE 
WAS $8.00 PER WEEK FOR LEASING THE 
EQUIPMENT, TYPEWRITER RENTAL, 
BOOKS, SUPPLIES, AND ADMINISTRATION 
TIME. IN 1966, A TAPE-BASED SYSTEM 
WITH A FOUR-CHANNEL SIMULTANEOUS 
PLAYBACK OF TYPING INSTRUCTION ON 
FOUR SKILL LEVELS WAS DESIGNED FOR 
USE IN TEELABS II AND III, CAPABLE OF 
FM RADIO BROADCASTS IN WHICH SIMUL- 
TANEOUS FOUR-CHANNEL TRANSMIS- 
SIONS COULD BE MADE ON SUB-CAR- 
RIERS WHILE THE STATION CARRIED ITS 
REGULAR PROGRAM SCHEDULE. SUCH 
TECHNIQUES COULD LEAD TO COST RE- 
DUCTIONS BY MAKING TRAINING AVAIL- 
ABLE TO LARGE NUMBERS OF TRAINEES. 
THIS DOCUMENT IS AVAILABLE FROM 
THE NATIONAL ASSOCIATION OF MANU- 
FACTURERS, 277 PARK AVENUE, NEW 
YORK CITY 10017. (AJ) 
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RETRAINING, 

THIS ANNOTATED BIBLIOGRAPHY ON 
ADULT TRAINING CONTAINS 35 INDEXED 
ITEMS, MANY WITH ABSTRACTS, IN SUCH 
AREAS AS MILITARY TRAINING, MAN- 
AGEMENT DEVELOPMENT, AND VOCA- 
TIONAL EDUCATION AND RETRAINING, 
AND ON SUCH METHODS, TECHNIQUES, 
AND RELATED ASPECTS AS RESEARCH 
METHODOLOGY, TRAINING COSTS, 
CORRESPONDENCE STUDY, PROGRAMED 
INSTRUCTION, TRAINING OBJECTIVES, 
AND TERMINOLOGY. (LY) 
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OPMENT, BUSINESS, GROUP BEHAVIOR, 
INDUSTRY, INTERPERSONAL RELAT- 
IONSHIP, LEADERSHIP TRAINING, LIS- 
TENING SKILLS, MANAGEMENT GAMES, 
PROGRAM PLANNING, SENSITIVITY 
TRAINING, SUPERVISORY TRAINING, 
TEACHING GUIDES, UNIVERSITY EX- 
TENSION, 

THIS ANNOTATED BIBLIOGRAPHY ON 
MANAGEMENT DEVELOPMENT  CON- 
TAINS 28 INDEXED ITEMS, MANY WITH 
ABSTRACTS, IN SUCH AREAS AS HUMAN 
RELATIONS AND LEADERSHIP TRAINING, 
PROGRAM PLANNING AND EVALUATION 
BUSINESS GAMES, DISCUSSION GROUP 
BEHAVIOR, AND COMPANY AND UNIVER- 
SITY SPONSORED PROGRAMS. ALSO IN- 
CLUDED ARE COMPARATIVE STUDIES OF 
PROGRAMS AND METHODS IN SEVERAL 
COUNTRIES. (LY) 
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ALECTS, LANGUAGE PATTERNS, MUTUAL 
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TURAL ANALYSIS, SYNCHRONIC 
LINGUISTICS, 
MUTUAL INTELLIGIBILITY, WHICH 


SEEMS TO HAVE BEEN THE INITIAL 
BASIS FOR CHINESE DIALECT CLASSIFI- 
CATION, ALONG WITH GEOGRAPHIC PROX- 
IMITY HAS PROVIDED A FAIRLY REALIS- 
TIC GROUPING OF THE MANDARIN DIA- 
LECTS. IT NOW SEEMS DESIRABLE TO 
WORK OUT A FORMAL DEFINITION IN 
PRECISE LINGUISTIC TERMS OF WHAT 
CONSTITUTES A MANDARIN DIALECT 
AND TO DISCOVER WHETHER THIS DEFI- 
NITION IS APPLICABLE TO ALL DIALECTS 
NOW CLASSIFIED AS MANDARIN, AND 
ALSO, WHETHER SUB-GROUPINGS WITH- 
IN MANDARIN CAN BE MADE ACCORDING 
TO LINGUISTIC PRINCIPLES. ON THE 
BASIS OF THIS ANALYSIS, MANDARIN DI- 
ALECTS DO SEEM TO SHARE ONE DES- 
CRIPTIVE FEATURE SHARED WITH NO 
OTHER NON-MANDARIN DIALECT AND 
TWO HISTORICAL FEATURES INVOLVING 
SOUNDS DEVELOPING FROM MIDDLE 
CHINESE. PUBLISHED IN THE JOURNAL 
OF THE CHINESE LANGUAGE TEACHERS 
ASSOCIATION, 1(3)/92-98, OCT. 1966. (NC) 
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THIS PRELIMINARY EDITION COMPRIS- 
ES A DESCRIPTIVE GRAMMAR OF IN- 
DONESIAN (BAHASA INDONESIA), THE OF- 
FICIAL LANGUAGE OF THE REPUBLIC OF 
INDONESIA. THE THREE SECTIONS--PHO- 
NOLOGY, SYNTAX, AND MORPHOLOGY-- 
PRESENT A COMPREHENSIVE LINGUIST- 
IC ANALYSIS OF INDONESIAN, WITH OC- 
CASIONAL CONTRASTIVE REFERENCE TO 








MALAY, JAVANESE, SUNDANESE, AND 
SUMATRAN. THIS STUDY IS APPROPRI- 
ATE AS A REFERENCE GRAMMAR FOR 
LINGUISTS, RATHER THAN FOR NON- 
LINGUISTICALLY ORIENTED STUDENTS 
OF THE LANGUAGE. (AMM) 
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READING MATERIALS, 

ONE OF THE FOUR DRAVIDIAN LANGU- 
AGES RECOGNIZED BY THE INDIAN CON- 
STITUTION OF 1950 AS OFFICIAL LANGU- 
AGES OF THE COUNTRY, TELUGU IS SPOK- 
EN BY 42 MILLION PEOPLE IN ANDHRA 
PRADESH. THESE INSTRUCTIONAL MA- 
TERIALS ARE DESIGNED FOR THE INTER. 
MEDIATE STUDENT OF TELUGU AND ARE 
DIVIDED INTO NEWSPAPER READINGS 
AND DIALOGUES OF EVERYDAY CONV- 
ERSATION. SUBJECTS FOR THE READ- 
INGS ARE TAKEN FROM INDIAN AND EN- 
GLISH LITERATURE AS WELL AS FROM 
EVENTS OF POLITICAL SIGNIFICANCE. A 
COMPREHENSIVE GLOSSARY IS _INC- 
LUDED. (FB) 
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LANGUAGE), *PROFESSIONAL TRAINING, 
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ICS, AVIATION VOCABULARY, BANKING 
VOCABULARY, ENGINEERING, INTERNA- 
TIONAL TRADE VOCABULARY, MEDICAL 
‘VOCABULARY, OCCUPATIONS, 

THIS 14-VOLUME SERIES OF TECHNICAL 
ENGLISH TEXTS IS DESIGNED TO PRO- 
VIDE PRACTICE IN TECHNICAL TERMINO- 
LOGY FOR NON-NATIVE SPEAKERS OF 
ENGLISH. LANGUAGE FLUENCY LEVEL IS 
UPPER-INTERMEDIATE/ADVANCED. THE 
VARIOUS FIELDS OF INDUSTRY WHICH 
THE TEXTS DEAL WITH ARE AS FOLLOWS- 
-(1) AGRICULTURE--BOOK 1, SOILS (2) AGRI- 
CULTURE--BOOK 2, FIELD CROPS (3) AVIA- 
TION--BOOK 1, GENERAL (4) AVIATION-- 
BOOK 2, RADIOTELEPHONY (5) AVIATION 
MECHANICS (6) BANKING (7) ENGINEER- 
ING--BOOK 1, MECHANICAL AND CIVIL (8) 
ENGINEERING--BOOK 2, ELECTRICAL (9) 
INTERNATIONAL TRADE (10) JOURNAL- 
ISM--BOOK 1 (11) JOURNALISM--BOOK 2 (12) 
MEDICINE--BOOK 1 (13) MEDICINE--BOOK 
2 (14) MEDICINE--BOOK 3. THE FORMAT 
CONSISTS OF TOPIC-ORIENTED CONVER- 
SATIONAL DIALOGUES, TERMINOLOGY 
PRACTICE WITH KEY TERMS GLOSSED IN 
ENGLISH AND USED IN CONTEXTUAL 
SENTENCES, AND “CHECK-UPS” FOR 
FURTHER PRACTICE. TEXTS ARE ILLUS- 
TRATED BY PHOTOGRAPHS AND SIMPLE 
LINE DRAWINGS. APPENDIXES CONTAIN 
EXERCISE KEYS, ADDITIONAL AND EQUI- 
VALENT BRITISH-ENGLISH TERMS, AND 
GLOSSARIES. THESE TEXTS ARE AVAILA- 
BLE FROM COLLIER-MACMILLAN INTER- 
NATIONAL, 60 FIFTH AVE., NEW YORK. 
(AMM) 
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DESCRIPTORS ‘INSTRUCTIONAL MA- 
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SCRIPT, CONTRASTIVE LINGUISTICS, CUL- 
TURAL CONTEXT, ENGLISH, GRAMMAR, 
HINDI, INDIA, LITERARY HINDI, PAKIS- 
TAN, PHONOLOGY, TAPE RECORDINGS, 
VOCABULARY, WRITTEN LANGUAGE, 
THIS 15-UNIT INTRODUCTION TO URDU 
IS BASED ON A LITERATE VARIETY OF 
DIHLAVI (LE. OF DELHI) URDU AS 
EMPLOYED TODAY IN INDIA AND PAKIST- 
AN. BRIEF SKETCHES OF INDO-PAKISTA- 
NI LIFE ARE INCLUDED IN THE MATERI- 
AL AND ALTHOUGH A LARGE PART OF 
THIS INFORMATION IS APPLICABLE TO 
NORTHERN INDIA AS WELL, MUCH IS 
STRICTLY PAKISTANI IN CONTENT. UNIT 
FORMAT GENERALLY CONSISTS OF CON- 
VERSATIONAL DIALOGS IN WHICH NEW 
VOCABULARY AND STRUCTURES ARE IN- 
TRODUCED IN BUILD-UP FASHION, WORD 
STUDIES, PHONETICS NOTES AND 
DRILLS, ANALYSIS ‘SECTIONS, AND 
FURTHER VOCABULARY AND GRAMMAR 
DRILLS. THE TRADITIONAL URDU VARIE- 
TY OF THE ARABIC SCRIPT IS INTRO- 
DUCED GRADUALLY BEGINNING WITH 
UNIT VI. IT IS ASSUMED THAT AN INDO- 
PAKISTANI TUTOR AND A SET OF RE- 
CORDED TAPES WILL BE EMPLOYED 
WITH THIS COURSE. ALSO ASSUMED IS A 
KNOWLEDGE OF LINGUISTICS ON THE 
PART OF THE STUDENT AND THE INS- 
TRUCTOR. THIS TEXT IS AVAILABLE 
FROM THE MCGILL UNIVERSITY PRESS, 
3458 REDPATH STREET, MONTREAL, QUE- 
BEC, CANADA. (AM) 
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TERATURE, PAKISTAN, PHONEMIC AL- 
PHABETS, PHONOLOGY, TAPE RECORDI- 
NGS, VOCABULARY, WRITTEN LANGU- 
AGE, 

VOLUME TWO, UNITS 16 THROUGH 25, 
CONTINUE THIS INTRODUCTORY COURSE 
IN URDU. THE GENERAL FORMAT IN THE 
FIRST FIVE UNITS IS CONSISTENT WITH 
VOLUME ONE (IN WHICH THE SOUNDS, 
BASIC STRUCTURES, AND WRITING SYS- 
TEM WERE INTRODUCED). THE LAST FIVE 
UNITS BEGIN WITH AN ESSAY WRITTEN 
IN URDU SCRIPT FOLLOWED BY A VOCA- 
BULARY SECTION, WHICH TOGETHER RE- 
PLACE THE CONVERSATION SECTIONS OF 
EARLIER UNITS. ESSAY TOPICS PROVIDE 
FURTHER CULTURAL INFORMATION OF 
IMPORTANCE TO THE STUDENT. OF PART- 
ICULAR INTEREST IS THE DISCUSSION OF 
LINGUISTIC AND LITERARY HISTORY IN 
UNIT XXIV. THIS TEXT IS AVAILABLE 








FROM MCGILL UNIVERSITY PRESS, 3458 
REDPATH STREET, MONTREAL} QUEBEC, 
CANADA. (AM) 
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THIS SUPPLEMENTARY VOLUME OF “A 
COURSE IN URDU” CONSISTS OF FIVE AP- 
PENDICES--(1) ABBREVIATIONS, (2) URDU- 
ENGLISH VOCABULARY, (3) ENGLISH- 
URDU FINDER LIST, (4) SUPPLEMENTARY 
URDU-ENGLISH VOCABULARY, AND (5) 
ENGLISH-URDU FINDER LIST FOR THE 
SUPPLEMENTARY VOCABULARY. ALSO 
INCLUDED IS AN INDEX TO ALL VOLUMES 
AND A LANGUAGE MAP OF INDIA AND 
PAKISTAN. THIS VOLUME IS AVAILABLE 
FROM MCGILL UNIVERSITY PRESS, 3458 
REDPATH STREET, MONTREAL, QUEBEC, 
CANADA. (AM) 
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THE VOCABULARY CONTAINED IN THIS 
DICTIONARY ENCOMPASSES THE FOUR 
VOLUMES OF THIS COURSE IN KURDISH- 
1) THE BASIC COURSE, (2) NEWSPAPER 
KURDISH, (3) KURDISH ESSAYS, AND (4) 
KURDISH SHORT STORIES. ALSO INCLUD- 
ED ARE ITEMS FROM OTHER SELECTIONS 
FROM THE KURDISH PRESS AND EXPRES- 
SIONS RECORDED FROM NATIVE SPEAK- 
ERS OF THE SULAIMANIA DIALECT. THE 
SCRIPT IS BASED ON THE ARABIC-PER- 
SIAN WRITING SYSTEM AND IN ITS IDEAL 
FORM IS NEARLY PHONEMIC. THE ITEMS 
ARE ARRANGED FOR THE SAKE OF CON- 
SISTENCY AND EASY REFERENCE AC- 
CORDING TO THE PHONEMIC (ROMAN- 
IZED) TRANSCRIPTION. AN EXPLANA- 
TION OF THIS SYSTEM IS PROVIDED IN 
THE INTRODUCTION. IN THIS TRANSCRIP- 
TION NO WORD BEGINS WITH A VOWEL, 
ALL VOWEL-INITIAL WORDS BEING LIST- 
ED UNDER GLOTTAL STOP. EACH ITEM IS 
ALSO GIVEN IN THE LEFT COLUMN IN 
THE KURDISH SCRIPT. SPECIAL ATTEN- 
TION IS GIVEN TO THE INDICATION OF 
THE OBJECT OF VERBAL CLAUSES. 
THESE MATERIALS ARE PUBLISHED BY 
THE UNIVERSITY OF MICHIGAN PRESS, 
615 EAST UNIVERSITY STREET, ANN 
ARBOR, MICHIGAN, 48106. (AM) 
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DESCRIPTORS ‘INSTRUCTIONAL MA- 
TERIALS, *KURDISH, *LANGUAGE _IN- 
STRUCTION, ARABIC, ARABIC PERSIAN 
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DIALECTS, IRANIAN LANGUAGES, IRAQ, 
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SYNTAX, TAPE RECORDINGS, 

THIS BEGINNING COURSE, DESIGNED 
FOR THE STUDENT WITH SOME KNOWL- 
EDGE OF LINGUISTICS, FOLLOWS THE AU- 
DIOLINGUAL APPROACH IN TEACHING 
THE PHONOLOGY, BASIC STRUCTURE, 
AND VOCABULARY OF THE EDUCATED 
KURDISH DIALECT OF SULAIMANIA, 
IRAQ. THE CULTURAL CONTENT OF THE 
MATERIAL PROVIDES THE STUDENT 
WITH A GENERAL BACKGROUND OF SU- 
LAIMANIAN CULTURE. PART I, PHONOLO- 
GY, INTRODUCES AND CLASSIFIES THE 
KURDISH SOUND SYSTEM AND INCLUDES 
CONTRASTIVE DRILLS ON THE MOST DIF- 
FICULT CONSONANTS. PART II, SPOKEN 
KURDISH, CONSISTS OF 13 LESSON UNITS 
CONTAINING BASIC SENTENCE SECTIONS 
IN WHICH NEW WORDS AND STRUCTURES 
ARE INTRODUCED THROUGH BUILD-UPS, 
SECTIONS ON VOCABULARY, GRAMMATI- 
CAL NOTES, AND DRILLS. PART III, WRIT- 
TEN KURDISH, INTRODUCES THE WRIT- 
ING SYSTEM WHICH IS BASED ON THE AR- 
ABIC-PERSIAN SCRIPT. THE KURDISH AL- 
PHABETIC FORMS ARE CONTRASTED 
WITH ARABIC AND PERSIAN. A TRANSI- 
TION IS ALSO MADE IN THESE UNITS 
FROM CONVERSATIONAL TO LITERARY 
STYLE, PART III MAY BE USED AFTER 
COMPLETION OF, OR CONCURRENTLY 
WITH, PART II. IT MAY ALSO BE USED 
CONCURRENTLY WITH “NEWSPAPER 
KURDISH” (VOLUME I OF THE READERS 
OF THE SAME COURSE). ALSO INCLUDED 
IN THE COURSE ARE TAPE RECORDINGS 
AND A “KURDISH-ENGLISH DICTIONARY” 
BY THE SAME AUTHORS. THESE MATERI- 
ALS ARE PUBLISHED BY THE UNIVERSI- 
TY OF MICHIGAN PRESS, 615 EAST UNIV- 
ERSITY STREET, ANN ARBOR, MICHIGAN, 
48106. (AM) 
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CISES, 

ASSUMING A MASTERY OF THE CON- 
TENTS OF THE “BASIC COURSE IN KUR- 
DISH” (BY THE SAME AUTHORS), THIS 
READER PRESENTS A VARIETY OF 28 AR- 
TICLES SELECTED FROM THE IRAQI 
NEWSPAPERS “ZHIN” AND “KHEBAT.” 


EACH LESSON BEGINS WITH A SELEC. 
TION WRITTEN IN KURDISH (MODIFIED 
ARABIC-PERSIAN) SCRIPT, FOLLOWED BY 
PHONEMIC TRANSCRIPTION (IN THE 
FIRST 15 LESSONS), A GLOSSARY, EXER- 
CISES ON SENTENCE STRUCTURE AND 
VOCABULARY, AND A KURDISH PROVERB. 
THE SULAIMANIA KURDISH DIALECT 
USED IN THIS SERIES IS THE CULTURAL- 
LY PRESTIGIOUS DIALECT OF IRAQI KUR- 
DISTAN, AND THE LANGUAGE OF ALL 
TEXTBOOKS AND OTHER OFFICIAL KUR- 
DISH PUBLICATIONS. THE INTRODUC. 
TION INCLUDES A BRIEF HISTORY OF 
KURDISH LITERARY CULTURE. THE Vo. 
CABULARY USED IN THIS READER AND 
THE SUCCEEDING READERS “KURDISH 
ESSAYS” AND “KURDISH SHORT STORIES” 
IS INCLUDED IN THE “KURDISH-ENGLISH 
DICTIONARY” BY THE SAME AUTHORS. 
THIS DOCUMENT IS PUBLISHED BY THE 
UNIVERSITY OF MICHIGAN PRESS, 615 
EAST UNIVERSITY STREET, ANN ARBOR, 
MICHIGAN, 48106. (AM) 
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THIS READER, TOGETHER WITH THE 
“NEWSPAPER KURDISH” AND “SHORT 
STORIES” READERS, FOLLOWS THE 
“BASIC COURSE IN KURDISH” (BY THE 
SAME AUTHORS) AND ASSUMES A MAST- 
ERY OF THE BASIC ELEMENTS OF THE 
STRUCTURE AND WRITING SYSTEM AS 
PRESENTED IN THE BEGINNING COURSE. 
WRITTEN IN THE SULAIMANIAN DI- 
ALECT, THE OFFICIAL DIALECT OF IRAQI 
KURDISTAN, THESE 12 ESSAYS REP- 
RESENT A VARIETY OF SUBJECTS, STYLE, 
AND VOCABULARY AS WELL AS ORTHO- 
GRAPHIC CONVENTIONS OF THE KUR- 
DISH SCRIPT (MODIFIED ARABIC-PERS- 
IAN). THE ESSAYS ARE GRADED BY 
LENGTH, EACH FOLLOWED BY VOCABU- 
LARY LISTING AND NOTES. WORDS ARE 
LISTED IN THEIR DICTIONARY FORMS 
WITH THE EXCEPTION OF A FEW COMMON 
VERBS. THE VOCABULARY (AS WELL AS 
THAT OF THE ENTIRE SERIES) IS INCLUD- 
ED IN THE “KURDISH-ENGLISH DICT- 
IONARY.” THE INTRODUCTION CONTAINS 
A BRIEF HISTORY OF KURDISH LITER- 
ARY CULTURE AND A SHORT BIBL- 
IOGRAPHY. THIS DOCUMENT IS PUB- 
LISHED BY THE UNIVERSITY OF MICHI- 
GAN PRESS, 615 EAST UNIVERSITY 
STREET, ANN ARBOR, MICHIGAN, 48106. 
(AM) 
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THE SIX STORIES IN THIS COLLECTION 
ARE WRITTEN IN THE KURDISH DIALECT 
OF SULAIMANIA, THE LANGUAGE OF OF- 
FICIAL PUBLICATIONS AND TEXTBOOKS 
IN IRAQI KURDISTAN. THE VARIOUS 
THEMES INCLUDED ARE REPRESENTA- 
TIVE OF KURDISH CULTURE AND TRADIT- 
ION. EACH SELECTION (WRITTEN IN KUR- 
DISH SCRIPT) IS FOLLOWED BY VOCABU- 
LARY AND EXPLANATORY NOTES IN 
ORDER OF OCCURRENCE IN THE TEXT. (A 
MASTERY OF THE BASIC PATTERNS AND 
SCRIPT AS PRESENTED IN THE “BASIC 
COURSE” IS ASSUMED ON .THE PART OF 
THE STUDENT.) THE INTRODUCTION IN- 
CLUDES A BRIEF HISTORY OF KURDISH 
LITERARY CULTURE AND A SHORT BIBL- 
IOGRAPHY. THE VOCABULARY USED IN 
THIS READER AND THE PRECEDING 
READERS, “NEWSPAPER KURDISH” AND 
“KURDISH SHORT STORIES”, IS INCLUD- 
ED IN THE “KURDISH-ENGLISH DIC- 
TIONARY” BY THE SAME AUTHORS. THIS 
DOCUMENT IS PUBLISHED BY THE UNIV- 
ERSITY OF MICHIGAN PRESS, 615 EAST 
UNIVERSITY STREET, ANN ARBOR, MICH- 
IGAN, 48106. (AM) 
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BASED ON THE OYO-IBADAN DIALECT 
OF YORUBA, THIS COURSE CONTAINS SIX 
UNITS OF DRILL EXERCISES WHICH 
STRESS PRONUNCIATION (ESPECIALLY 
TONE CONTROL), BASIC SYNTAX, VERB 
STRUCTURE, AND SOME TYPES OF CLAUS- 
ES AND SENTENCES. DESIGNED FOR USE 
WITH A YORUBA-SPEAKING INFORMANT, 
THE APPROACH IS ENTIRELY ORAL, SO 
THAT THE STUDENT WILL POSSESS A 
COMMAND OF THE LANGUAGE SUFFI- 
CIENT FOR EVERYDAY CONVERSATION. 
THE ORTHOGRAPHY USED IN THE DRILLS 
REFLECTS THE PHONEMIC STRUCTURE 
OF YORUBA AND SHOWS TONE IN A 
THREE-LEVEL SYSTEM. A FEW PAGES 
ARE DEVOTED TO ACQUAINTING THE 
STUDENT WITH STANDARD YORUBA OR- 
THOGRAPHY, WHICH IS QUITE DIFFER- 
ENT FROM THE PRACTICAL VARIETY 
USED IN THE TEXT. BOOKS IN MULTILITH 
FORM TO TEACHERS FOR EXAMINATION, 
AND INFORMATION ON ACCOMPANYING 
TAPE RECORDINGS ARE AVAILABLE 
FROM DR. CHARLES C. HUGHES, DIREC- 
TOR, AFRICAN STUDIES CENTER, MICHI- 
GAN STATE UNIVERSITY, EAST LANSING, 
MICHIGAN, 48823. (FB) 
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THIS IS THE FIRST OF THREE VOLUMES 
WRITTEN TO TEACH THE 881 ESSENTIAL 
OR “EDUCATION” CHARACTERS TO EN- 
GLISH-SPEAKING STUDENTS OF JAPANE- 
SE. THE AUTHORS ASSUME THAT THE 
STUDENTS HAVE ALREADY LEARNED 
THE HIRAGANA AND KATAKANA SYLLA- 
BARIES AND HAVE A BASIC, KNOWLEDGE 
OF JAPANESE GRAMMAR. ORTHOGRA- 
PHIC CONVENTIONS USED FOLLOW 
CLOSELYr- THOSE SUGGESTED BY THE 
LANGUAGE BOARD OF.THE JAPANESE MI- 
NISTRY OF EDUCATION. ALTHOUGH RAD- 
ICAL NUMBERS ARE GIVEN IN THE KANJI 
LISTS, THIS SYSTEM OF CLASSIFICATION 
IS NOT GENERALLY USED IN THE SERIES. 
THIS FIRST VOLUME SERVES AS’A REF- 
ERENCE FOR THE TEXT (BOOK 2) AND IN- 
CLUDES--(1) A SHORT BUT COMPLETE IN- 
TRODUCTION TO JAPANESE ORTHOGRA- 
PHY, (2) THE ROMANIZED VERSIONS ‘OF 
THE TEXT LESSONS AND DRILL SEN- 
TENCES, (3) VOCABULARY ANDGRAMMAR 
NOTES, (4) ENGLISH TRANSLATIONS OF 
THE TEXT LESSONS AND DRILL SEN- 
TENCES, AND (5) A-KEY TO THE KANA 
PRACTICE. IT IS SUGGESTED THAT THESE 
BOOKS BE USED IN UNIVERSITY CLASSES 
FOR HOMEWORK ASSIGNMENTS OR AS 
SELF-STUDY TEXTS OR REVIEWS BY STU- 
DENTS WITH SOME FAMILIARITY WITH 
THE JAPANESE WRITING SYSTEM. THE 
THREE VOLUMES THAT MAKE UP THIS 
MANUAL ARE PUBLISHED BY THE YALE 
UNIVERSITY PRESS, 143 ELM STREET, 
NEW HAVEN, CONN., 06511. (JD) 
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ING SKILLS, TRANSLATION, WRITING EX- 
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BOOK 2 OF THIS THREE-VOLUME 
SERIES IS MADE UP OF 35 TEXT LESSONS 
AND DRILL SENTENCES FOR EACH LES- 
SON, AS WELL AS A SHORT SECTION OF 
KANA EXERCISES. EACH LESSON INTRO- 
DUCES ABOUT 25 NEW CHARACTERS AND 
INDEXES THEM TO TWO STANDARD JA- 
PANESE WRITING REFERENCE BOOKS 
(SAKADE’S “A GUIDE TO READING AND 
WRITING JAPANESE” AND SEKI AND 
TOYAMA’S “TQYO-KANJI JITEN”). THE 
STUDENT IS EXPECTED TO FAMILIARIZE 
HIMSELF WITH THE MATERIAL IN THESE 
TEXT SENTENCES TO THE POINT WHERE 
IT BECOMES VIRTUALLY MEMORIZED. HE 
SHOULD BE ABLE TO PRONOUNCE AND 
UNDERSTAND THE TEXT WITHOUT 
NOTES, WRITE OUT THE JAPANESE CHAR- 
ACTERS FROM THE ROMANIZED VERS- 
ION, AND RE-CREATE THE JAPANESE 


TEXT FROM THE ENGLISH TRANSLATION. 
THE EXTENSIVE DRILL SENTENCES ARE 
INTENDED: TO: GIVE THE STUDENT FAM- 
ILIARITY WITH EACH CHARACTER IN ITS 
FULL RANGE OF USES, INCLUDING THE 
ESSENTIAL VOCABULARY OF COMPOUND 
WORDS IN WHICH IT OCCURS. THIS 
THREE-VOLUME MANUAL IS PUBLISHED 
BY THE YALE UNIVERSITY PRESS, 143 
ELM STREET, NEW HAVEN, CONNECT- 
ICUT, 06511. (JD) 
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REPORT NUMBER BR-5-1297-BK-3 
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DESCRIPTORS *HANDWRITING _IN- 
STRUCTION, *HANDWRITING MATERIALS, 
*JAPANESE, *READING MATERIALS, 
“WRITTEN LANGUAGE, AUTOINSTRUC- 
TIONAL AIDS, GRAPHEMES, HANDWRIT- 
ING SKILLS, TRANSLATION, WRITING EX- 
ERCISES, YALE LINGUISTICSERIES, j, 
INTENDED FOR USE WITH BOOKS 1 AND 
2 OF THIS MANUAL, THIS VOLUME LISTS 
AND INDEXES THE 881 JAPANESE “EDUC- 
ATION CHARACTERS” PRESENTED IN 
THE TEXT LESSONS. THE CHARACTERS 
(KANJI) ARE LISTED IN ORDER AS THEY 
APPEAR IN THE LESSONS AND EACH 
CHARACTER IS GIVEN SEVERAL NUM- 
BERS--THE NUMBER USED BY THE EDUC- 
ATION MINISTRY IN ITS GRADED LIST 
FOR ELEMENTARY SCHOOLS, THE RADI- 
CAL NUMBERS, THE TOTAL STROKE 
COUNT NUMBER, AND THE NUMBER 
USED IN “TOOYOO KANZI ZITEN.” THE 
KANJI ARE ALSO INDEXED BY NUMBER, 
STROKE COUNT, RADICALS, AND 
PRONUNCIATION. A KANA LIST IS IN- 
CLUDED FOR REFERENCE WITH CHARTS 
SHOWING THE CORRECT MANNER OF 
WRITING THE HIRAGANA AND KATAKA- 
NA SYMBOLS. THE PUBLISHER OF THE 
MANUAL IS YALE UNIVERSITY PRESS, 143 
ELM STREET, NEW HAVEN, CONNECT- 
ICUT, 06511. (JD) 
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ED STATES. 

NATIONAL COUNCIL OF TEACHERS OF 
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REPORT NUMBER BR-5-0620 
PUBDATE 66 
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DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS ‘ENGLISH (SECOND 
LANGUAGE), *PROGRAM EVALUATION, 
*SURVEYS, *TEACHER EVALUATION, 
CLASSES (GROUPS OF STUDENTS), EDUCA- 
TIONAL FACILITIES, EDUCATIONAL PHI- 
LOSOPHY, EXPERIMENTAL PROGRAMS, 
LANGUAGE ABILITY, LANGUAGE AIDS, 
LANGUAGE HANDICAPS, LANGUAGE PRO- 
GRAMS, LANGUAGE TEACHERS, LANGU- 
AGES, SCHOOL SYSTEMS, TEACHER 
CHARACTERISTICS, TEACHING CONDIT- 
IONS, TEACHING METHODS, 

THIS TWO-YEAR PILOT STUDY, COVER- 
ING THE PERIOD BETWEEN APRIL 1964 
AND APRIL 1966, PROVIDES STATISTICAL 
INFORMATION CONCERNING THE EDUCA- 
TIONAL BACKGROUND AND QUALIFICA- 
TIONS OF THE TEACHERS, THE VARIETY 
OF TEACHING SITUATIONS, AND THE MA- 
TERIALS INVOLVED IN THE TEACHING OF 
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ENGLISH AS A SECOND LANGUAGE IN 
THE UNITED STATES. SPECIFIC PROB- 
LEMS AND NEEDS IN THE FIELD ARE 
POINTED OUT. RECOMMENDATIONS OF 
THE COMMITTEES ON ADMINISTRATION, 
TEACHER PREPARATION, METHODS AND 
MATERIALS, AND RESEARCH ARE IN- 
CLUDED IN APPENDIX A. REPRESENTA- 
TIVE ENGLISH-TEACHING PROGRAMS IN 
NEW MEXICO, FLORIDA, MAINE, CALI- 
FORNIA, NEW YORK, ARIZONA, AND UTAH 
ARE DESCRIBED IN APPENDIX B. APPEN- 
DICES C AND D CONTAIN THE QUESTION- 
NAIRES USED IN THE SURVEY AND A 
LIST OF TABLES AND KEY FINDINGS. 
THIS DOCUMENT IS PUBLISHED BY THE 
NATIONAL COUNCIL OF TEACHERS OF 
ENGLISH, 508 SOUTH SIXTH STREET, 
CHAMPAIGN, ILLINOIS, 61820. (AM) 


ED 013 448 24 AL 000 668 
VAN CAMPEN, JOSEPH A. 

AN INVESTIGATION OF THE USE OF DIGI- 
TAL COMPUTERS IN THE CREATION OF PRO- 
GRAMMED LANGUAGE INSTRUCTION, WITH 
PARTICULAR REFERENCE TO STANDARD 
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DESCRIPTORS *COMPUTATIONAL 
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NG, ‘UKRAINIAN, CONTRASTIVE 
LINGUISTICS, DIGITAL COMPUTERS, DIS- 
TINCTIVE FEATURES, ENGLISH, IBM 7094, 
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BEFORE ESTABLISHING HOW A DIGI- 
TAL COMPUTER COULD BE USED FOR 
DESCRIBING BASIC CONTRASTS BE- 
TWEEN AMERICAN ENGLISH AND STAN- 
DARD UKRAINIAN, IT WAS NECESSARY 
TO DEVELOP A SET OF SYMBOLS CORRE- 
SPONDING TO CERTAIN ELEMENTARY 
DESCRIPTIVE UNITS OF GRAPHEMICS, 
PHONOLOGY, MORPHOLOGY, AND SYNTAX 
AND TO APPLY THESE SYMBOLS TO EN- 
CODING FOR THE IBM 7094. THE RE- 
SEARCH WAS MAINLY UNDERTAKEN TO 
DETERMINE HOW UNFAMILIAR INFOR- 
MATION ON A “TARGET LANGUAGE” 
COULD BE ORDERED IN THE STEP-BY- 
STEP PROCEDURE CHARACTERISTIC OF 
PROGRAMED INSTRUCTION. DESCRIBING 
THE PHONOLOGY WAS FURTHER COMPLI- 
CATED BECAUSE NEITHER THE DISTINC- 
TIVE FEATURE APPROACH NOR THE ART.- 
ICULATORY/ACOUSTIC APPROACH WAS 
COMPLETELY ADEQUATE, BOTH BEING 
AMBIGUOUS. ANOTHER DIFFICULTY 
AROSE FROM THE FACT THAT THE DES- 
CRIPTIONS OF ENGLISH HAD BEEN WRIT- 
TEN BY BRITISH OR AMERICAN LINGU- 
ISTS, WHILE THE DESCRIPTIONS OF 
UKRAINIAN REFLECTED EAST EURO- 
PEAN OR SOVIET LINGUISTIC THOUGHT. 
THE FINAL OBJECTIVE WAS TO CREATE 
ONE OR MORE OUTLINES FOR PRO- 
GRAMED INSTRUCTION IN UKRAINIAN 
FOR ENGLISH SPEAKERS. THIS PROVED 
UNREALISTIC BECAUSE THE COMPUTER 
WAS NOT CAPABLE OF FULLY ASSESSING 
THE DIFFERENCES AND SIMILARITIES 
BETWEEN LANGUAGES. (FB) 
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FERENT LINGUISTIC MODELS IN THEIR AP- 
PLICATION TO THE TEACHING OF ENGLISH 
AS A FOREIGN LANGUAGE. 

MICHIGAN UNIV., ANN ARBOR 
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DESCRIPTORS *ENGLISH (SECOND 
LANGUAGE), *PERFORMANCE TESTS, 
*TRANFORMATION THEORY (LANGUAGE), 
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LANGUAGE TESTS, MEASUREMENT IN- 
STRUMENTS, PATTERN DRILLS (LANGU- 
AGE), QUITO, TAGMEMIC ANALYSIS, TEST 
INTERPRETATION, 

THIS STUDY, CONDUCTED IN QUITO, 
EQUADOR FROM MAY THROUGH JULY, 
1966, WAS DESIGNED TO INVESTIGATE 
THE FEASIBILITY OF USING TRANSFOR- 
MATIONAL CONCEPTS, SYMBOLS, AND 
TERMINOLOGY DIRECTLY IN THE 
CLASSROOM. FORTY-FOUR GIRLS AGED 
TWELVE TO FIFTEEN WERE DIVIDED 
INTO A CONTROL AND AN EXPERIMENT 
GROUP AFTER BEING GIVEN GENERAL 
INTELLIGENCE TESTS AND TWO PRE- 
TESTS ON ENGLISH VOCABULARY AND 
AURAL COMPREHENSION. THE INSTRUC- 
TIONAL MATERIALS GIVEN TO ALL THE 
STUDENTS CONSISTED OF 42 LESSONS, 
EACH CONTAINING A SHORT DIALOG, VO- 


‘CABULARY, AND A GRAMMAR FRAME. IN 


ADDITION, THE EXPERIMENTAL GROUP 
RECEIVED A TRANSFORMATIONAL ANAL- 
YSIS OF THE GRAMMAR PRESENTED IN 
THE FRAME. GRAMMAR POINTS FROM 
THE FRAMES WERE LATER TESTED IN 
FOUR POST-TESTS. ASSUMING THAT 
NEITHER GROUP WAS INNATELY SUPERI- 
OR, RESULTS SHOWED LITTLE OR NO DIF- 
FERENCE BETWEEN GROUPS IN THE 
EARLY POST-TESTS, BUT A MARKED IN- 
CREASE IN POST-TEST NO. 4 IN FAVOR OF 
THE EXPERIMENTAL GROUP. BECAUSE 
OF THE APPARENTLY INCONCLUSIVE RE- 
SULTS OF THE STUDY, THE AUTHOR SUG- 
GESTS THAT THIS TYPE OF EXPERIMENT 
WOULD BE MORE VALUABLE CONDUCT- 
ED OVER A LONGER PERIOD OF TIME. THE 
REPORT ALSO INCLUDES SAMPLE INS- 
TRUCTIONAL MATERIALS AND THE 
MEASURING INSTRUMENTS USED IN THE 
TESTS. (FB) 
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MARANAO, OF THE MALAYO-POLYNESI- 
AN LANGUAGE GROUP, IS ONE OF THE 
EIGHT MAJOR LANGUAGES IN THE PHI- 
LIPPINES AND IS SPOKEN BY 400,000 MOS- 
LEMS ON THE ISLAND OF MINDANAO. 
THIS DICTIONARY, BASED PRIMARILY ON 
THE SPOKEN FORM OF THE LANGUAGE, 
CONTAINS 18,000 MARANAO ENTRIES IN 
PART I AND THEIR ALPHABETIZED EN- 
GLISH GLOSSES CROSS-REFERENCED IN 
PART II. THE INTRODUCTION INCLUDES 
A SKETCH OF MARANAO GRAMMAR TO 
AID THE READER IN IDENTIFYING BASE 


FORMS (USED FOR THE ENTRIES) AND A 
RATHER EXTENSIVE BIBLIOGRAPHY. A 
SPECIAL’ FEATURE IS THE ENTRY OF 
SOME 700 POPULAR MARANAO PLANT 
NAMES AND THEIR SCIENTIFIC EQUIVAL. 
ENTS. THIS DICTIONARY WAS PRODUCED 
ON THE IBM 7040 AND 1401 AND HAS BEEN 
REPRODUCED FROM THE COMPUTER 
PRINT-OUT. IT IS AVAILABLE FROM THE 
UNIVERSITY OF HAWAII PRESS, HONOLU- 
LU, FOR $15.00. (AM) 
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THE MATERIAL IN THIS INTRODUCTO- 
RY COURSE IS BASED IN VARYING 
DEGREES UPON A NUMBER OF PREVIOUS 
FOREIGN SERVICE INSTITUTE TURKISH 
LANGUAGE TRAINING MATERIALS. THE 
FIRST OF A PROJECTED THREE-VOLUME 
SERIES, IT PRESENTS THE MAJOR SEN- 
TENCE PATTERNS IN MODERN STAN. 
DARD TURKISH AND A VOCABULARY OF 
ABOUT 475 HIGH FREQUENCY ITEMS. A 
TYPICAL UNIT CONSISTS OF A BUILD-UP 
TYPE DIALOGUE OR OTHER BASIC SEN. 
TENCES, VARIATION AND LEXICAL 
DRILLS TO GIVE STUDENTS PRACTICE IN 
USING VOCABULARY IN VARIED CON.-. 
TEXTS, QUESTIONS FOR DISCUSSION,’ 
NOTES ON GRAMMAR, GRAMMATICAL 
DRILLS, AND A NARRATIVE. WHILE THE 
NOTES ON GRAMMAR ARE INTENDED TO 
BE SELF-EXPLANATORY, THE DRILLS 
ARE DESIGNED TO BE TAUGHT BY A 
LINGUIST-NATIVE SPEAKER TEAM. THE 
VARIOUS TYPES OF DRILLS AND USE OF 
THE ACCOMPANYING TAPES ARE EX- 
PLAINED IN THE INTRODUCTION TO THE 
TEACHER. THIS TEXT IS ALSO AVAILA- 
BLE FOR $2.25 FROM THE SUPERINTEN- 
DENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C., 
20402. (AM) 
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DESCRIPTORS *LANGUAGE INSTRUCT- 
ION, *PHONOLOGY, *SERBOCROATIAN, IN- 
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A SLAVIC LANGUAGE, SERBO-CROA- 
TIAN IS ONE OF THE THREE OFFICIAL 
LANGUAGES OF YUGOSLAVIA. STANDARD 
SERBO-CROATIAN IS UNDERSTOOD EVER- 
YWHERE IN THE COUNTRY, BUT THERE 
ARE DIALECTAL DIFFERENCES BE- 
TWEEN THE EASTERN AND CENTRAL 
REGIONS. THIS COURSE IS BASED ON 
EASTERN SPEECH. THE PATTERN DRILLS 
IN THIS FIRST PART OF THE TWO-VOLUME 





BASIC COURSE EMPHASIZE AN ORAL 
COMMAND OF THE LANGUAGE AND A 
READING KNOWLEDGE SOMEWHAT 
BROADER THAN THE SPEAKING ABILITY. 
A BASIC KNOWLEDGE OF LINGUISTICS IS 
NECESSARY FOR THE STUDENT USING 
THIS COURSE. MOST OF THE EXERCISES 
IN THIS TEXT ARE GIVEN IN BOTH 
ROMAN AND CYRILLIC SCRIPT WITH EN- 
GLISH EQUIVALENTS. TAPE RECORDINGS 
SUPPLEMENT THE TEXT MATERIAL AND 
ARE AVAILABLE FOR $136.50 FROM THE 
INSTRUCTIONAL MATERIALS DIVISION, 
GENERAL ELECTRONIC LABORATORIES, 
INC., 1085 COMMONWEALTH AVENUE, BOS- 
TON, MASSACHUSETTS, 02215. THE TEXT IS 
ALSO AVAILABLE FOR $3.50 FROM THE SU- 
PERINTENDENT OF DOCUMENTS, U.S. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C., 20402. (FB) 
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THIS BEGINNING COURSE IS AN INTRO- 
DUCTION TO FULA (KNOWN VARIOUSLY 
AS FULANI, FUL, PEUL, OR PHEUL), A 
NIGER-CONGO LANGUAGE SPOKEN 
THROUGHOUT THE GRASSLAND AREAS 
OF WEST AFRICA FROM THE ATLANTIC TO 
CAMEROUN. THE TEXT IS ONE OF A 
SERIES OF SHORT BASIC COURSES IN SE- 
LECTED AFRICAN LANGUAGES BEING 
PREPARED BY THE FOREIGN SERVICE 
INSTITUTE. IT IS DESIGNED TO PROVIDE 
THE BASIC GRAMMATICAL STRUCTURES 
LIKELY TO BE NEEDED EARLY IN THE 
STUDENT’S EXPERIENCE WITH FULA, 
PLUS A MORE GENERALIZED “FEEL” FOR 
THE STRUCTURE OF THE LANGUAGE, IN 
THE CONTEXT OF A LIMITED VOCABULA- 
RY LIKELY TO PROVE USEFUL IN EVERY- 
DAY SITUATIONS. THE FORMAT CONSISTS 
OF 40 UNITS, THE FIRST 20 OF WHICH PRE- 
SENT MOST OF THE GRAMMATICAL EXPO- 
SITION AND MANIPULATIVE DRILL MA- 
TERIAL, WITH REVIEW UNITS INCLUDED. 
THE REMAINING UNITS CONTAIN LESS 
GRAMMATICAL EXPLANATION AND 
DRILL, BEING DEVOTED TO DIALOGUE 
AND NARRATIVE TEXTS, WITH RELATED 
EXERCISES. THE INTRODUCTION PRO- 
VIDES A BRIEF DESCRIPTION OF THE 
LANGUAGE AND ITS SPEAKERS AS WELL 
AS DIRECTIONS TO THE INSTRUCTOR FOR 
PRESENTING THE DIALOGUES, DRILLS, 
AND TAPE RECORDINGS. THE GLOSSARY 
SECTION PROVIDES AN EXPLANATION OF 
THE CONVENTIONS EMPLOYED IN THE 
GLOSSARY, WHICH LISTS WORDS USED IN 
THE TEXT ACCORDING TO ROOT AND DE- 
RIVED FORMS. THIS TEXT IS ALSO FOR 
SALE FOR $2.75 BY THE SUPERINTEN- 
DENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C., 
20402. (AM) 
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THIS 28-UNIT ORAL PROGRAM WAS 
PREPARED AS A GUIDE FOR TEACHERS 
OF SPANISH-SPEAKING FOUR-., FIVE- AND 
SIX-YEAR-OLD CHILDREN WHO ARE 
LEARNING ENGLISH FOR THE FIRST 
TIME. IT IS ORGANIZED TO GIVE THE 
CHILDREN SOME UNDERSTANDING AND 
COMMAND OF SPOKEN ENGLISH BEFORE 
BEING INTRODUCED TO READING IN ENG- 
LISH. A BASIC SPEAKING VOCABULARY 
OF FIVE TO SIX HUNDRED WORDS, USED 
IN MEANINGFUL SENTENCE PATTERNS, 
IS PRESENTED IN GRADED AND CON- 
TROLLED SEQUENCES. THE AURAL-ORAL 
(AUDIO-LINGUAL) METHOD WHICH IS 
FOLLOWED IS EXPLAINED IN THE INT- 
RODUCTION. WHILE THE MATERIAL DOES 
NOT CONTAIN LINGUISTIC TERMINOLO- 
GY, AND A KNOWLEDGE OF LINGUISTICS 
ON THE PART OF THE TEACHER IS NOT 
ASSUMED, THE MATERIAL IS BASED ON 
RECENT LINGUISTIC RESEARCH AND A 
CONTRASTIVE ANALYSIS OF SPANISH 
AND ENGLISH. IN ADDITION TO THE 
TEXT, WHICH PROVIDES DETAILED, STEP- 
BY-STEP DIRECTIONS TO THE TEACHER 
FOR EACH LESSON, A FILE BOX OF 316 PIC- 
TURE CARDS AND A SET OF 35 DUPLICAT- 
ING MASTERS WAS DESIGNED FOR THE 
COURSE. THIS MATERIAL IS PUBLISHED 
BY HOUGHTON MIFFLIN COMPANY, 2 
PARK STREET, BOSTON, MASSACHU- 
SETTS, 02017. (AM) 
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THE DATA PRESENTED IN THIS BOOK 
WERE GATHERED AS PART OF A PROJECT 
TO ANALYZE THE NON-STANDARD DI- 
ALECT OF ENGLISH SPOKEN BY NEGRO 
CHILDREN IN WASHINGTON, D.C. THE 
ULTIMATE AIM OF THE PROJECT IS TO 
PRODUCE THE BASIC LINGUISTIC INFOR- 
MATION ESSENTIAL TO PROGRAMS FOR 
TEACHING STANDARD ENGLISH TO 
THESE CHILDREN. THE TAPE RECORD- 
INGS USED IN THIS STUDY ARE AVAILA- 
BLE FROM THE CENTER FOR APPLIED 
LINGUISTICS AND ARE FREE, SPONTA- 
NEOUS CONVERSATIONS RECORDED IN A 
SPECIAL “SOUND STUDIO” INSTALLED IN 
A LOW-INCOME NEIGHBORHOOD OF 
WASHINGTON. THE PASSAGES SELECTED 
FROM THE RECORDINGS FOR TRANSCRIP- 
TION ARE CONVERSATIONS BETWEEN 
MEMBERS OF A FAMIL¥ GROUP AND 


NEIGHBORHOOD CHILDREN. A MODIFIED 
STANDARD ORTHOGRAPHY WAS USED 
FOR THE TRANSCRIPTION WITH PROSO- 
DIC ASPECTS TRANSCRIBED IN A MODI- 
FIED TRAGER-SMITH SYSTEM. THE 
LANGUAGE DATA CONTAINED IN THESE 
TEXTS WILL SERVE AS THE BASIS FOR 
FURTHER LINGUISTIC AND ANTHRO- 
POLOGICAL STUDIES. COPIES OF THIS 
BOOK ARE ALSO AVAILABLE FOR $4.00 
FROM THE CENTER FOR APPLIED 
LINGUISTICS, 1717 MASSACHUSETTS AV- 
ENUE, N.W., WASHINGTON, D.C., 20036. (JD) 
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THE DEVELOPMENTAL CAREER GUI- 
DANCE IN ACTION (DCGA) PROJECT 
SOUGHT TO/ (1) BROADEN AND RAISE THE 
EDUCATIONAL-OCCUPATIONAL LEVELS 
OF ASPIRATION OF A SELECTED GROUP 
OF DETROIT INNER-CITY PUBLIC SCHOOL 
STUDENTS, (2) DEVELOP A PILOT PRO- 
GRAM TO BETTER MEET THEIR NEEDS 
THROUGH EMPHASIS ON DEVELOPMEN- 
TAL EDUCATIONAL-OCCUPATION CAR- 
EER GUIDANCE IN GRADES ONE 
THROUGH 12, AND (3) TO INVOLVE THE 
STAFFS OF THE PARTICIPATING SCHOOLS 
IN THE PROGRAM THROUGH COOPERA- 
TIVE PLANNING AND DEVELOPMENT. IN 
PHASE 1, 40 REPRESENTATIVES FROM 
THE SCHOOLS MET WITH RESOURCE PER- 
SONNEL TO DISCUSS ECONOMIC AND SO- 
CIAL TRENDS, VISITED INDUSTRY, COL- 
LEGES, AND COMMUNITY AGENCIES, DIS- 
CUSSED WAYS OF IMPROVING EDUCAT- 
ION, AND DEVELOPED PLANS FOR PRO- 
GRAM IMPROVEMENT. IN PHASE 2, A 
THREE-PERSON TEAM WAS PLACED IN 
EACH SCHOOL TO WORK WITH THE 
SCHOOL STAFF, THE COMMUNITY, AND 
THE STUDENTS TO CARRY OUT A PRO- 
GRAM MEETING PROGRAM OBJECTIVES. 
RESULTS INDICATE THAT THE LEVEL OF 
STUDENT ASPIRATION INCREASED. STU- 
DENTS SHOWED MORE GROWTH IN RE- 
GARD TO OCCUPATIONAL KNOWLEDGE 
AND PLANNING, RE-EXAMINED THEIR 
VALUE STRUCTURE, SHOWED A MORE AC- 
CEPTABLE ATTITUDE TOWARD COUNSE- 
LORS, AND PERCEIVED A GREATER NEED 
FOR PROFESSIONAL HELP. THE PROJECT 
WAS EVALUATED BY DR. CHARLES MOR- 
RIS WHO CONCLUDED THAT THE IDEA 
AND STRATEGY FOR IMPLEMENTATION 
OF DCGA HAD MADE “A SIGNIFICANT CON- 
TRIBUTION TO THE YOUNG PEOPLE IN 
THE PROJECT SCHOOLS.” (PS) 
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THE AMERICAN COLLEGE SURVEY WAS 
USED: TO ASSESS 12,432 COLLEGE FRESH- 
MEN FROM 31 INSTITUTIONS ON 43 
SCALES. FOR EACH VOCATION SELECTED 
BY 10 OR MORE STUDENTS, THE MEAN 
AND STANDARD DEVIATION WERE COM- 
PUTED FOR 117 STUDENT CHARACTERIST- 
ICS. THE VOCATIONS WERE CATEGORIZED 
INTO 13 AREAS, AND SUMMARIES OF STU- 
DENT CHARACTERISTICS IN EACH AREA 
WERE PREPARED. THE DESCRIPTIONS OF 
STUDENTS SEEKING DIFFERENT VOCA- 
TIONS IMPLY THAT/ (1) STUDENTS SEEK 
VOCATIONS WHICH ARE APPROPRIATE 
FOR THEIR INTERESTS, VALUES, AND 
SPECIAL TALENTS, (2) VOCATIONAL DECI- 
SIONS DEPEND UPON MANY STUDENT 
CHARACTERISTICS, (3) THE REPORT MAY 
BE VALUABLE TO STUDENTS WHO CAN- 
NOT USE THE SERVICES OF GUIDANCE 
WORKERS, AND (4) THERE IS PROBABLY A 
CLOSE ASSOCIATION BETWEEN THE 
CHOICE OF MAJOR FIELD AND CHOICE OF 
VOCATION. THE PRESENT STUDY MAY BE 
LIMITED BY THE FACT THAT THE STU- 
DENTS ARE ASPIRANTS, RATHER THAN 
EMPLOYEES, IN THE VARIOUS VOCAT- 
IONS. FURTHER RESEARCH EFFORTS 
ARE PLANNED TO/ (1) DEVELOP PSY- 
CHOLOGICAL CLASSIFICATION SCHEMES, 
(2) LEARN HOW STUDENTS WHO PERSIST 
IN A FIELD DIFFER FROM THOSE WHO 
LEAVE IT, (8) DETERMINE THE PREDIC- 
TIVE VALIDITIES OF THE ASSESSMENT 
DEVICES USED IN THIS STUDY, AND (4) 
DETERMINE THE INFLUENCE OF COL- 
LEGE CLIMATES UPON A STUDENT'S VO- 
CATIONAL CHOICE. THIS DOCUMENT IS 
AN ACT RESEARCH REPORT, NO. 4, JUNE 
1965. (PR) 
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THE RELATIVE PRODUCTIVITY OF 
WOMEN PH.D’S WAS STUDIED BY COMPAR- 
ING THE TEACHING AND RESEARCH CON- 
TRIBUTION OF RECENT PH.D’S IN FOUR 
CATEGORIES/ (1) MARRIED WOMEN WITH 
PH:D’S WHOSE HUSBANDS ARE 
EMPLOYED AT UNIVERSITIES WITH NE- 
POTISM RULES, (2) MARRIED WOMEN 
WITH PH.D’S WHOSE HUSBANDS ARE NOT 
ON UNIVERSITY FACULTIES OR ARE 
EMPLOYED AT UNIVERSITIES WITHOUT 
NEPOTISM RULES, (3) UNMARRIED 
WOMEN WITH PH.D’S, AND (4) MEN WITH 
PH.D’S. THE FEMALE SAMPLE STUDIED 
WAS OBTAINED FROM LISTINGS AVAILA- 
BLE IN THE INDEX OF AMERICAN DOCTO- 
RAL DISSERTATIONS FOR THE PAST SIX 
YEARS IN THE PHYSICAL AND BIOLOGI- 
CAL SCIENCES, SOCIAL SCIENCES, 
HUMANITIES, AND EDUCATION. THE 
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MALE SAMPLE WAS OBTAINED FROM THE 
SAME SOURCE BY SELECTING EVERY 
NTH NAME. THE MALE SAMPLE WAS ONE- 
THIRD THAT OF THE FEMALE SAMPLE 
BUT THE SAME PROPORTION WAS MAIN- 
TAINED IN MAJOR FIELDS. ABOUT 60 PER- 
CENT OF THE MEN AND WOMEN RES- 
PONDED TO A QUESTIONNAIRE. APPROXI- 
MATELY 15 PERCENT OF THE MARRIED 
WOMEN BELIEVE THAT THEIR CAREERS 
HAVE BEEN HURT BY ANTI-NEPOTISM 
REGULATIONS. TEACHING DUTIES OCCU- 
PY THE TIME OF MOST RESPONDENTS. 
UNMARRIED WOMEN ARE AS LIKELY TO 
HOLD ASSOCIATE OR FULL PROFESSOR- 
SHIPS AS MEN. MEN EARNED MORE THAN 
WOMEN, AND UNMARRIED WOMEN 
EARNED MORE THAN MARRIED WOMEN. 
THE MEAN NUMBER OF ARTICLES PUB- 
LISHED BY WOMEN WHO CLAIMED TO BE 
AFFECTED BY ANTI-NEPOTISM RULES IS 
HIGHER THAN THE MEAN FOR OTHER 
WOMEN AND FOR MEN. (SK) 
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THE HELPING TEACHER, OR CRISIS 
TEACHER, PROGRAM WAS INITIATED TO 
SERVE CULTURALLY DEPRIVED AND DIS- 
TURBED CHILDREN IN ELEMENTARY 
SCHOOL. IT (1) ASSISTED THE UNDERA- 
CHIEVER, (2) PROVIDED GUIDANCE, 
COUNSELING, AND LIFE SPACE INTER- 
VIEWING TO A CHILD IN CRISIS, AND (3) 
DEFINED AND IMPROVED THE MENTAL 
HYGIENE OF STUDENTS AND STAFF. AS- 
SISTANCE WAS OFFERED IN ALL ACADE- 
MIC AREAS. MOST CHILDREN SHOWED 
SOME IMPROVEMENT, BECOMING HIGH- 
LY MOTIVATED AND LESS ANTI-SOCIAL. 
CHILDREN WHOSE IMMEDIATE PROB- 
LEMS CANNOT BE SOLVED IN GROUP SI- 
TUATIONS, CAN BE HELPED AT ONCE BY 
A CRISIS TEACHER WHOSE MAJOR METH- 
OD FOR ESTABLISHING RAPPORT IS 
BASED ON THE PRINCIPLES OF EGO PSY- 
CHOLOGY AND LIFE SPACE INTERVIEWI- 
NG. THE WORKING COMMITTEE, CONSIST- 
ING OF THE PRINCIPAL, HELPING TEACH- 
ER, VISITING TEACHER, PSYCHOLOGIST, 
AND NURSE, HAD FREQUENT PROGRESS 
DISCUSSIONS WITH THE ENTIRE STAFF, 
LEADING TO ACCEPTANCE AND EDUCA- 
TIONAL FLEXIBILITY. LIMITATIONS OF 
THE PROGRAM INVOLVED/ (1) THE NUM- 
BER, TYPE, AND AGE OF UNDERACHIEV- 
ERS SERVICED, (2) THE SHORT DURATION 
OF THE PROGRAM, (3) THE PERSONALITY 
OF THE CLASSROOM TEACHER, AND (4) 
LACK OF EXTENSION TO JUNIOR AND 
SENIOR HIGH SCHOOLS. TWO UNAN- 
SWERED QUESTIONS WERE/ (1) ARE 
CHANGES PERMANENT, AND (2) WOULD 
THEY HAVE OCCURRED WITHOUT THE 
PROGRAM. (PR) 
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OPINIONS DIFFER ABOUT THE BEST 
METHOD FOR TRAINING JUDGES TO 
MAKE CLINICAL FORECASTS. SOME EVI- 
DENCE ‘SUGGESTS, HOWEVER, THAT 
JUDGMENTS ARE MORE LIKELY TO IM- 
PROVE UNDER PREDICTION CONDITIONS 
THAT ARE PRECISELY DEFINED. THIS 
STUDY ASSESSED THE EFFECT OF PRO- 
VIDING IMMEDIATE FEEDBACK TRAIN- 
ING TO JUDGES KNOWN FROM A PRE. 
VIOUS STUDY TO PREDICT EDUCATIONAL 
CRITERIA AT RELATIVELY HIGH, MO- 
DERATE, OR LOW LEVELS OF ACCURACY. 
THE CRITERIA PREDICTED WERE FRESH- 
MAN AND OVERALL COLLEGE GRADES. IN 
COMPARISON WITH JUDGES WHO RE- 
CEIVED NO TRAINING, THE FORECASTS 
OF “LOW” ACCURACY JUDGES SHOWED 
SUBSTANTIAL IMPROVEMENTS FOR 
BOTH PREDICTED CRITERIA. HOWEVER, 
THE TRAINING HAD NO NOTICEABLE AF- 
FECT ON THE JUDGEMENTS OF THE 
“HIGH” OR “MODERATE” ACCURACY 
JUDGES. THIS DOCUMENT IS A NATIONAL 
MERIT SCHOLARSHIP CORPORATION RE- 
PORT, VOLUME 3, NUMBER 3, 1967. (AU- 
THOR) 
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SCHOOL PSYCHOLOGY ENCOMPASSES 
ANY AREA OF GENERAL PSYCHOLOGY 
BROUGHT TO BEAR ON ANY PROBLEM OF 
SCHOOLS, OR PERSONS IN SCHOOLS, OR 
THE EDUCATIONAL PROBLEMS OF 
SCHOOLS. AFTER WORLD WAR II, THE DE- 
MAND FOR SCHOOL PROVISION OF CLINI- 
CAL SERVICES ROSE GREATLY BECAUSE 
OF THE RECOGNITION OF NEED, AF- 
FLUENCE, AND THE POST-WAR BABY 
BOOM WHICH MAGNIFIED EDUCATIONAL 
PROBLEMS. SUB-DOCTORAL PROGRAMS 
ARE DIRECTED TOWARD TURNING OUT 
PERSONS WHO CAN PROVIDE THE KIND 
OF CLINICALLY ORIENTED SERVICE 
THAT PUBLIC SCHOOLS NEED AND DEM- 
AND. ONE OF THE MOST SIGNIFICANT 
CONTRIBUTIONS OF THE THAYER CON- 
FERENCE WAS THE GENERAL AGREE- 
MENT THAT SCHOOL PSYCHOLOGY 
SHOULD REFLECT NOT ONLY CLINICAL, 
BUT GENERAL PSYCHOLOGY. IN MICHI- 
GAN, STATE FUNDING IS RESPONSIBLE 
FOR THE LIMITED SCOPE OF SCHOOL PSY- 
CHOLOGY BECAUSE THE REIMBURSABLE 





PROGRAM PLACES RESTRAINTS AND CON- 
STRAINTS ON THOSE ELIGIBLE TO SERVE 
AND ON THE NATURE OF THE SERVICE. 
LITTLE DOCTORAL LEVEL SCHOOL PSY- 
CHOLOGY EXISTS IN MICHIGAN. IN THE 
FUTURE, SCHOOL PSYCHOLOGY WILL 
APPLY GENERAL PSYCHOLOGICAL PRIN- 
CIPLES AND METHODS TO SCHOOL PROBL- 
EMS. THIS DOCUMENT APPEARED AS 
PART 1 IN PROFESSIONAL CHARACTERIS- 
TICS AND FUNCTIONS OF SELECTED MID- 
WESTERN PUPIL PERSONNEL WORKERS, 
REPORT 1, IRCOPPS MIDWEST RESEARCH 
CENTER FOR PUPIL PERSONNEL SERV- 
ICE, ANN ARBOR, MICHIGAN, PP. 12-23 AND 
IS AVAILABLE IN THE UNIVERSITY OF 
KANSAS BULLETIN OF EDUCATION, VOL. 
20, NO. 1, FALL ISSUE, NOVEMBER, 1965. 
(PS) 
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OF 18,000 SECONDARY SCHOOLS CON- 
TACTED, 30 PERCENT RESPONDED TO A 
QUESTIONNAIRE ON OCCUPATIONAL IN- 
FORMATION MATERIALS. OCCUPATIONAL 
LITERATURE WAS OBTAINED BY COUN- 
SELORS 80 PERCENT OF THE TIME. ON 
THE AVERAGE, $178.00 IS AVAILABLE 
YEARLY FOR THIS PURCHASE. THE FA- 
CILITIES AVAILABLE FOR DISPLAYING 
MATERIALS ARE DESCRIBED. THE CIR- 
CUMSTANCES UNDER WHICH STUDENTS 
USE OCCUPATIONAL INFORMATION AND 
THE KINDS OF STUDENTS WHO USE 
THESE MATERIALS ARE DISCUSSED. THE 
INFORMATION SOURCES USED MOST FRE- 
QUENTLY ARE RATED AND EXPLAINED. 
COUNSELORS WERE ASKED TO EVALU- 
ATE TWO TYPES OF OCCUPATIONAL LI- 
TERATURE (DESCRIPTION AND OUTLOOK) 
FOR (1) TERMINAL STUDENTS, (2) STU- 
DENTS PLANNING POST HIGH SCHOOL, 
VOCATIONAL, OR TECHNICAL TRAINING, 
AND (3) STUDENTS PLANNING TO ENTER 
JUNIOR COLLEGE OR COLLEGE. A SUMMA- 
RY OF THE INFORMATION IS PRESENTED 
IN PERCENTAGES. NO CONCLUSIONS ARE 
DRAWN BECAUSE OF THE LOW PERCEN- 
TAGE OF RETURNS. ANOTHER SURVEY OF 
SCHOOLS NOT PREVIOUSLY CONTACTED 
IS UNDERWAY. THIS SPEECH WAS PRE- 
SENTED AT THE AMERICAN PERSONNEL 
AND GUIDANCE ASSOCIATION CONVENT- 
ION, DALLAS, TEXAS, MARCH, 1967. (VL) 
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CHANGES IN MANPOWER GOALS AND 
OBJECTIVES, AND THE MEANS OF ACHI- 
EVING THEM, HAS RESULTED IN A NEW 
ROLE FOR THE UNITED STATES EMPLOY- 
MENT SERVICE. THE LOCAL EMPLOY- 
MENT OFFICE IS NOW RESPONSIBLE FOR 
THE IMPLEMENTATION OF MANPOWER 
DEVELOPMENT AND TRAINING PRO- 
GRAMS AND FOR BETTER MANPOWER 
UTILIZATION. NEWLY ASSIGNED MAN- 
POWER RESPONSIBILITIES WHICH THE 
EMPLOYMENT SERVICE HAS ABSORBED 
INCLUDE SERVING THE DISADVANTAGED 
AND IMPROVING EMPLOYABILITY. THE 
DISADVANTAGED INCLUDE THOSE 
WHOSE CULTURAL, EDUCATIONAL, PER- 
SONAL, ECONOMIC, OR FAMILY BACK- 
GROUND CHARACTERISTICS LIMIT THEIR 
PARTICIPATION IN THE JOB MARKET. 
THE TASK OF DISCOVERING AND IDENTI- 
FYING DISADVANTAGED INDIVIDUALS 
MAY ENTAIL SOME RELOCATION OF FAC- 
ILITIES. STAFF TRAINING MUST NOW EM- 
PHASIZE SOCIOECONOMIC FACTORS AS 
WELL AS PSYCHOLOGY. TO IMPROVE THE 
EMPLOYABILITY OF THE DISADVAN- 
TAGED, INDIVIDUALIZED SERVICES 
RATHER THAN MASS VOLUME TRANSAC- 
TIONS MUST BE EMPHASIZED. PROGRAMS 
PROVIDING SUCH SERVICES ARE DESC- 
RIBED. THE EMPLOYMENT SERVICE 
MUST ASSESS THE EFFECTIVENESS OF 
ONGOING MANPOWER PROGRAMS. NEW 
EMPLOYMENT SERVICE APPROACHES ON 
THE EMPLOYER SERVICE FRONT IN- 
CLUDE WORKING WITH MANAGEMENT 
AND LABOR TO IMPROVE JOB TRAINING 
ACTIVITIES, TO CHANGE JOB REQUIREM- 
ENTS, TO WORK TOWARD JOB DEVELOPM- 
ENT, AND TO IMPROVE PLACEMENT 
PROCEDURES. THIS SPEECH WAS PRE- 
SENTED AT THE AMERICAN PERSONNEL 
AND GUIDANCE ASSOCIATION CONVENT- 
ION, WASHINGTON, D.C., APRIL 5, 1966. (PS) 
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A BEHAVIORAL APPROACH WAS USED 
TO TREAT SMALL GROUPS OF CHILDREN 
IN AN INNER CITY SETTING. THE GROUPS 
WERE ORGANIZED UNDER THE AUSPICES 
OF THE HARTWIG PROJECT OF THE 
NEIGHBORHOOD SERVICE ORGANIZA- 
TION OF DETROIT AND CONSISTED OF 
CHILDREN WITH SCHOOL ADOPTION 
PROBLEMS, DELINQUENT GANGS, AND 
CHILDREN FROM DISADVANTAGED SEC- 
TIONS OF THE COMMUNITY. GROUPS CON- 
TAINED THREE TO SEVEN CHILDREN BE- 
TWEEN THE AGES OF EIGHT AND 15. THEY 
WERE HOMOGENEOUS IN REGARD TO 
SEX, AGE, AND SOCIO-ECONOMIC BACK- 
GROUND AND HETEROGENEOUS IN RE- 
GARD TO PROBLEMS PRESENTED. BEHA- 
VIORAL ASSESSMENT DETERMINED THE 
NATURE, FREQUENCY, AND CONDITIONS 
OF THE MALADAPTIVE BEHAVIORS. ON 
THE BASIS OF THE MALADAPTIVE BEHA- 
VIORS, GOALS WERE SET FOR EACH 
GROUP MEMBER. A BASELINE WAS DET- 
ERMINED FOR EACH MALADAPTIVE BE- 
HAVIOR SO THAT SUBSEQUENT BEHA- 
VIOR AFTER INTERVENTION BY THE 


WORKER COULD BE MONITORED FOR 
CHANGE. MEANS OF INTERVENTION IN- 
CLUDED REINFORCEMENT, TOKEN ECO- 
NOMY, GROUP ACTIVITIES, BEHAVIORAL 
ASSIGNMENTS, MODEL PRESENTATION, 
AND SYSTEMATIC DESENSITIZATION. 
TREATMENT WAS TERMINATED ON THE 
BASIS OF ACHIEVEMENT OF TREATMENT 
GOALS. TO DATE, RESULTS APPEAR 
PROMISING. CHANGES IN THE DESIRED 
DIRECTION HAVE BEEN OBSERVED IN A 
LARGE MAJORITY OF THE MALE 
CLIENTS, BEHAVIORAL ASSIGNMENTS 
HAVE BEEN FAVORABLY RECEIVED, AND 
GROUP WORKERS ARE ENTHUSIASTIC 
ABOUT THE APPROACH. (SK) 
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THE PRINCIPLES OF CONDUCT GOVERN- 
ING COLLEGE PSYCHIATRISTS AND THE 
RELATIONSHIPS BETWEEN THESE AU- 
THORITIES AND THEIR SUBJECTS ARE 
EXAMINED. MUCH OF THE WORK OF THE 
COLLEGE PSYCHIATRIST CONSISTS OF 
CRISIS INTERVENTION. THE COLLEGE 
PSYCHIATRIST OFTEN OPERATES AS 
BOTH A POLICE INTERROGATOR AND 
JUDGE. THE CHARACTERISTIC FEATURE 
OF HIS ROLE IS ITS DIFFUSIVENESS, 
WHICH LEADS TO CONTRADICTORY 
LOYALTIES AND GOALS. WHEN THERE IS 
A CONFLICT BETWEEN STUDENT AND AD- 
MINISTRATION, THE PSYCHIATRIST 
MUST DECIDE WHICH SIDE TO TAKE. IM- 
PLICIT IN THIS DECISION IS HIS PERCEP- 
TION OF THE PROBLEM OF CONFIDENTIA- 
LITY. EXCEPTION IS TAKEN TO 
FARNSWORTH’S ADVOCACY OF SUSPEND- 
ING THE USUAL RULES OF CONFIDENTI- 
ALITY IN A VARIETY OF SITUATIONS. THE 
RULE OF LAW IS RENDERED INOPERA- 
TIVE WHEN AUTHORITIES EXHIBIT 
BENEVOLENT DISCRETION IN ENF- 
ORCEMENT. IN PSYCHIATRIC BUREAU- 
CRACIES SUCH AS COLLEGE MENTAL 
HEALTH SERVICES, SUCH RULES ARE SA- 
CRIFICED BECAUSE OF UNLIMITED DIS- 
CRETIONARY POWER. THE COLLEGE PSY- 
CHIATRIST MISREPRESENTS HIMSELF 
BECAUSE HE ACTUALLY TREATS THE SO- 
CIAL PROBLEMS OF THE CAMPUS RATH- 
ER THAN THE SICK PERSON. BECAUSE OF 
HIS POWER IN THERAPEUTIC INTER- 
VENTIONS, HE IS A POWERFUL STATUS 
FIGURE WITH VAST POWERS OVER THE 
STUDENT. THIS DOCUMENT WAS PRE- 
SENTED IN PART AT THE ANNUAL MEET- 
ING OF THE AMERICAN ORTHOPSYCHIA- 
TRIC ASSOCIATION, WASHINGTON, D.C., 
1967. (PR) 
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A COMPARISON WAS MADE BETWEEN 29 
NURSERY SCHOOL CHILDREN WHO RE- 
CEIVED MENTAL HEALTH SERVICE AND 
20 MALADJUSTED CHILDREN WHO DID 
NOT. EACH CHILD WHO RECEIVED MEN- 
TAL HEALTH SERVICE AT SOME POINT 
DURING HIS SCHOOL CAREER WAS EV- 
ALUATED FOR ADJUSTMENT DURING 
FIVE SEGMENTS OF HIS SCHOOL CAREER. 
DATA FROM MENTAL HEALTH RECORDS 
FOR BOTH GROUPS WERE THEN SEPAR- 
ATELY EVALUATED BY THREE RATERS 
TO ASSESS EACH CHILD’S ADJUSTMENT 
DURING THESE PERIODS. DURING THE 
1940’S, MIDDLE CLASS, PROFESSIONALLY 
ORIENTED FAMILIES WITH NURSERY 
SCHOOL CHILDREN IN A COMMUNITY 
WITH ADEQUATE MENTAL HEALTH SERV- 
ICES DID USE THESE SERVICES. IN OVER 
HALF OF THE CASES, MEDICAL HEALTH 
SERVICE WAS INSTITUTED PRIOR TO THE 
FOURTH GRADE. MOST CHILDREN SHOW- 
ING EVIDENCE OF MALADJUSTMENT, OR 
USING MENTAL HEALTH SERVICES, HAD 
LOW NURSERY SCHOOL ADJUSTMENT 
RATINGS. MORE CHILDREN SHOWING MA- 
LADJUSTMENT AND RECEIVING MENTAL 
HEALTH SERVICE SHOWED IMPROVE- 
MENT IN HIGH SCHOOL THAN MALAD- 
JUSTED CHILDREN WHO RECEIVED NO 
MENTAL HEALTH SERVICE. THE NEED 
FOR MENTAL HEALTH SERVICES AT THE 
EARLY ELEMENTARY SCHOOL LEVEL IS 
SUPPORTED BY THE STUDY. THIS SPEECH 
WAS PRESENTED AT THE ANNUAL MEET- 
ING OF THE AMERICAN ORTHOPSYCHIA- 
TRIC ASSOCIATION, WASHINGTON, D.C., 
MARCH 20-24, 1967. (PS) 
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OUT OF INTERVIEW DATA AND A BU- 
REAU OF STANDARDS BOOKLET, TWO AP- 
PRAISAL DEVICES “WHERE IS IT DONE” 
AND “WHAT TO DO” WERE DEVELOPED TO 
MEASURE SOCIAL READINESS FOR EMP- 
LOYMENT. THE DEVICES ARE DIRECT 
MEANS FOR A STUDENT TO RECORD HIS 
THOUGHTS ABOUT WORK AND SCHOOL SI- 
TUATIONS SO THAT HE AND OTHERS CAN 
OBSERVE THE VERACITY OF HIS RESP- 
ONSES. THE DEVICES WERE REVISED BY 
ELIMINATING ITEMS OF WIDE VARIABIL- 
ITY IN RESPONSE, AND A KEY FOR SCOR- 
ING DEVELOPED ON THE BASIS OF THE 
RESPONSES OF WOMEN LEADERS IN 12 
DIFFERENT OCCUPATIONS. STUDENT 
RESPONSES OBTAINED IN DISADVAN- 
TAGED JUNIOR HIGH SCHOOLS SHOWED 
THAT THE INSTRUMENT WAS USEFUL IN 
DESCRIBING THE THOUGHTS OF GROUPS 
OF STUDENTS. THE RELIABILITY OF 
GROUP RESPONSES WAS .935. IT IS RECOM- 


32 


MENDED THAT A CURRICULUM UNIT BE 
DEVISED TO HELP JUNIOR HIGH SCHOOL 
STUDENTS FURTHER THEIR READINESS 
FOR EMPLOYMENT. FURTHER STUDY OF 
CHARACTERISTIC DIFFERENCES BE- 
TWEEN STUDENTS AND SOCIAL READI- 
NESS FOR EMPLOYMENT IS ALSO ADV- 
ISED. ALTHOUGH THE INSTRUMENT ELI- 
CITS VALID AND RELIABLE RESPONSES 
FROM STUDENTS, AND IS A USEFUL AID 
IN DEVELOPING STUDENT SOCIAL READI- 
NESS FOR EMPLOYMENT, IT SHOULD BE 
EXTENDED AND REFINED. (SK) 
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THIS STUDY ATTEMPTED TO DEVELOP 
AND EVALUATE A TREATMENT PROCE- 
DURE DESIGNED TO REDUCE THE INCI- 
DENCE OF MALADAPTIVE BEHAVIORS IN 
PUBLIC SCHOOL CLASSROOMS. THE 
TREATMENT PROCEDURE ATTEMPTED 
TO PROVIDE ENVIRONMENTAL CONSIS- 
TENCY IN THE CHILD’S ENVIRONMENT. 
IT WAS HYPOTHESIZED THAT GIVEN A 
PROGRAM OF HOME-SCHOOL CONSISTEN- 
CY, UNYIELDING FOR COMPLIANCE AS 
WELL AS NON-COMPLIANCE, THE MALA- 
DAPTIVE CHILD WOULD LEARN TO FUNC- 
TION WITHIN REASONABLE SOCIAL LIM- 
ITS AND SHOW A REDUCTION OF MALA- 
DAPTIVE BEHAVIORS. SUBJECTS WERE 15 
BOYS IN GRADES 7, 8, AND 9, WHO WERE 
NAMED BY ADMINISTRATORS AND COUN- 
SELORS AS HAVING SEVERE BEHAVIOR 
PROBLEMS. TREATMENT CONSISTED OF 
INVESTIGATOR-WRITTEN “PROGRAMS” 
WHICH SCHEDULED THE LIVES OF THE 
SUBJECTS. BEHAVIOR EXPECTATIONS 
AND RIGID STRUCTURE WERE BUILT 
INTO THE LIFE SCHEDULE, WITH CONSE- 
QUENCES FOR CONTINUED DEVIANCE 
AND COMPLIANCE. PARENTS AND TEACH- 
ERS RECEIVED INSTRUCTION IN THE USE 
OF THE PROGRAM. SUBJECTS WERE 
EVALUATED, TREATED FOR 11 WEEKS, 
EVALUATED, LEFT ALONE FOR FIVE 
WEEKS, AND EVALUATED A FINAL TIME. 
HYPOTHESES REGARDING BEHAVIOR, 
TEST RESULTS, AND GRADES WERE 
TESTED. SIGNIFICANT BEHAVIOR 
CHANGE OCCURRED PRIOR TO TREAT- 
MENT AND CONTINUED. THIS IS EX- 
PLAINED AS THE CONSEQUENCE OF A 
CONTINUED HAWTHORNE EFFECT. ANAL- 
YSIS OF WHY TREATMENT WAS NOT EF- 
FECTIVE IS GIVEN. FUTURE WORK IN 
THIS AREA MUST INCLUDE CONTROLS 
FOR THE HAWTHORNE EFFECT. (SK) 
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TEST, RESEARCH, ROKEACH DOGMATISM 
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HOW STUDENTS SAY THEY LEARN WAS 
INVESTIGATED. INTERVIEWS WITH A 
RANDOM SAMPLE OF 74 WOMEN STU- 
DENTS POSED QUESTIONS ABOUT THE 
NATURE, FREQUENCY, PATTERNS, AND 
CIRCUMSTANCES UNDER WHICH ACTS OF 
DISCOVERY TAKE PLACE IN THE ACADE- 
MIC SETTING. STUDENTS WERE AS- 
SIGNED DISCOVERY RATINGS BASED ON 
READINGS OF TYPESCRIPTS. EACH STU- 
DENT WAS CLASSIFIED AND ANALYZED 
IN TERMS OF QUANTITATIVE TESTS OF 
FLEXIBILITY (ROKEACH DOGMATISM 
AND OTHER USES TEST) AND SECURITY 
(MASLOW SECURITY-INSECURITY TEST 
AND A SELF RATING). A MAJORITY OF 
STUDENTS REPORTED DISCOVERY EXP- 
ERIENCES. A CONCEPTUAL MODEL OF 
THE ACT OF DISCOVERY WAS DEVELO- 
PED. IT WAS CONCLUDED THAT A PHE- 
NOMENOLOGICAL APPROACH TO THE 
STUDY OF THE DISCOVERY ACT IS FRUIT- 
FUL WHEN COUPLED WITH ADDITIONAL 
SOURCES OF INFORMATION ABOUT THE 
SUBJECTS. THE RELATIONSHIP BE- 
TWEEN ACADEMIC MOTIVATION, PERSIS- 
TENCE, AND VERBAL SKILL IS SUGGES- 
TIVE ON AN INDIVIDUAL CASE LEVEL 
AND WARRANTS FURTHER STUDY. THE 
STUDY REVEALED THAT STUDENTS ARE 
INTERESTED IN THE EDUCATIONAL 
PROCESS. THE IMPORTANCE OF THE 
TEACHER AS DIAGNOSTICIAN, AND NOT 
MERELY EVALUATOR OF PERFORMANCE, 
WAS ALSO BROUGHT OUT. TEACHERS IN 
TRAINING MAY BENEFIT FROM A CONSI- 
DERATION OF THE INDIVIDUAL STUDENT 
AS A COMPLEX OF INTELLECTUAL AND 
PERSONALITY VARIABLES WHICH IN- 
TERACT WITH CIRCUMSTANTIAL FACT- 
ORS. (SK) 
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CALIFORNIA ACHIEVEMENT TEST BAT- 
TERY, DUNNS OBJECT SORTING TASK, IN- 
TELLIGENCE QUOTIENT, INTELLIGENCE 
TESTS, LORRANCE TEST, PEARSON PRO- 
DUCT MOMENT CORRELATIONS, RE- 
SEARCH PROJECTS, STANFORD BINET IN- 
TELLIGENCE TEST, STATISTICAL ANALY- 
SIS, TEST RELIABILITY, USES FOR 
THINGS TEST, WECHSLER INTELLIGENCE 
SCALE FOR CHILDREN, 

THE RELATIVE EFFECTIVENESS OF 
TASK SCORES VERSUS IQ AS PREDICTORS 
OF ACADEMIC ACHIEVEMENT WAS IN- 
VESTIGATED, AND THE CORRELATIONS 
BETWEEN TASK SCORES AND IQ RE-EXA- 
MINED. SUBJECTS WERE 99 UPPER-MID- 





DLE CLASS ELEMENTARY SCHOOL CHIL- 
DREN WITH A MEAN STANFORD-BINET IQ 
OF 126 (SD EQUALS 19). THE INSTRUMENTS 
USED WERE DUNN’S OBJECT SORTING 
TASK (OST), STANFORD BINET IQ SCORES, 
WECHSLER INTELLIGENCE SCALE FOR 
CHILDREN (WISC) VOCABULARY TEST, 
THE CALIFORNIA ACHIEVEMENT TEST 
BATTERY (CATB), THE TORRANCE TESTS, 
AND, FOR YOUNGER CHILDREN, THE 
USES FOR THINGS TEST. CORRELATION 
AND MULTIPLE REGRESSION ANALYSES 
WERE CONDUCTED. IT WAS EXPECTED 
THAT/ (1) SORTING FLUENCY, SPEED AND 
QUALITY OF THE VERBAL EXPLANATION 
OF CLASSIFICATORY CONCEPTS WOULD 
PREDICT ACADEMIC ACHIEVEMENT, (2) 
THE NUMBER OF POSITIVE SORTS AND 
MEAN VERBALIZATION SCORES WOULD 
CORRELATE WITH IQ, AND (3) OST FLUEN- 
CY, FLEXIBILITY, AND ORIGINALITY 
WOULD CORRELATE WITH THEIR RES- 
PECTIVE TORRANCE SCORES. ALL THREE 
HYPOTHESES WERE SUPPORTED. THE RE- 
SULTS INDICATE THE OST MAY BE USE- 
FUL IN DETECTING DIFFERENCES IN AP- 
PARENTLY HOMOGENEOUS IQ GROUPS. A 
STRONG PREDICTIVE RELATIONSHIP BE- 
TWEEN PERFORMANCE ON THE OST AND 
ACHIEVEMENT IN FORMAL SUBJECT 
AREAS WAS ALSO FOUND. THIS DOCU- 
MENT APPEARED AS STUDY 3 IN SCHOOL 
ANXIETY AND COGNITIVE FUNCTIONING/ 

EXPLORATORY STUDIES, REPORT 4, IR- 
COPPS MIDWEST RESEARCH CENTER FOR 
PUPIL PERSONNEL SERVICES, ANN 
ARBOR, MICH., PP. 122-130. (PS) 
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AGE, SEX, AND IQ DIFFERENCES IN THE 
CHARACTERISTICS OF THE CONCEPTUAL 
PERFORMANCE OF ELEMENTARY 
SCHOOL CHILDREN WERE STUDIED. PER- 
FORMANCE MEASURES WERE OBTAINED 
THROUGH THE USE OF DUNN’S OBJECT 
SORTING TASK (OST) WHICH PROVIDED 
SUCH INDICATORS AS SIZE OF THE COGNI- 
TIVE MATRIX, ACCESSIBILITY OF THE 
CONCEPTS IN THE MATRIX, AND DEGREE 
OF PRECISION IN THE VERBAL REP- 
RESENTATION OF THE CONCEPTS IN THE 
MATRIX. THE SAMPLE CONSISTED OF 99 
UPPER MIDDLE CLASS ELEMENTARY 
SCHOOL CHILDREN WITH A MEAN STAN- 
FORD BINET IQ OF 126. THE RELATIVE 
CONTRIBUTIONS OF AGE, SEX, AND IQ TO 
OST PERFORMANCE PATTERNS WERE AS- 
SESSED BY ANALYSIS OF VARIANCE AND 
A FILTER MEANS PROGRAM. THE RE- 
SULTS OBTAINED WERE SUGGESTIVE OF 
DIFFERENTIAL EFFECTS OF AGE AND IQ 
LEVELS ON COGNITIVE PERFORMANCE. 
FOR GIRLS, LEVEL OF IQ WAS NOT ASSO- 
CIATED WITH CONCEPT FORMATION AND 
UTILIZATION ON THE TASK, WHEREAS 
AGE WAS. THE OPPOSITE WAS TRUE FOR 
BOYS, THE COMPLEX PATTERNS OF IN- 


TERACTION BETWEEN AGE, SEX, AND IQ 
SUGGEST THE NEED FOR FURTHER RES- 
EARCH. THIS DOCUMENT APPEARED AS 
STUDY 4 IN SCHOOL ANXIETY AND COGNI- 
TIVE FUNCTIONING] EXPLORATORY 
STUDIES, REPORT 4, IRCOPPS MIDWEST 
RESEARCH CENTER FOR PUPIL PERSON- 
NEL SERVICES, ANN ARBOR, MICHIGAN, 
PP. 131-140. (PS) 
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TWO HYPOTHESES RELATED TO HYPO- 
THESIS INTERFERENCE IN CONCEPT 
PERFORMANCE OF YOUNG CHILDREN 
WERE TESTED/ (1) STUDENTS MAKE MORE 
CLASSIFICATIONS WHEN SsTIMULUS 
OBJECTS ARE PRESENTED SEQUENTIAL- 
LY THAN WHEN STIMULUS OBJECTS ARE 
PRESENTED SIMULTANEOUSLY, AND (2) 
REDUCING THE NUMBER OF STIMULUS 
OBJECTS INCREASES CLASSIFICATION 
SPEED. MATCHED ON THE BASIS OF STAN- 
FORD-BINET IQ SCORES AND SEX,.20 SE- 
COND GRADE STUDENTS WERE SEPARAT- 
ED INTO TWO GROUPS. BEFORE TESTING, 
A PENCIL SORTING TEST WAS DEMON- 
STRATED TO ESTABLISH A SET TOWARD 
CLASSIFICATION ON THE BASIS OF PHY- 
SICAL ATTRIBUTES RATHER THAN AF- 
FECTIVE OR FUNCTIONAL QUALITIES. 
THE SIX BLOCKS TO BE SORTED WERE 
PRESENTED SIMULTANEOUSLY FOR 
CHILDREN IN ONE GROUP (MPG) AND 
SERIALLY FOR CHILDREN IN THE OTHER 
GROUP (SPG). THE FIRST HYPOTHESIS 
WAS SUPPORTED BY THE DATA. SIGNIFI- 
CANTLY MORE SORTS WERE MADE BY 
THE SPG. HOWEVER, THE DATA INDICATE 
THAT REDUCTION OF STIMULUS OBJECTS 
DOES NOT LEAD TO FASTER DISCRIMIN- 
ATIONS. NO SIGNIFICANT DIFFERENCES 
BETWEEN THE CLASSIFICATION SPEEDS 
OF THE TWO GROUPS WERE OBSERVED. 
THE STUDY SUGGESTS THAT SERIAL PRE- 
SENTATION OF EDUCATIONAL MATERIAL 
WOULD STIMULATE THE FORMATION OF 
MORE CONCEPTS THAN WOULD SIMULTA- 
NEOUS PRESENTATION. THIS DOCUMENT 
APPEARED AS STUDY 5 IN SCHOOL ANXIE- 
TY AND COGNITIVE FUNCTIONING/ EX- 
PLORATORY STUDIES, REPORT 4, IRCOPPS 
MIDWEST RESEARCH CENTER FOR PUPIL 
PERSONNEL SERVICES, ANN ARBOR, 
MICHIGAN, PP. 141-164. (PS) 
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HEALTH, PEARSON PRODUCT MOMENT 
CORRELATIONS, PEER RELATIONSHIP, 
SARASON TEST ANXIETY SCALE FOR 
CHILDREN, STATISTICAL ANALYSIS, STU- 
DENT ADJUSTMENT, 

A STUDY WAS MADE OF THE RELATION- 
SHIP OF CHILDREN’S SCHOOL MENTAL 
HEALTH PROBLEMS TO (1) THEIR INTEL- 
LECTUAL, ACADEMIC, AND SOCIAL PER- 
FORMANCE AND (2) CERTAIN FAMILY, 
SCHOOL, AND COMMUNITY BACKGROUND 
VARIABLES. LITERATURE PERTINENT 
TO THE PROBLEM IS REVIEWED. THE 
SAMPLE CONSISTED OF 400 ELEMENTARY 
SCHOOL STUDENTS. GROUP INTELLI- 
GENCE TESTS, AN ACHIEVEMENT TEST, 
THE GOODENOUGH DRAW-A-MAN TEST, A 
PEER RATING, A REVISED FORM OF 
SARASON’S TEST ANXIETY SCALE FOR 
CHILDREN, CUMULATIVE RECORD IN- 
FORMATION, AND A MULTIPLE CHOICE 
QUESTIONNAIRE ABOUT SCHOOL ATTI- 
TUDES, PERCEPTION OF CLASSROOM 
MANAGEMENT, AND PERSONAL AFFECT 
WERE USED. A PEARSON PRODUCT-MO- 
MENT CORRELATION MATRIX WAS GEN- 
ERATED FOR 40 CASES. THE GENERAL 
EMOTIONAL TONE OF THE CLASSROOM IS 
RELATED TO THE AFFECTIVE IMAGE OF 
THE TEACHER AS PERCEIVED BY THE 
CHILD. PERSONAL AFFECT STATES SEEM 
MORE INVOLVED WITH TEACHER-PEER 
RELATIONSHIPS THAN WITH PERSONAL 
AND FAMILY BACKGROUND FACTORS. 
GREATER ATTENTION SHOULD BE PAID 
TO TEACHER-PUPIL AND PUPIL-PUPIL IN- 
TERACTION, AND TO THE CLASSROOM 
CLIMATE. THIS DOCUMENT APPEARED AS 
STUDY 6 IN SCHOOL ANXIETY AND COGNI- 
TIVE FUNCTIONING; EXPLORATORY 
STUDIES, REPORT 4, IRCOPPS MIDWEST 
RESEARCH CENTER FOR PUPIL PERSON- 
NEL SERVICES, ANN ARBOR, MICHIGAN, 
PP. 165-211. (PS) 
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A SERIES OF STUDIES SOUGHT TO AS- 
CERTAIN (1) INTER- AND INTRA-RATER 
RELIABILITY FOR THE HARRIS-GOODE- 
NOUGH DRAW-A-MAN TEST, (2) DRAW-A- 
MAN (DAM) VALIDITY, AND DRAW-A- 
WOMAN (DAW) VALIDITY. THE DRAWINGS 
OF 72 STUDENTS IN AN UPPER MIDDLE 
CLASS WERE SCORED INDEPENDENTLY 
BY TWO SELF-TAUGHT SCORERS, ONE OF 
WHOM ALSO RESCORED THE TEST A 
WEEK LATER. THE INTER-RATER RELIA- 
BILITY WAS .88 AND THE INTRA-RATER 
RELIABILITY WAS .93. IT SEEMS THAT NO 
SIGNIFICANT INCREASE IN RATER RELI- 
ABILITY WAS ACHIEVED BY HARRiS’ 
REVISION. THE THREE DAM VALIDATION 
STUDIES RELATED DAM SCORES TO/ (1) 
STANFORD-BINET FORM L-M SCORES, (2) 
THE WECHSLER INTELLIGENCE, SCALE 
FOR CHILDREN, AND (3) GROUP MEAS- 
URES OF INTELLIGENCE AND ACHIEVEM- 
ENT. RESULTS ARE PRESENTED IN TWO 





TABLES. ALTHOUGH MODERATE CORRE- 
LATIONS WITH THE BINET AND WECH- 
SLER SCALES WERE FOUND, THE TEST 
APPEARS TO TAP AREAS OF INTELLEC- 
TUAL ABILITY THAT HAVE LITTLE SIGNI- 
FICANCE FOR ACADEMIC ACHIEVEMENT. 
IN THIS STUDY, LITTLE DIFFERENCE 
WAS FOUND BETWEEN THE DAM-WISC 
AND DAW-WISC CORRELATIONAL PAT- 
TERNS, SUGGESTING THAT THE TWO 
FORMS OF THE TEST ARE SIMILAR AND 
MIGHT BE USED INTER-CHANGEABLY IN 
DETERMINING MEAN GROUP IQ LEVELS. 
THIS DOCUMENT APPEARED AS STUDY 7 
IN SCHOOL ANXIETY AND COGNITIVE 
FUNCTIONING/ EXPLORATORY STUDIES, 
REPORT 4, IRCOPPS MIDWEST RESEARCH 
CENTER FOR PUPIL PERSONNEL SERV- 
ICES, ANN ARBOR, MICH., PP. 212-222. (PS) 
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INTELLIGENCE TEST, STATISTICAL 
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THE RELATIONSHIPS BETWEEN 
SCHOOL GENERATED ANXIETY AND VAR- 
IOUS INDICES OF SCHOOL ACHIEVEMENT, 
CREATIVITY, AGE, AND IQ, ARE INVESTIG- 
ATED. A’ 160 ITEM, MULTIPLE-CHOICE, 
MULTI-SCALE, SCHOOL ANXIETY QUES- 
TIONNAIRE WAS ADMINISTERED TO 56 
FOURTH, FIFTH, AND SIXTH GRADE CHIL- 
DREN WITH A MEAN STANFORD BINET IQ 
OF 126 FROM AN UPPER MIDDLE CLASS 
COMMUNITY. FACTOR SUBSCALE T- 
SCORES RULED OUT THE EFFECTS OF 
RESPONSE BIAS, AND CLUSTER ANALY- 
SIS IDENTIFIED SUBGROUPS OF INDIVI- 
DUALS WITH SIMILAR PATTERNS OF RES- 
PONSE ACROSS VARIABLES. SIGNIFICANT 
POSITIVE RELATIONSHIPS WERE FOUND 
BETWEEN A SPECIFIC MEASURE OF 
CHILDREN’S SCHOOL ANXIETY AND 
SGHOOL PERFORMANCE. THE QUESTION- 
NAIRE MEASURE OF ANXIETY WAS A SIG- 
NEFICANT PREDICTOR OF SCHOOL ACHIE- 
VEMENT. RESULTS ARE DISCUSSED IN 
TERMS OF ANXIETY ABOUT'TEST ANTI- 
CIPATION, TEACHER REPORTS, SCHOOL 
FAILURE, AND GOOD SCHOOL PERFORM- 
ANCE. THE RESULTS OF THE STUDY SUG- 
GEST THAT AT LEAST IN THE LATER EL- 
EMENTARY GRADES AND ESPECIALLY 
FOR GIRLS, NEGATIVE AFFECT CAN HAVE 
A FACILITATING EFFECT ON SCHOOL 
PERFORMANCE. THIS DOCUMENT AP- 
PEARED AS STUDY 8 IN SCHOOL ANXIETY 
AND COGNITIVE FUNCTIONING/ EXPLO- 
RATORY STUDIES, REPORT 4, IRCOPPS 
MIDWEST RESEARCH CENTER FOR PUPIL 
PERSONNEL SERVICES, ANN ARBOR, 
MICHIGAN, PP. 223-241. (PS) j 
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*SCHOOLS, CINCINNATI, DISADVAN- 
TAGED YOUTH, ELE. AND SECON. ACT 
TITLE I PROJECTS, 
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PROJECT AND PROGRAM EVALUATION 
REPRESENT TWO BROAD STRATEGIES 
FOR EVALUATION. PRODUCT EVALUA- 
TION OF A PROJECT DETERMINES THE 
EXTENT TO WHICH OBJECTIVES ARE 
ACHIEVED. THE EVALUATOR’S ATTEN- 
TION IS FOCUSED ON CHANGE IN THE 
TARGET PUPIL OR SCHOOL ON A PRE-PRO- 
JECT TO A POST-PROJECT BASIS. IN THEIR 
EVALUATION OF THE ELEMENTARY AND 
SECONDARY EDUCATION ACT, CONGRESS 
IS INTERESTED IN THE TYPES OF EVI- 
DENCE PRODUCED THROUGH PRODUCT 
EVALUATION. PROCESS EVALUATION 
MONITORS PROJECT CONDITIONS TO 
MAKE THE PROJECT MORE EFFICIENT OR 
BETTER. PROGRAM EVALUATION IS AN 
ASSESSMENT OF THE CHANGES WHICH 
ARE THE OUTCOMES OF INTERACTIONS 
AMONG PROJECTS OR TREATMENTS. PRO- 
GRAM EVALUATION ASSESSES NOT ONLY 
CHANGE'IN TARGET PUPILS OR SCHOOLS, 
BUT ALSO, TOTAL IMPACT. PROGRAM EV- 
ALUATION IMPLIES THAT ATTENTION TO 
OVER-ALL BAROMETERS OF EDUCATION- 
AL HEALTH MIGHT CAPTURE SIDE EFF- 
ECTS. NO ATTEMPT IS MADE TO ANALYZE 
HOW OR WHY CHANGES OCCUR. THIS 
MODEL SUGGESTS THAT THE SCHOOL 
SHOULD BE AN EVALUATION UNIT TO DE- 
TECT POSSIBLE FALLOUT EFFECTS. RE- 
SULTS OF THE IMPLEMENTATION OF 
THIS STRATEGY IN CINCINNATI ARE 
DISCUSSED. THIS SPEECH WAS PRESENT- 
ED AT THE AMERICAN PERSONNEL AND 
GUIDANCE ASSOCIATION CONVENTION 
(DALLAS, TEXAS, MARCH, 1967). (PS) 


ED 013 477 EA 000 143 
MORPHET,EDGAR L. RYAN,CHARLES 0. 
PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS FOR 
EDUCATION, REPORTS PREPARED FOR THE 
AREA CONFERENCE (1ST, DENVER, JUNE 
29-JULY 1, 1966). 
DESIGNING EDUCATION 

TURE, DENVER, COLO. 
PUBDATE JUL66 
EDRS PRICE MF-$1.25 HC-$10.80 268P. 

‘DESCRIPTORS *EDUCATIONAL CHANGE, 
*EDUCATIONAL OBJECTIVES, *EDUCA- 
TIONAL PLANNING, *SOCIAL CHANGE, 
*STATE PROGRAMS, COLLECTIVE BAR- 
GAINING, COMMUNICATIONS, DENVER, 
ECONOMIC FACTORS, HEALTH EDUCAT- 
ION, HUMANITIES, INFORMATION SYS- 
TEMS, LABOR UNIONS, NATURAL RE- 
SOURCES, ORGANIZATIONS (GROUPS), PO- 
PULATION TRENDS, TECHNOLOGICAL AD- 
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FIFTEEN PAPERS RELATED TO VAR- 
IOUS ASPECTS OF PROJECTED SOCIAL 
CHANGE WERE PRESENTED AT THE 
FIRST AREA CONFERENCE OF “DESIGN- 
ING EDUCATION FOR THE FUTURE,” AN 
EIGHT-STATE PROJECT OF JOINT ACTION 
BY ARIZONA, COLORADO, IDAHO, MONTA- 
NA, NEVADA, NEW MEXICO, UTAH, AND 
WYOMING. THE 15-YEAR PROJECTION FO- 
CUSED UPON IMPLICATIONS FOR EDUCA- 
TION IN THE ROCKY MOUNTAIN STATES 
AND CONSIDERED NATURAL RESOURCE 
TRENDS, ADVANCES IN MEDICAL 
SCIENCES, HEALTH AND WELFARE, ECO- 
NOMIC DEVELOPMENT, FEDERAL-STATE- 
LOCAL COOPERATION, URBANIZATION, 
INDUSTRIAL RELATIONS, COMMUNICA- 
TIONS AND INFORMATION SYSTEMS, 
TECHNOLOGY, POPULATION TRENDS NA- 
TIONALLY AND IN THE EIGHT-STATE 
AREA, THE FUTURE OF THE HUMANI- 
TIES, AND HUMAN RESPONSIBILITIES IN 
THE EMERGING SOCIETY. THE PAPERS 
WERE DELIVERED BY NATIONALLY RE- 


FOR THE FU- 


COGNIZED CONSULTANTS. THE PROJECT 
IS CONCERNED WITH ALL ASPECTS OF 
EDUCATION AFFECTING THE IMPROVE- 
MENT AND STRENGTHENING OF RESPEC- 
TIVE STATE EDUCATIONAL AGENCIES. 
THIS DOCUMENT IS ALSO AVAILABLE 
FROM DESIGNING EDUCATION FOR THE 
FUTURE, PROJECT OFFICE} 1362 LINCOLN 
STREET, DENVER, COLORADO 80203, 
UNTIL SUPPLY IS EXHAUSTED. (JK) 
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CATIONS, DISTRICT OF COLUMBIA, OCCU- 
PATIONAL INFORMATION, PUBLIC 
SCHOOL SYSTEMS, QUESTIONNAIRES, 
STATUS, TABLES (DATA), 

INFORMATION REGARDING TITLE AND 
STATUS, RESPONSIBILITIES, PERSONNEL 
SUPERVISION, SALARIES, QUALIFICAT- 
IONS, AND JOB DESCRIPTIONS OF SCHOOL 
BUSINESS ADMINISTRATORS WAS OB- 
TAINED FROM INDIVIDUAL SCHOOL SYS- 
TEMS THROUGHOUT THE COUNTRY. THE 
INFORMATION WAS RECEIVED FROM 239 
OF THE 274 QUESTIONNAIRES. THIS CIR- 
CULAR IS ALSO AVAILABLE FROM EDU- 
CATIONAL RESEARCH SERVICE, 1201 SIX- 
TEENTH STREET, N.W., WASHINGTON, D.C. 
20036, 56 PAGES, $1.25. (HW) 
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(2D, SALT LAKE CITY, OCTOBER 24-26, 1966). 

DESIGNING EDUCATION FOR THE FU- 
TURE, DENVER, COLO. 

PUB DATE JAN 67 

EDRS PRICE MF-$1.25 HC-$13.40 333P. 

DESCRIPTORS *EDUCATIONAL CHANGE, 
*EDUCATIONAL OBJECTIVES, *EDUCA- 
TIONAL PLANNING, *SOCIAL CHANGE, 
*STATE PROGRAMS, ADMINISTRATIVE 
ORGANIZATION, ADULT EDUCATION, CIT- 
IZENSHIP RESPONSIBILITY, COMPENSA- 
TORY EDUCATION, DENVER, EDUCATION- 
AL ADMINISTRATION, EDUCATIONAL EN- 
VIRONMENT, EDUCATIONAL RESEARCH, 
FINANCIAL SUPPORT, HIGHER EDUCAT- 
ION, PERSONNEL POLICY, POSTSECONDA- 
RY EDUCATION, SALT LAKE CITY, STATE 
DEPARTMENTS OF EDUCATION, VOCA- 
TIONAL EDUCATION, 

AT A CONFERENCE IN SALT LAKE CITY, 
UTAH, OCTOBER 24-26, 1966, SPONSORED 
BY EIGHT’ ROCKY MOUNTAIN STATES, 
SIXTEEN PAPERS AND FOUR SUPPLEM- 
ENTARY STATEMENTS WERE GIVEN BY 
EDUCATIONAL AUTHORITIES TO DEFINE 
PROSPECTIVE CHANGES IN SOCIETY BY 
1980 AND TO CONSIDER THEIR IMPLICA- 
TIONS FOR EDUCATION. FACTORS IN- 
FLUENCING EDUCATIONAL CHANGE IN- 
CLUDE POPULATION INCREASE, IM- 
PROVED COMMUNICATIONS FACILITIES 
AND PROCEDURES, POPULATION MOBILI- 
TY, STEADILY RISING ECONOMIC PRO- 
DUCTION, INCREASE IN SIZE OF WORK 
FORCE AND KINDS OF OCCUPATIONS, AND 
IDEOLOGICAL CONFLICT. STRUCTURAL 
IMPLICATIONS REQUIRE REVISIONS OF 
THE LOCAL SCHOOL DISTRICT, THE NA- 
TIONAL EDUCATIONAL PROGRAM, THE 





FINANCIAL BASE OF EDUCATION, THE 
STATE DEPARTMENT OF EDUCATION, 
AND AN EXPANSION OF RESEARCH AND 
DEVELOPMENT IN EDUCATION. CURRI- 
CULUM AREAS NEEDING REVIEW ARE 
OUTLINED AND ORGANIZATIONAL INNO- 
VATIONS ARE SUGGESTED. OTHER CONSI- 
DERATIONS INCLUDE--(1) SELF-RENEW- 
ING MECHANISMS TO INSURE AN EFFEC- 
TIVE EDUCATIONAL PROGRAM FOR ACHI- 
EVING THE GOALS OF A SINGLE SCHOOL, 
(2) THE SOCIAL AND PSYCHOLOGICAL 
CONDITIONS OF LEARNING, (3) COMPEN- 
SATORY EDUCATION, (4) VOCATIONAL 
EDUCATION, (5) COMMUNITY COLLEGES, 
(6) ADULT AND CONTINUING EDUCATION, 
(7) COLLEGE AND UNIVERSITY RELAT- 
IONSHIPS, (8) LEADERSHIP AND CONTROL 
OF THE AMERICAN SCHOOL SYSTEM, (9) 
PERSONNEL POLICIES AND PRACTICES, 
(10) LOCAL EDUCATIONAL ORGANIZATION 
AND ADMINISTRATION, (11) THE STATE’S 
RESPONSIBILITIES FOR EDUCATION, 
AND (12) THE DEVELOPMENT OF POLITI- 
CAL COMPETENCE THROUGH EDUCAT- 
ION. COPIES OF THIS DOCUMENT ARE 
ALSO AVAILABLE FROM DESIGNING EDU- 
CATION FOR THE FUTURE, 1362 LINCOLN 
STREET, DENVER, COLORADO 80203, 
UNTIL SUPPLY IS EXHAUSTED. (JK) 


ED 013 480 EA 000 594 
BRIDGES, EDWIN M. 

A MODEL FOR SHARED DECISION MAKING 
IN THE SCHOOL PRINCIPALSHIP. 

CENTRAL MIDWESTERN REGIONAL 

EDUC. LAB., ST. ANN,MO 
REPORTNUMBER CEMREL-OP-NO-2-1967 
PUBDATE 67 
CONTRACT OEC-3-6-001507-1507 
EDRS PRICE MF-$0.25 HC-$0.64 14P. 
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RESEARCH SUGGESTS THAT TEACHER 
PARTICIPATION IN DECISIONMAKING 
HAS DESIRABLE CONSEQUENCES. WHEN 
THE PRINCIPAL INVOLVES TEACHERS IN 
MAKING DECISIONS WHICH ARE LOCAT- 
ED IN THEIR ZONE OF INDIFFERENCE, 
PARTICIPATION IS LESS EFFECTIVE. A 
TEACHER IS INTERESTED IN PARTI- 
CIPATING IF THE DECISION IS RELEVANT 
TO HIM AND IF HE IS CAPABLE OF CON- 
TRIBUTING TO THE DECISION. WHEN THE 
PRINCIPAL HAS DECIDED AT WHAT 
PHASE IN THE DECISIONMAKING PRO- 
CESS TEACHERS WILL BE INCLUDED AND 
WHAT THEIR ROLE WILL BE, HE MUST 
DETERMINE THE CONSTITUTIONAL AR- 
RANGEMENT OF THE GROUP (PARTI- 
CIPANT-DETERMINING, PARLIAMEN- 
TARIAN, OR DEMOCRATIC-CENTRALIST). 
DECISIONS APPROPRIATE FOR PARTI- 
CIPANT-DETERMINING HOLD HIGH RELE- 
VANCE TO THE TEACHERS. WHEN TEACH- 
ERS’ INTERESTS ARE CONFLICTING, THE 
PARLIAMENTARIAN STYLE IS MOST AP- 
PROPRIATE FOR ACHIEVING CONSENSUS, 
AND WHEN BOTH TEACHERS’ VIEWS AND 
THE PRINCIPAL’S FINAL JUDGMENT ARE 
REQUIRED; THE DEMOCRATIC-CENTRAL- 
IST STYLE IS MOST FEASIBLE. IN ALL 
THREE STRUCTURES, THE PRINCIPAL 
MUST FACILITATE THE GROUP EFFORT 
IN ORDER TO MAINTAIN THE NECESSARY 
LEADERSHIP POSITION. (HM) 
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DESCRIPTORS *EDUCATIONAL CHANGE, 
*EDUCATIONAL OBJECTIVES, *EDUCA- 
TIONAL PLANNING, *EDUCATIONAL 
STRATEGIES, *STATE PROGRAMS, BOARD 
OF EDUCATION ROLE, CHANGE AGENTS, 
DENVER, ECONOMIC FACTORS, EDUCA- 
TIONAL IMPROVEMENT, EDUCATIONAL 
RESEARCH, POLITICAL POWER, POWER 
STRUCTURE, RESEARCH AND DEVELOP- 
MENT CENTERS, SCOTTSDALE, STATE DE- 
PARTMENTS OF EDUCATION, SUPERIN- 
TENDENT ROLE, URBAN SCHOOLS, 
NINETEEN POSITION PAPERS AND AC- 
COMPANYING SUPPLEMENTARY STATE- 
MENTS FOCUS ON ASPECTS OF EDUCATIO- 
NAL PLANNING STUDIED AT THE THIRD 
CONFERENCE OF A ROCKY MOUNTAIN 
STATE PROJECT, “DESIGNING EDUCA- 
TION FOR THE FUTURE,” HELD APRIL 3-5, 
1967, IN SCOTTSDALE, ARIZONA. THE PUR- 
POSE OF THE CONFERENCE WAS TO IDEN- 
TIFY CHANGES NEEDED FOR THE IM- 
PROVEMENT OF EDUCATION IN THE RES- 
PECTIVE STATES, TO DETERMINE AP- 
PROPRIATE GOALS, AND TO EXAMINE 
THE PLANNING AND CHANGE PROCESSES 
NEEDED TO ACCOMPLISH THESE OBJECT- 
IVES. INDIVIDUAL STATE PARTICIPA- 
TION IN THE LONG RANGE PROJECT IN- 
CLUDED APPOINTMENT OF A PROJECT 
COORDINATOR, AN ADVISORY COMMIT- 
TEE, AND STUDY COMMITTEES TO CARRY 
OUT RELATED ACTIVITIES OF THE STATE 
AND TO ASSURE EFFECTIVE PLANNING 
AND CONDUCTING OF THE PROJECT. IN 
CONSIDERING EDUCATIONAL NEEDS 
THROUGH 1980, PARTICULAR ATTENTION 
WAS GIVEN TO DEFINING THE COMPO- 
NENTS OF THE PLANNING PROCESS AND 
TO FORMULATING PROCEDURES FOR EF- 
FECTING THE DESIRED CHANGE. OTHER 
ASPECTS OF EDUCATIONAL IMPROVE- 
MENT CONSIDERED INCLUDED RE- 
SEARCH UTILIZATION, POLITICAL PROB- 
LEMS AND POWERS INVOLVED IN ACCOM- 
PLISHING EDUCATIONAL CHANGE, EDU- 
CATIONAL CHANGE WITH RESPECT TO IN- 
DIVIDUAL SCHOOLS AND TO LOCAL SYS- 
TEMS, EDUCATIONAL CHANGE IN URBAN 
AREAS, THE ROLES OF VARIOUS PARTI- 
CIPANTS (SUPERINTENDENTS, BOARD 
MEMBERS, AND NONEDUCATORS) IN 
ACHIEVING EDUCATIONAL OBJECTIVES, 
THE STATE AGENCY FOR EDUCATION, 
AND STATE PLANNING IN PUBLIC EDUCA- 
TION. COPIES OF THIS DOCUMENT ARE 
ALSO AVAILABLE FROM DESIGNING EDU- 
CATION FOR THE FUTURE, 1362 LINCOLN 
STREET, DENVER, COLORADO 380203, 
UNTIL SUPPLY IS EXHAUSTED. (JK) 
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ROLLMENT, 

HIGHER EDUCATION MUST BE VIF WED 
IN TERMS OF ECONOMICS, POLI! 
SCIENCE, SOCIOLOGY, ANI 
THE TYPES OF QUESTIONS \ is AL 
SCIENTISTS USUALLY AS \BOUT OR 
GANIZATIONS AND AGENCIES IN INDUS- 
TRY, BUSINESS, AND OTHER SETTINGS 
ARE RAISED ABOUT COLLEGES AND 
UNIVERSITIES. STUDENT AND ADMIN- 
ISTRATOR PROBLEMS CONNECTED WITH 
THE DIVERSITY AND POTENTIAL STU- 
DENT CHOICE OF INSTITUTIONS ARE DIS- 
CUSSED IN TERMS OF PUBLIC AND PRI- 
VATE INSTITUTIONS, CHURCH-RELATED 
INSTITUTIONS, COLLEGES VERSUS UNIV- 
ERSITIES, AND THE COMMUNITY COLL- 
EGE. ORGANIZATIONAL PROBLEMS ARE 
BETTER ANALYZED WITH CONCEPTS OF 
“MEANING” AND “PURPOSE” RATHER 
THAN IN TERMS OF THE STANDARD “OP- 
ERATIONAL” QUESTION. THE SOCIAL 
SCIENCES CAN BE STUDIED IN TERMS OF 
EDUCATIONAL DEMAND, HIGHER EDUCA- 
TION AS AN INVESTMENT, HIGHER EDUC- 
ATION AS A BUSINESS ENTERPRISE, HI- 
GHER EDUCATION AS A POLITICAL 
SCIENCE, AND EDUCATIONAL BUREAU- 
CRACY, PSYCHOLOGY, SOCIOLOGY, AND 
HISTORY. EDUCATIONAL PHILOSOPHY ON 
SUCH FACTORS AS DECISIONMAKING, IN- 
TERPRETATION, AND ARTFULNESS IS IM- 
PORTANT IN DETERMINING THE SUCCESS 
OF ADMINISTRATORS. TWO ADDITIONAL 
PROBLEMS FACING ADMINISTRATORS 
ARE THE CRISIS PROBLEM AND THE CON- 
TINUING PROBLEM. THE CRISIS PROB- 
LEM ENTAILS THE UPSURGE OF STU- 
DENT ENROLLMENT, THE EXPANSION OF 
RESEARCH, AND THE DEVELOPMENT OF 
NEW AND DEMANDING PROGRAMS OF 
PUBLIC SERVICE. THE CONTINUING 
PROBLEMS INVOLVE THE ESTABLISH- 
MENT OF THE PURPOSES AND PROCESSES 
OF EDUCATION AND THE APPRAISAL OF 
THE RESULTS. THIS DOCUMENT IS ALSO 
AVAILABLE FROM THE CENTER FOR THE 
ADVANCED STUDY OF EDUCATIONAL AD- 
MINISTRATION, UNIVERSITY OF OREGON, 
EUGENE, OREGON 97403, FOR $1.00. (HW) 
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CATIONAL CHANGE, *EDUCATIONAL IN- 
NOVATION, *PUBLIC SCHOOLS, *SUPERIN- 
TENDENT ROLE, EDUCATIONAL PRAC- 
TICE, EDUCATIONAL RESEARCH, EU- 
GENE, RESEARCH AND DEVELOPMENT 
CENTERS, SCHOOL COMMUNITY RELAT- 
IONSHIP, SCHOOL DISTRICT SPENDING, 
TI'REE FACTORS INFLUENCING THE 
SLOW CHANGE FACILITY OF EDUCATION 
ARE EXAMINED. (1) THE EDUCATIONAL 
SYSTEM LACKS A PROFESSIONAL INNOV- 
ATOR. COUNTY AND STATE LEVELS OF 
PUBLIC EDUCATION LARGELY CONFINE 
THEIR ROLE TO REGULATION AND NE- 
GLECT THE ADVOCATION OF CHANGE. ON 
THE LOCAL LEVEL, THE SCHOOL SUPER- 
INTENDENT IS EXPECTED TO OPERATE 
BOTH AS A CENTRAL PART OF HIS UNIT 
AND AS THAT UNIT'S AGENT OF CHANGE. 
(2) INADEQUATE RESEARCH, EXPER- 
IMENTATION, AND DEVELOPMENT OF 
EDUCATIONAL INNOVATIONS RESULT IN 
A LACK OF KNOWLEDGE ABOUT NEW 
EDUCATIONAL PRACTICES. THIS DEFI- 
CIENCY MAY BE RECTIFIED IN THE FU- 





TURE BY THE ESTABLISHMENT OF FED- 
ERALLY FUNDED EDUCATIONAL RE- 
SEARCH, DEVELOPMENT, AND DISSEMI- 
NATION CENTERS AT MAJOR UNIVERSIT- 
IES. (3) PUBLIC SCHOOLS, SINCE THEY 
PROVIDE AN INDISPENSABLE SERVICE, 
ARE PROTECTED, CARED FOR, AND AS- 
SURED OF CONTINUED EXISTENCE IN 
THE MANNER OF A “DOMESTICATED” 
ANIMAL. CONSEQUENTLY, THEY EXPER- 
IENCE LITTLE NEED FOR OR INTEREST 
IN CHANGE. EARLIER RESEARCH FIND- 
INGS BY THE LATE PAUL MORT SUGGEST- 
ED THAT INNOVATIONS ARISE DIRECTLY 
IN PROPORTION TO PER-CHILD EXPENDI- 
TURE IN THE SCHOOL DISTRICT. NEW 
DATA, HOWEVER, REJECT ANY RELA- 
TIONSHIP BETWEEN ADOPTION OF EDU- 
CATIONAL INNOVATIONS AND EXPENDI- 
TURE PER CHILD, STRESSING RATHER 
THE IMPORTANCE OF SCHOOL ADMIN- 
ISTRATORS IN THE INNOVATING PROC- 
ESS. THE COMPLETE DOCUMENT, 
“CHANGE PROCESSES IN THE PUBLIC 
SCHOOLS,” IS AVAILABLE FROM THE CEN- 
TER FOR THE ADVANCED STUDY OF EDU- 
CATIONAL ADMINISTRATION, UNIVERSI- 
TY OF OREGON, EUGENE, OREGON 97403, 
FOR $2.00. (SS) 
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FROM AN ANTHROPOLOGICAL POINT OF 
VIEW, THE SUCCESS OF AN ADVOCATE TO 
ACHIEVE DIRECTED CHANGE IN A FOR- 
MAL ORGANIZATION DEPENDS PRIMARI- 
LY UPON FOUR VARIABLES--(1) THE WAY 
THE ADVOCATE PLAYS HIS ROLE, (2) THE 
TARGET SYSTEM’S DEPENDENCE UPON 
AUTHORITY, (3) THE EXPECTATION OF 
CHANGE SHARED BY MEMBERS OF THE 
TARGET SYSTEM, AND (4) THE EXTENT OF 
THE TARGET SYSTEM’S FELT NEED FOR 
CHANGE. NETWORKS OF INFORMAL 
RELATIONS AND UNOFFICIAL NORMS 
MAY IMPEDE ACCEPTANCE OF INNOVAT- 
ION. THE FORMAL ORGANIZATION’S SIG- 
NIFICANCE FOR CHANGE IS DERIVED 
FROM THE BOUNDARIES FOR WHICH THE 
ORGANIZATION’S AUTHORITY IS LEGI- 
TIMATED, GOALS ARE DEFINED, AND 
DECISIONS ARE MADE. SUCCESSFUL IN- 
NOVATION IN THE SCHOOL SYSTEM AS A 
FORMAL ORGANIZATION, THEREFORE, 
REQUIRES KNOWLEDGE OF BOTH THE 
FORMAL AND INFORMAL ASPECTS OF 
THE SYSTEM. THE POSSIBLE NECESSITY 
OF DERIVING INNOVATIONS FROM LAR- 
GER REGIONAL OR NATION-STATE SYS- 
TEMS TO SOLVE PROBLEMS WITHIN THE 
LOCAL CLIENT-SERVING SCHOOL SYSTEM 
CONSTITUTES A MAJOR PROBLEM AREA 
FOR EDUCATIONAL INNOVATORS. BE- 
CAUSE THE SCHOOL ADMINISTRATOR OC- 
CUPIES A BALANCING ROLE, MAINTAIN- 
ING A WORKING EQUILIBRIUM BETWEEN 
COMPONENT ELEMENTS OF THE SCHOOL 
SYSTEM, A NEW AND SPECIFICALLY IN- 
NOVATIVE ACTIVITY IS SUGGESTED, TO 
WHICH PERSONNEL WOULD BE AS- 
SIGNED AS ADVOCATES FOR THE EX- 
PRESS PURPOSE OF MANAGING EDUCA- 
TIONAL CHANGE. THE COMPLETE DOCUM- 
ENT, “CHANGE PROCESSES IN THE PUB- 
LIC SCHOOLS,” IS AVAILABLE FROM TH 


CENTER FOR THE ADVANCED STUDY OF 
EDUCATIONAL ADMINISTRATION, UNIV- 
ERSITY OF OREGON, EUGENE, OREGON 
97403, FOR $2.00. (JK) 
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SUMMARIES OF THE SEMINAR AND OF 
FOUR GROUP DISCUSSIONS IN THE SEMI- 
NAR ON CHANGE PROCESSES IN THE PUB- 
LIC SCHOOLS ARE PRESENTED. TOPICS OF 
THE FOUR GROUPS INCLUDED--(1) LANGU- 
AGE USAGE AND THE ROLE OF THE SU- 
PERINTENDENT, (2) RESEARCH IN EDU- 
CATION, (83) ADMINISTRATOR’S DECISION- 
MAKING PROCESSES, AND (4) EDUCATION- 
AL INNOVATION. DONALD E. TOPE OF THE 
UNIVERSITY OF OREGON SUMMARIZED 
THE SEMINAR AROUND FOUR MAIN 
POINTS--(1) THE ADMINISTRATOR DOES 
MAKE A DIFFERENCE, (2) THE INSIGHTS 
AND KNOWLEDGE OF THOSE WHO STUDY 
HUMAN BEHAVIOR AND HUMAN INSTITU- 
TIONS ARE RELEVANT TO SCHOOL ADMI- 
NISTRATION, (3) THERE IS A NEED FOR 
RESEARCH INTO THE PRACTICAL PROB- 
LEMS OF EDUCATION, AND (4) THERE ISA 
DISTINCTION BETWEEN THE ADMIN- 
ISTRATOR ACTING AS THE ADVOCATE OF 
CHANGE AND ACTING AS A MEDIATOR. 
THE COMPLETE DOCUMENT, “CHANGE 
PROCESSES IN THE PUBLIC SCHOOLS,” IS 
AVAILABLE FROM THE CENTER FOR THE 
ADVANCED STUDY OF EDUCATIONAL AD- 
MINISTRATION, UNIVERSITY OF OREGON, 
EUGENE, OREGON 97403, FOR $2.00. (HW) 
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SEVERAL CASES OF ORGANIZATION DE- 
VELOPMENT ARE EXAMINED FOR COM- 
MON STRATEGIES APPLIED IN A SELECT- 
ED GROUP OF CASES. STUDIES SELECTED 
MET THE CONCEPT OF ORGANIZATION 
DEVELOPMENT AND PROVIDED SUFFI- 
CIENT INFORMATION TO INDICATE CASE 
OUTCOME. AFTER SELECTING THE 
STUDIES, THE STRATEGY AND ISSUES OF 
EACH WERE IDENTIFIED, AND COMPARI- 
SONS WERE MADE OF CASES CLASSED AS 
SUCCESSFUL AND UNSUCCESSFUL 
(OBJECTIVES NOT FULLY REALIZED). 
THIS PROCESS ALLOWED EVALUATION 
OF THE CRUCIAL ISSUES “WHICH MADE A 
DIFFERENCE” IN THE PROCESS OF ORGA- 
NIZATIONAL DEVELOPMENT. WHEN COM- 
PARING THE SUCCESSFUL AND UNSUC- 
CESSFUL CASES, THE MOST CONSPICU- 
OUS ISSUE WAS THAT OF LINKAGE BE- 


TWEEN THE TARGET SYSTEM AND THE 
LARGER (EXTERNAL) SYSTEM. IN TWO OF 
THREE UNSUCCESSFUL CASES, CHANGES 
WERE INITIATED AND PROGRESS WAS 
BEING MADE, ONLYTO BE HALTED BE. 
CAUSE OF MANAGEMENT ACTION ABOVE 
AND OUTSIDE THE TARGET SYSTEM. IN 
BOTH CASES, CHANGE WOULD HAVE 
BEEN FAVORABLY EVENTUATED IF IT 
HAD NOT BEEN FOR THE LINKAGE 
BREAKDOWN BETWEEN THE EXTERNAL 
MANAGEMENT AND THE CHANGE AGENT. 
ANOTHER IMPORTANT ISSUE DELINEAT- 
EL THROUGH SUCCESSFUL AND UNSUC- 
CESSFUL CASE COMPARISON WAS THAT 
OF LINKAGE WITH PERSONS, ISSUES, 
AND/OR PARTS WITHIN THE TARGET 
SYSTEM. THE CASES USED A VARIETY OF 
WAYS TO COPE WITH MANY SIMILAR 
ISSUES, OF THE 33 ISSUES, THREE ISSUES 
HAVE BEEN IDENTIFIED AS HAVING CEN- 
TRAL IMPORTANCE IN ORGANIZATION 
DEVELOPMENT--(1) INTRODUCING A NEW 
MODEL OF OPERATION WHICH THE OR- 
GANIZATION MEMBERS CAN CONSIDER 
AS A BASIS FOR FORMULATING IM- 
PROVEMENT, (2) SEQUENCING OBJEC- 
TIVES AND ACTION STEPS IN SUCH A WAY 
THAT LINKAGE IS ESTABLISHED BE- 
TWEEN THE INITIAL POINT OF CHANGE 
AND THE EXTERNAL SYSTEM WITH 
WHICH THE TARGET SYSTEM HAS IMPOR- 
TANT INTERDEPENDENCY, AND (3) SE- 
QUENCING STEPS TO ESTABLISH LIN- 
KAGE BETWEEN THE INITIAL POINT OF 
CHANGE AND THE OPERATION INTERNAL 
TO THE TARGET SYSTEM. THIS ARTICLE 
APPEARS Ii “CHANGE IN SCHOOL 
SYSTEMS,” AND IS ALSO AVAILABLE 
FROM THE NATIONAL TRAINING LA- 
BORATORIES, NATIONAL EDUCATION AS. 
SOCIATION, 1201 SIXTEENTH STREET, N.W. 
WASHINGTON, D.C. 20036 FOR $2.50. (JK) 
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LEADERSHIP IN SOCIAL RECONSTRUC- 
TION MUST BEGIN IN THE COLLEGES AND 
UNIVERSITIES. THE NEED FOR CHANGES 
IN STRUCTURE, ORGANIZATION, AND 
GOALS OF HIGHER EDUCATION IS BASED 
UPON THREE ASSUMPTIONS--(1) HIGHER 
EDUCATION IS LARGELY IRRELEVANT 
UNLESS IT FULFILLS ITS FUNCTION AS 
AN INSTRUMENT OF CONTINUOUS, CON- 
STRUCTIVE SOCIAL CRITICISM, (2) HI- 
GHER EDUCATION SHOULD HELP STU- 
DENTS TO GAIN A THEORETICAL FRAME- 
WORK OF VALUES, IDEAS, AND SCIENTI- 
FIC HABITS OF THOUGHT AND ACTION SO 
THAT THEY MAY BETTER UNDERSTAND, 
CONTROL, AND IMPROVE THEIR NATU- 
RAL-SOCIAL ENVIRONMENTS, AND (3) 
SCHOOLS WILL FULFILL NEITHER OF 
THESE UNTIL THEY BECOME INTEGRA- 
TIVE RATHER THAN FRAGMENTIVE. OUR 
SOCIETY NEEDS BROAD SPECIALISTS 
WHO SEE THE DATA AND THEORY OF 
THEIR DISCIPLINES WITHIN THE BROAD- 
ER CONTEXT OF OUR NATURAL-SOCIAL 
REALITIES. THE FUTURE INSTITUTION 
OF HIGHER EDUCATION MUST LEARN 
THAT THE BEST TEACHING AND THE 
BEST LEARNING OCCUR IN THE COURSE 





OF RESEARCH INVOLVEMENT WHICH IS 
A METHOD OF CHANGE, NOT MERELY A 
DESCRIPTION OF WHAT IS. ADVANTAGES 
TO BE GAINED BY THIS APPROACH IN- 
CLUDE THE DESTRUCTION OF BARRIERS 
BETWEEN TEACHING AND RESEARCH, 
BROADENING OF FACULTY SCOPE, DE- 
VELOPMENT OF A SENSE OF COMMUNITY, 
AND STUDENT COMMITMENT TO SOCIAL 
GOALS, THIS PAPER WAS DELIVERED AT 
THE NATIONAL CONFERENCE ON HI- 
GHER EDUCATION (22ND, CHICAGO, 
MARCH 7, 1967). (HM) 


ED 013 488 EA 000 755 
RICHARDS, JAMES M., JR. 

CAN COMPUTERS WRITE COLLEGE ADMIS- 
SIONS TESTS. 

AMERICAN COLLEGE TESTING PROGRAM, 

IOWA CITY, IOWA 
REPORT NUMBER ACT-RR-OCT-1966-NO- 

15 
PUB DATE OCT 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
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GRAMING, *READING COMPREHENSION, 
*TEST CONSTRUCTION, ADMISSION CRI- 
TERIA, AUTOMATION, EVALUATION, 
IOWA CITY, MULTIPLE CHOICE TESTS, 
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WITH EXISTING COMPUTER TECHNOLO- 
GY, TESTS FOR SCREENING COLLEGE AP- 
PLICANTS CAN BE WRITTEN BY COMPUT- 
ERS. RESULTS OF A 72-ITEM COMPUTER- 
WRITTEN SYNONYMS TEST WERE COM- 
PARED WITH THOSE OF THE ETS WIDE 
RANGE VOCABULARY TEST. BOTH TESTS 
WERE ADMINISTERED IN THE FALL OF 
1965 TO ENTERING UNIVERSITY OF IOWA 
FRESHMEN. AT THE END OF THE FIRST 
SEMESTER, THESE RESULTS WERE COR- 
RELATED WITH THE GRADE POINT AVER- 
AGE OF EACH STUDENT. WHILE ITEMS IN 
THE COMPUTER TEST ARE SOMEWHAT 
EASIER, AND THE RELIABILITIES ARE 
LOWER THAN THOSE IN THE WIDE RANGE 
TEST, THE DATA CONFIRM THAT SYNO- 
NYMS TESTS CAN BE SUCCESSFULLY 
WRITTEN BY COMPUTERS. IT IS POSSIBLE 
TO AUTOMATE ALL ASPECTS OF COLLEGE 
ADMISSIONS TESTING. THIS DOCUMENT 
APPEARS IN “ACT RESEARCH REPORTS,” 
NUMBER 15, OCTOBER, 1966, AND IS AVAI- 
LABLE AS ADI DOCUMENT NO. 9174 FROM 
THE AMERICAN DOCUMENTATION INSTI- 
TUTE, ADI AUXILIARY PUBLICATIONS 
PROJECT, PHOTODUPLICATION SERVICE, 
LIBRARY OF CONGRESS, WASHINGTON, 
D.C. 20540, FOR $1.75 MICROFILM, $2.50 
PHOTOCOPY. (HM) 
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ED 013 489 


DESCRIPTORS *EDUCATIONAL ENVI- 
RONMENT, *MEDICAL SCHOOLS, *MEDI- 
CAL STUDENTS, *STUDENT CHARACTER- 
MISSION CRITERIA, CANADA, 

FACTOR ANALYSIS, PROFESSIONAL EDU- 
CATION, TABLES (DATA), 

A FACTOR ANALYSIS OF 28 INSTITU- 
TIONAL CHARACTERISTICS OF ALL CANA- 
DIAN AND AMERICAN MEDICAL COLLEG- 
ES (N-100) WAS UNDERTAKEN TO DEVEL- 
OP A DESCRIPTIVE PROFILE OF MEDICAL 
COLLEGE ENVIRONMENTS. THE 28 VARIA- 
BLES INCLUDED TYPE CHARACTERIST- 
ICS, ADMISSIONS REQUIREMENTS, STU- 
DENT CHARACTERISTICS, AND A MISCEL- 


LANEOUS CHARACTERISTICS CATEGORY. 
PRODUCT MOMENT CORRELATIONS 
AMONG THE 28 VARIABLES WERE COM- 
PUTED AND THE RESULTING MATRIX 
FACTORED. FOUR FACTORS-AFFLUENCE, 
CANADIAN VERSUS U.S. ADMISSIONS 
PRACTICES, SIZE, AND EMPHASIS ON HOS- 
PITAL TRAINING--WERE DETERMINED. 
THE FOUR FACTOR SCORES WERE ESTI- 
MATED FOR EACH MEDICAL SCHOOL. 
EACH FACTOR SELECTED HAD VARIA- 
BLES WITH HIGH LOADINGS ON ITSELF 
AND VARIABLES WITH LOW LOADINGS IN 
OTHER FACTORS. USING THE DOOLITTLE 
METHOD, MULTIPLE CORRELATIONS BE- 
TWEEN FACTORS AND VARIABLES WERE 
COMPUTED, AND SCALED SCORES (MEAN- 
50 AND SD-10) FIGURED FOR EACH 
SCHOOL. CORRELATIONS BETWEEN MED- 
ICAL SCHOOL CHARACTERISTICS AND 
THOSE OF PARENT UNIVERSITIES WERE 
ALSO COMPUTED TO DETERMINE THE 
DEGREE OF INTERACTION BETWEEN 
THEM. THE RESULT OF THE STUDY IS A 
FOUR-FACTOR PROFILE FOR USE IN FU- 
TURE RESEARCH ON MEDICAL EDUCAT- 
ION. THIS PAPER WAS PRESENTED AT 
THE AMERICAN EDUCATIONAL RE- 
SEARCH ASSOCIATION (NEW YORK, 1967). 
(JN) 
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IN 1966, A STUDY WAS MADE OF THE EV- 
ALUATION OF TEACHERS BY THEIR 
PRINCIPALS. THERE WAS AN 80 PERCENT 
RESPONSE TO THE RANDOM SAMPLE OF 
336 NEW YORK STATE ELEMENTARY 
SCHOOL PRINCIPALS. SCHOOL SIZE MADE 
SUPERVISION AND EVALUATION DIFFI- 
CULT, ESPECIALLY SINCE MANY PRINCI- 
PALS HAD NO ADMINISTRATIVE HELP. 
TWO-THIRDS OF THE SCHOOL DISTRICTS 
PROVIDED PRINCIPALS WITH “RATING 
FORMS” AS THE BASIC TOOLS OF EVALUA- 
TION. ANALYSIS OF THESE FORMS RE- 
VEALED INFORMATION ABOUT THE INI- 
TIAL MANNER OF EVALUATION AND THE 
PROBABLE USE OF THESE EVALUATIONS. 
FORMS WHICH THE TEACHERS SAW AND 
SIGNED HAD CLEAR DESCRIPTIVE STATE- 
MENTS ABOUT THE TEACHERS, AND 
FORMS WHICH CONTAINED NO PROVI- 
SION FOR TEACHER’S SIGNATURE HAD A 
LIST OF SINGLE WORDS OR PHRASES 
WHICH TENDED TOCREATE A “HALO EFF- 
ECT.” PRINCIPALS FELT THEIR TEACH- 
ERS WERE AWARE OF SCHOOL DISTRICT 
PROCEDURES AND STANDARDS OF SU- 
PERVISION AND EVALUATION. LESS 
THAN HALF THE PRINCIPALS NOTIFIED 
TEACHERS OF IMPENDING SUPERVISORY 
VISITS. MOST HELD A CONFERENCE WITH 
THE TEACHERS AFTER OBSERVATION, 
AND ALMOST ALL CARRIED OUT INFOR- 
MAL SUPERVISION. RECOMMENDATIONS 
INCLUDE (1) REDUCTION OF SUPERVISOR- 
TEACHER RATIO, (2) CONFERENCE AFTER 
OBSERVATION, (3) AVAILABILITY TO 
TEACHERS OF THE PRINCIPAL’S WRIT- 
TEN REPORT, (4) JOINT SUPERVISOR- 
TEACHER DEVELOPMENT OF STANDARDS 
AND PROCEDURES OF SUPERVISION AND 
EVALUATION, (5) PRINCIPAL’S CONSUL- 
TATION WITH SENIOR TEACHERS RE- 
GARDING REAPPOINTMENT, AND (6) PER- 
IODICAL REVIEW AND REVISION OF THE 
STANDARDS AND PROCEDURES. (CC) 
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NAIRES, SANTA MONICA, 

THREE METHODS OF COST-EFFECTIVE- 
NESS ARE DISCUSSED--USE OF COMPU- 
TERS, MATHEMATICS, AND EXPERTISE. 
THE USE OF EXPERTISE IS EMPHASIZED. 
THE DISCUSSION ON EXPERTISE JUDG- 
MENT IS BASED ON PAPERS BY O. HEL- 
MER, WHICH ILLUSTRATE THE DELPHI 
METHOD OR CYBERNETIC ARBITRATION. 
ALTHOUGH COMPUTER AND MATHEMATI- 
CAL ANALYSIS (PARTICULARLY GAME 
THEORY) ARE BECOMING INCREASINGLY 
SIGNIFICANT IN COST-EFFECTIVENESS 
ANALYSIS, IT IS THE AUTHOR’S OPINION 
THAT FOR COMPLEX QUESTIONS, INTUI- 
TION AND JUDGMENT MUST CONTINUE 
TO SUPPLEMENT SYSTEMATIC ANALYSIS. 
THIS PAPER WAS PREPARED FOR PRE- 
SENTATION DURING THE SHORT COURSE, 
“COST EFFECTIVENESS, THE ECONOMIC 
EVALUATION OF ENGINEERED SYS- 
TEMS” (UNIVERSITY OF CALIFORNIA, LOS 
ANGELES, MARCH 27-31, 1967) AND IS AVAI- 
LABLE AS AD 650 129 FROM CLEARING- 
HOUSE FOR FEDERAL SCIENTIFIC AND 
TECHNICAL INFORMATION, CAMERON 
STATION, SPRINGFIELD, VIRGINIA 22314, 
FOR $3.00 HC, $0.65 MF. (HW) 
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BLIOGRAPHIES, BUDGETS, EXPENDI- 
TURES, FINANCIAL SERVICES, FINANCI- 
AL SUPPORT, INSTRUCTION, MADISON, 
OPERATING EXPENSES, POLICY FORMAT- 
ION, PROGRAM PLANNING, SALARIES, 
STATISTICAL ANALYSIS, TABLES (DATA), 
UNIVERSITIES, 

THE LITERATURE ON UNIT COST 
STUDIES IS REVIEWED, AND A UNIT COST 
STUDY IS MADE ON THE WISCONSIN 
STATE UNIVERSITIES. UNIT COST 
STUDIES ARE USEFUL IN FOUR WAYS-~(1) 
THEY PROVIDE INFORMATION WHICH 
CAN BE RELATED TO THE GOALS OF EDU- 
CATION IN MAJOR POLICY FORMATION, (2) 
THEY PROVIDE A BASIS FOR THE EVALU- 
ATION OF EFFICIENCY AT DIFFERENT 
LEVELS, (3) THEY PROVIDE DATA USEFUL 
TO A STUDY OF ALTERNATIVES, AND (4) 
THEY ARE USED IN PROGRAM PLANNING 
AND BUDGET PREPARATION. A _ BIB- 
LIOGRAPHY OF RELEVANT LITERATURE 
IS PROVIDED. (HW) 
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DESCRIPTORS *NEGROES, *RACE RELA- 
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TION, CULTURALLY DISADVANTAGED, 
ECONOMIC FACTORS, ECONOMICALLY DI- 
SADVANTAGED, EDUCATIONALLY DISAD- 
VANTAGED, NEGRO EMPLOYMENT, POLI- 
TICAL POWER, RESEARCH PROPOSALS, 
RESOURCES, SCHOOL INTEGRATION, SO- 
CIAL DISCRIMINATION, SOCIALLY DISAD- 
VANTAGED, THEORIES, 

BASED UPON AN ECONOMIC MODEL OF 
SOCIAL ASSETS AND DEFICITS, A NUM- 
BER OF THEORETICAL FORMULATIONS 
ARE SUGGESTED FOR RESEARCH TO DET- 
ERMINE HOW NEGROES MAY ATTAIN 
POWER OR PERSONAL OPPORTUNITY AND 
STATUS IN AMERICAN SOCIETY EQUIVA- 
LENT TO THAT ENJOYED BY THE WHITE 
MAJORITY. PRIMARY DEFICITS HELD BY 
NEGROES IN AMERICAN SOCIETY IN- 
CLUDE LIMITATION OF SOCIAL ACTION 
AS A CONSEQUENCE OF SKIN COLOR, RE- 
LATIVELY- LOW ECONOMIC AND POLITI- 
CAL POWER, COMPARATIVELY LOW FAMI- 
LY AND COMMUNITY COHESION, AND THE 
LARGER SOCIETAL ATTRIBUTES OF 
WHITE PREJUDICE, LIMITED NUMBER OF 
JOBS REQUIRING LITTLE EDUCATION, 
AND THE IMPOSSIBILITY OF LIVING ON A 
SUBSISTENCE ECONOMY. PRIMARY AS- 
SETS INCLUDE GROWING POLITICAL 
POWER AND AN EXPANDING NATIONAL 
ECONOMY WHICH MAKE POSSIBLE THE 
ALLOCATION OF NATIONAL RESOURCES 
FOR RAISING NEGRO POWER. RESEARCH 
IS PROPOSED TO DETERMINE WAYS FOR 
CONVERTING INTO POSITIVE SOCIAL 
CHANGE FACTORS A NUMBER OF RE- 
SOURCES AVAILABLE TO THE NEGRO 
COMMUNITY, INCLUDING COMMUNITY 
TRUST AND COHESION, FAMILY AND PER- 
SONAL RESOURCES, LEGISLATIVE PRO- 
VISIONS, ECONOMIC SELF-SUFFICIENCY, 
AND THE POWER POTENTIALS OF DIRECT 
VOTE, GEOGRAPHIC CONCENTRATION, 
AND COLLECTIVE ORGANIZATION. A DES: 
CRIPTIVE SUMMARY OF 11 RELEVANT 
THEORIES OF CHANGE OUTLINES ACTION 
AREAS (OCCUPATION, FAMILY, SCHOOL, 
LOCAL COMMUNITY, ELECTIONS, LEG- 
ISLATURE, COURTS, AND COLLECTIVE 
POLITICAL ACTION), SOURCES AND FOCI 
OF CHANGE (THE INDIVIDUAL, THE COM- 
MUNITY, AND ENVIRONMENTAL CONDI- 
TIONS), INTERACTION BETWEEN RE- 
SOURCES, AND CORRELATION OF RE- 
SOURCE INPUT-OUTPUT WITH ARENAS OF 
ACTION. THIS PAPER WAS PREPARED FOR 
A CONFERENCE ON SOCIAL SCIENCE RE- 
SEARCH IN RACE RELATIONS (UNIVERSI- 
TY OF MICHIGAN, APRIL 7-9, 1967). (JK) 
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THE ORIGIN AND HISTORICAL DEVEL- 
OPMENT OF PROGRAM BUDGETING, 
WHICH IS CURRENTLY APPLIED TO ALL 
THE EXECUTIVE OFFICES AND AGENCIES 
OF THE UNITED STATES GOVERNMENT, IS 
TRACED. IT WAS RECOGNIZED AND 
APPLIED AS EARLY AS 1924 BY INDUSTRY, 
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UTILIZED AS PART OF THE WARTIME 
CONTROL SYSTEM IN 1942, AND IS USED 
TODAY BY THE DEPARTMENT OF DEF- 
ENSE. THIS IS A TRANSCRIPTION OF A 
TALK FILMED FOR THE COURSES SPON- 
SORED BY THE U.S. BUREAU OF THE 
BUDGET AND .THE U.S. CIVIL SERVICE 
COMMISSION. FOR ORIENTATION AND 
TRAINING IN THE PLANNING-PROGRAM- 
ING-BUDGETING SYSTEM, AND IS AVAIL- 
ABLE AS AD 641 442 FROM CLEARING- 
HOUSE FOR FEDERAL SCIENTIFIC AND 
TECHNICAL INFORMATION, CAMERON 
STATION, SPRINGFIELD, VIRGINIA 22314, 
FOR $1.00 HC, AND $0.50 MF. (HW) 
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THIS BIBLIOGRAPHY WAS PREPARED 
TO PROVIDE A SOURCE MANUAL ON 
TRAINING QUALITY CONTROL. REF- 
ERENCES ARE DIVIDED INTO FIVE CATE- 
GORIES--(1) GENERAL PAPERS ON PROFI- 
CIENCY MEASUREMENT, ACHIEVEMENT 
TESTING, RATIONALES, AND BIBLIOGRA- 
PHIES, (2) COMPLETE MANUALS FOR 
TESTING PROGRAMS OR PERFORMANCE 
TESTS, (8) STUDIES EVALUATING OR DES- 
CRIBING TEST METHODS, (4) DESCRIP- 
TIONS OF THE RATIONALES AND PROCE- 
DURES FOR COMPLETE QUALITY CON- 
TROL SYSTEMS, AND (5) REPORTS DES- 
CRIBING TESTS OF VARIOUS KINDS AND 
THEIR DEVELOPMENT. THIS DOCUMENT 
IS AVAILABLE AS AD 613 522 FROM CLEAR- 
INGHOUSE FOR FEDERAL SCIENTIFIC 
AND TECHNICAL INFORMATION, CAMER- 
ON STATION, SPRINGFIELD, VIRGINIA 
22314, FOR $2.00 HC, AND $0.50 MF. (HW) 
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PIERCE, DOUGLAS R. 
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PUB DATE 17 FEB 67 
EDRS PRICE MF-$0.25 HC-$0.84 19P. 
DESCRIPTORS *GRADUATE STUDENTS, 
*GROUP DYNAMICS, *INTERACTION PRO- 
CESS ANALYSIS, *INTERPERSONAL 
RELATIONSHIP, *SOCIAL EXCHANGE 
THEORY, HYPOTHESIS TESTING, NEW 
YORK CITY, STATISTICAL ANALYSIS, 
SELF-REPORTS OF INTERACTION 
AMONG 100 GRADUATE STUDENTS IN TWO 
SECTIONS OF A FIVE-WEEK SUMMER SES- 
SION COURSE IN ELEMENTARY STATIS- 
TICS WERE ANALYZED IN AN ATTEMPT 
TO INCREASE UNDERSTANDING OF SO- 
CIAL ASSOCIATION AMONG HIGHLY SPE- 
CIALIZED PERSONS. SUMMARIES WERE 
COMPILED FOR 1203 INSTANCES OF IN- 
TERACTION--408 OF MUTUAL STUDY- 
HELP, 388 OF HELP GIVEN TO OTHERS, 
AND 407 OF HELP RECEIVED FROM OTHE- 
RS. MAJOR VARIABLES STUDIED INCLUD- 
ED FREQUENCY AND EXTENT OF INTER- 
ACTION, SALIENCY AND DIFFICULTY OF 
LEARNING, ANXIETY, AND SELF-ESTI- 
MATE OF COMPETENCE. STATISTICAL 


ANALYSIS PROVIDED LIMITED SUPPORT 
TO THE STUDY’S PRIMARY THESIS, THAT 
INTERACTION AMONG HIGHLY SPECIAL. 
IZED PEERS MAY BE EXPLAINED BY So. 
CIAL EXCHANGE THEORY, WITH THE Ex. 
TENT OF INTERACTION DEPENDENT 
UPON PERCEIVED COSTS AND REWARDS. 
THIS PAPER WAS PRESENTED AT THE AN- 
NUAL MEETING OF THE AMERICAN EDU- 
CATIONAL RESEARCH ASSOCIATION 
(NEW YORK, FEBRUARY 17, 1967). (JK) 
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AN ATTEMPT IS MADE TO ESTABLISH A 
THEORETICAL FOUNDATION FOR GROUP 
PROPERTY AND LIABILITY INSURANCE 
AND TO ADVANCE THE GENERAL HYPO- 
THESIS THAT THE PRINCIPLES USED IN 
INSTALLING AND ADMINISTERING 
GROUP LIFE AND HEALTH INSURANCE 
ARE APPLICABLE TO THE INSTALLATION 
AND ADMINISTRATION OF GROUP PROP- 
ERTY AND LIABILITY INSURANCE. A 
SURVEY WAS CONDUCTED TO UPDATE 
AND ADVANCE INFORMATION REGARD- 
ING EMPLOYEE GROUP PROPERTY AND 
LIABILITY INSURANCE, TO STUDY APPLI- 
CABLE LEGISLATION AND DEVELOP NEW 
LEGISLATION, AND TO CONSIDER THE EF- 
FECTS OF IMPLEMENTING THE INSUR- 
ANCE. INSURANCE COMMISSIONERS, AG- 
ENTS AND BROKERS, ALL-LINE INSUR- 
ERS, ORGANIZATIONS INTERESTED IN 
GROUP PROPERTY AND LIABILITY INSU- 
RANCE, AND UNIVERSITY OF OREGON FA- 
CULTY AND STAFF MEMBERS WERE 
SURVEYED BY QUESTIONNAIRE. THE RE- 
SULTS OF THE INVESTIGATION SHOW 
THAT (1) IN ALL THE STATES OF THE 
UNION, THE UNDERWRITING OF GROUP 
PROPERTY AND LIABILITY INSURANCE 
IS ILLEGAL UNDER STATE LAW, NOT AL- 
LOWABLE UNDER INSURANCE COMMIS- 
SIONERS’ RULINGS, OR DISCOURAGED, (2) 
ABOUT ONE-THIRD OF THE AGENTS AND 
INSURERS WOULD NOT WRITE THIS INSU- 
RANCE IF IT WERE LEGAL, (3) ORGANIZA- 
TIONS GENERALLY WANT LOW COST 
BUSINESS AND PROFESSIONAL INSU- 
RANCE COVERAGE TAILORED TO THEIR 
INDIVIDUAL CIRCUMSTANCES, (4) ONLY 
70 PERCENT OF THE ELIGIBLE INSUREES 
AT THE UNIVERSITY OF OREGON DESIRE 
ONE OR MORE OF THE COVERAGES OF- 
FERED, AND (5) THE PRINCIPLES USED IN 
GROUP LIFE AND HEALTH INSURANCE 
INSTALLATION AND ADMINISTRATION 
ARE APPLICABLE TO GROUP PROPERTY 
AND LIABILITY INSURANCE INSTALLA- 
TION AND ADMINISTRATION. A MODEL 
GROUP PROPERTY AND LIABILITY INSU- 
RANCE' BILL, REPRESENTING THE 
KNOWLEDGE AND INFORMATION AVAIL- 
ABLE, IS DEVELOPED FOR THE USE OF 
THE VARIOUS STATES AS THEY SEE FIT, 
WHEN AND IF THEY DRAFT THEIR OWN 
GROUP PROPERTY AND LIABILITY INSU- 
RANCE LEGISLATION. THIS DOCUMENT IS 
AVAILABLE FROM THE BUREAU OF BUSI- 
NESS AND ECONOMIC RESEARCH, ROOM 





361, COMMONWEALTH HALL, UNIVERSITY 
OF OREGON, EUGENE, OREGON 97403, FOR 
$4.00. (HW) 
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THREE STRUCTURED Q SORTS CON- 
TAINING LIBERAL, CONSERVATIVE, PRO- 
GRESSIVE, AND TRADITIONALIST STATE- 
MENTS ENABLED THE INVESTIGATOR TO 
TEST THE HYPOTHESIS THAT INDIVI- 
DUALS WHO ARE LIBERAL IN THEIR SO- 
CIAL ATTITUDES WILL TEND TO BE PRO- 
GRESSIVE IN THEIR EDUCATIONAL ATTI- 
TUDES, WHEREAS INDIVIDUALS WHO 
ARE CONSERVATIVE IN THEIR SOCIAL 
ATTITUDES WILL TEND TO BE TRADI- 
TIONALIST IN THEIR EDUCATIONAL ATT- 
ITUDES. TO ANALYZE INTRA-INDIVIDUAL 
AND INTER-INDIVIDUAL DIFFERENCES, 
36 SUBJECTS WERE SELECTED, NINE REP- 
RESENTING EACH OF THE FOUR ATTIT- 
UDES. THE HYPOTHESIS OF LIBERAL- 
PROGRESSIVE AND CONSERVATIVE-TRA- 
DITIONAL PATTERNS WAS GENERALLY 
SUPPORTED BY ANALYSIS OF VARIANCE, 
FACTOR ANALYSIS, AND DETERMINA- 
TION OF COEFFICIENTS OF CONG- 
RUENCE. THIS PAPER WAS PRESENTED 
AT THE ANNUAL MEETING OF THE AMER- 
ICAN EDUCATIONAL RESEARCH ASSOCIA- 
TION (NEW YORK, FEBRUARY 17, 1967). (JK) 


ED 013 499 EA 000 854 
LAPLANT, JAMES CLAYTON 

SCHOOL DISTRICT INNOVATIVENESS AND 
EXPECTATIONS FOR THE SCHOOL BOARD 
ROLE. 

PUB DATE 16 FEB 67 

EDRS PRICE MF-$0.25 HC-$0.44  9P. 

DESCRIPTORS *BOARD OF EDUCATION 
ROLE, *EDUCATIONAL INNOVATION, 
*SCHOOL DISTRICTS, DIFFUSION, HYPO- 
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A STUDY OF 12 WISCONSIN SCHOOL DIS- 
TRICTS MEASURED THE RELATIONSHIP 
BETWEEN THE EXTENT OF INNOVATIVE- 
NESS EXHIBITED IN SCHOOL DISTRICTS 
AND THE DEGREE OF CONSENSUS OF EX- 
PECTATIONS FOR THE SCHOOL BOARD 
ROLE WITHIN AND BETWEEN GROUPS OF 
CITIZENS, TEACHERS, ELECTED MUNI- 
CIPAL OFFICIALS, AND SCHOOL BOARD 
MEMBERS. MEASURES OF INNOVATIVE- 
NESS INCLUDED (1) NUMBER OF EDUCA- 
TIONAL INNOVATIONS ADOPTED, (2) RE- 
LATIVE EARLINESS OF SUCH ADOPTIONS, 
AND (3) RATE OF SPREAD OF THE INNOVA- 
TIONS WITHIN THE DISTRICT. INTER- 
VIEWS TO DETERMINE CONSENSUS WERE 
MADE OF RANDOM SAMPLES OF THE FOL- 
LOWING GROUPS--1794 CITIZENS, 240 
TEACHERS, 183 ELECTED OFFICIALS, 90 
BOARD MEMBERS, AND 12 SUPERINTEND- 
ENTS. INTERVIEWS TO DETERMINE INNO- 
VATIVENESS WERE HELD JOINTLY WITH 
THE SUPERINTENDENT OF SCHOOLS AND 
ANOTHER ADMINISTRATOR. ALTHOUGH 
NO DATA ARE INCLUDED, GENERAL SUP- 
PORT AND REJECTION ARE REPORTED 
FOR EIGHT INTERRELATED HYPOTHESE- 
S. THE STUDY CONCLUDES THAT A 
SCHOOL DISTRICT’S INNOVATIVENESS IS 


POSITIVELY RELATED TO THE AMOUNT 
OF AGREEMENT BETWEEN CITIZENS AND 
TEACHERS REGARDING THEIR EXPECTA- 
TIONS FOR THE SCHOOL BOARD ROLE. 
DISTRICTS WITH HIGH AGREEMENT BE- 
TWEEN EXTERNAL AND INTERNAL SEG- 
MENTS WILL ADOPT MORE INNOVATIONS 
AT AN EARLIER DATE THAN DISTRICTS 
LACKING THIS AGREEMENT. THIS PAPER 
WAS PRESENTED AT THE ANNUAL MEET- 
ING OF THE AMERICAN EDUCATIONAL 
RESEARCH ASSOCIATION (NEW YORK, 
FEBRUARY 18, 1967). (JK) 
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A SUBMODEL OF THE MODEL DEVEL- 
OPED IN TECHNICAL NOTE 24, “URBAN 
EDUCATION SYSTEMS ANALYSIS,” (A 
TOTAL DECISIONMAKING PROCEDURE 
FOR THE ALLOCATION OF RESOURCES 
FOR LARGE EDUCATIONAL FACILITIES) 
IS FURTHER SPECIFIED. THE SCHOOL 
SUBMODEL IS CONCERNED WITH THE DE- 
FINITION OF THE BASIC INPUT DATA RE- 
PRESENTING EDUCATIONAL POLICY ON 
FACILITIES, STAFF, AND PROGRAMS. THE 
OBJECTIVE OF THIS PAPER IS THE SPECI- 
FICATION OF THESE INPUTS, THEIR IN- 
TERRELATIONSHIPS, AND THE PRESEN- 
TATION OF THE DATA IN THE FORM NEC- 
ESSARY FOR THE LATER EVALUATION OF 
COSTS AND EFFECTIVENESS. FOUR 
TYPES OF INFORMATION ARE GENERAT- 
ED FROM THE MODEL FOR USE IN EDUCA- 
TIONAL POLICY-(1) FACILITY REQUIRE- 
MENTS IN TERMS OF TOTAL SCHOOL 
PLANT SIZE AND FUNCTIONAL SPACE AL- 
LOCATION, (2) STAFFING REQUIREMENTS 
BY NUMBER AND OCCUPATIONAL CATE- 
GORIES, (3) SPECIAL PROGRAM REQUIRE- 
MENTS IN TERMS OF STAFF AND SPACE, 
AND (4) STAFF AND SPACE IMPLICATIONS 
OF SCHEDULING MODIFICATIONS. (HW) 
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THE STATE AID TO EDUCATION PRO- 
GRAMS IN KENTUCKY, MISSOURI, AND 
TENNESSEE ARE INVESTIGATED WITH 
RESPECT TO THEIR COMPENSATION FOR 
DIFFERENCES IN THE ABILITY OF LOCAL 


SCHOOL DISTRICTS TO SUPPORT EDUCAT- 
ION. A HYPOTHETICAL AID FORMULA 
WAS USED AS A STANDARD AGAINST 
WHICH TO MEASURE THE PRESENT 
EQUALIZATION SCHEMA IN EACH OF THE 
THREE STATES. KENTUCKY WAS FOUND 
TO DO A BETTER JOB OF DISTRIBUTING 
FUNDS TO EQUALIZE FOR DIFFERENCES 
IN ABILITY TO PAY THAN WERE MISS- 
OURI OR TENNESSEE. THE BASIC REA- 
SONS FOR THE DIFFERENCES IN THE 
THREE PROGRAMS LIE IN THE PROPOR- 
TION OF THE EDUCATIONAL PROGRAM 
WHICH MUST BE FINANCED LOCALLY 
AND THE SHARE OF STATE AID WHICH 
MUST BE DISTRIBUTED WITHOUT RE- 
GARD TO ECONOMIC ABILITY. STATE AID 
WAS FOUND TO DISCRIMINATE AGAINST 
URBAN AREAS IN ALL THREE STATES. 
THIS WAS EXPECTED BECAUSE OF THE 
GREATER RELUCTANCE OF RURAL 
AREAS EXPERIENCING OUTMIGRATION 
TO FINANCE THE EDUCATION OF STU- 
DENTS WHO WILL NOT CONTRIBUTE TO 
THE COMMUNITY. (HW) 
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MAJOR FINDINGS OF A SUMMER SEMI- 
NAR HELD AT THE UNIVERSITY OF CHI- 
CAGO IN 1966 DEFINE CURRENT ISSUES 
RELATED TO STATE DEPARTMENTS OF 
EDUCATION (SDE) AND LEAD TO 23 RE- 
COMMENDATIONS FOR STRENGTHENING 
THESE DEPARTMENTS SO THAT THEY 
MAY BE EFFECTIVE PARTNERS IN THE 
GOVERNMENT OF EDUCATION. SDE’S ARE 
EVALUATED WITH RESPECT TO FIVE 
MAJOR ACTIVITIES-OPERATIONAL, RE- 
GULATORY, SERVICE, DEVELOPMENTAL 
(IMPROVEMENT OF SERVICES), AND PUB- 
LIC SUPPORT AND COOPERATION. FAI- 
LURE OF SDE’S TO ACHIEVE OPTIMUM RE- 
SULTS IS DUE TO INADEQUATE FINANCI- 
AL SUPPORT, LACK OF AGREEMENT ON 
METHOD, NEED FOR PERSONNEL, AND 
ORGANIZATIONAL INERTIA. SPECIAL AS- 
PECTS OF THE STUDY INCLUDE-(1) HIS- 
TORICAL DEVELOPMENTS AND CURRENT 
STATUS OF SDE’S, (2) SELECTED CHARAC- 
TERISTICS OF SDE’S (3) BACKGROUND 
AND CAREER PATTERNS OF STATE DE- 
PARTMENT PERSONNEL, (4) STATE 
POWER AND LOCAL DECISIONMAKING IN 
EDUCATION, (5) THE IMPACT OF TITLE V 
ON SDE’S, AND (6) THE EMERGING ROLE 
OF SDE’S. DATA SUPPORTING THE STUDY 
WERE OBTAINED FROM INTERVIEWS OF 
116 PROFESSIONAL PERSONNEL, RES- 
PONSES OF 39 CHIEF STATE SCHOOL OFFI- 
CERS TO A QUESTIONNAIRE ON USE OF 
TITLE V FUNDS, AND AN ANALYSIS OF 
THREE STATE DEPARTMENTS OF EDUCA- 
TION, SMALL, MEDIUM, AND LARGE. THIS 
DOCUMENT IS AVAILABLE FROM THE 
MIDWEST ADMINISTRATION CENTER, 
THE UNIVERSITY OF CHICAGO, 5835 
SOUTH KIMBARK AVENUE, CHICAGO, IL- 
LINOIS 60637, (JK) 
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A THIRD OF ALL AMERICAN TEACHING 
EMPLOYEES IN THE FIELD OF EDUCA- 
TION ARE COVERED BY SOME FORM OF 
COLLECTIVE BARGAINING, A SITUATION 
IN MANY RESPECTS PARALLEL TO THAT 
FOUND AMONG WORKERS IN THE PRI- 
VATE INDUSTRIAL SECTOR. TEACHER 
CONTRACTS ARE DISTINGUISHED BY 
LESS RELIANCE ON SENIORITY, FEWER 
EMPLOYER PENALTIES, AND FEWER 
FRINGE BENEFITS, PRIMARILY BE- 
CAUSE TEACHER BARGAINING IS STILL 
IN ITS INFANCY. TEACHER BARGAINING 
MOVES BEYOND INDUSTRIAL COLLEC- 
TIVE BARGAINING TO THE EXTENT THAT 
TEACHERS REGARD THEMSELVES AS 
PROFESSIONALS, BARGAINING NOT ONLY 
ON CONDITIONS OF WORK BUT ON MAT- 
TERS OF EDUCATIONAL POLICY, INCLUD- 
ING CURRICULUM DETERMINATION, 
TEXTBOOK SELECTION, TEACHING 
HOURS, AND SPECIAL EDUCATIONAL 
PROGRAMS. THE NEW YORK CITY MORE 
EFFECTIVE SCHOOLS PLAN IS AN ILLUS- 
TRATION OF TEACHER BARGAINING 
GAINS FOR BOTH SCHOOLS AND CHILD- 
REN. THE TEACHERS’ UNION PROPOSED 
USING CITY BONUS FUNDS TO ESTABLISH 
SPECIFIED CONDITIONS (SMALLER 
CLASSES, TEACHER “FREE” TIME, AND 
SATURATION REMEDIAL AND PSYCHOLO- 
GICAL SERVICES). IN THREE YEARS OF 
OPERATION THE PLAN HAS ACHIEVED 
REMARKABLE RESULTS. TEACHERS’ UN- 
IONS HAVE A UNIQUE ROLE IN PROVID- 
ING A NEW DYNAMISM IN EDUCATION, 
OFFERING SOLUTIONS WITHOUT PRIOR 
COMMITMENT TO VESTED INTERESTS OR 
TO ESTABLISHED, OUTMODED, OR INADE- 
QUATE PROGRAMS. THIS ADDRESS WAS 
PRESENTED AT THE PACIFIC NORTH- 
WEST ASSEMBLY CO-SPONSORED BY THE 
UNIVERSITY OF OREGON AND THE AMER- 
ICAN ASSEMBLY OF COLUMBIA UNIVER- 
SITY (UNIVERSITY OF OREGON, EUGENE, 
JULY 20-23, 1967) AND APPEARS IN “CHAL- 
LENGES TO COLLECTIVE BARGAINING,” 
A REPORT OF THAT ASSEMBLY. (JK) 
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THIS GUIDE FOR REGULAR CLASSROOM 
TEACHERS IN WARREN CITY, OHIO, DES- 
CRIBES CRITERIA FOR PLACEMENT IN 
VARIOUS EDUCATIONAL PROGRAMS. 
THREE LEVELS OF PROGRAMS ARE OF- 
FERED FOR PRIMARY AND UPPER ELEM- 
ENTARY GRADES AND FIVE LEVELS FOR 
JUNIOR AND SENIOR HIGH SCHOOL 
GRADES. DETERMINATIONS ARE BASED 
ON MENTAL ABILITY, TEST SCORES, PER- 
FORMANCE ON STANDARD ACHIEVE- 


40 





MENT TESTS, MARKS, AND TEACHER’S 
ESTIMATE OF THE PUPIL. DETAILED CRI- 
TERIA FOR PLACEMENT IN EACH PRO- 
GRAM ARE OUTLINED. SAMPLE GUI- 
DANCE FORMS WITH DIRECTIONS AND 


PARENT NOTIFICATION FORMS ARE 
PRESENTED. (JW) 
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A STUDY OF PERCEPTION USED A SAM- 
PLE OF 325 CEREBRAL PALSIED CHIL- 
DREN (211 WERE SPASTIC, 114 WERE ATH- 
ETOID) AND 110 NORMAL CHILDREN. ALL 
CHILDREN WERE BETWEEN SIX AND 16 
YEARS OF AGE AND OF NORMAL INTELL- 
IGENCE. TO INVESTIGATE PERCEPTUAL 
DISTURBANCES, SIX TESTS WERE ADMIN- 
ISTERED-THE TACTUAL MOTOR TEST, 
THE SYRACUSE VISUAL FIGURE BACK- 
GROUND TEST (SVFB), THE MARBLE 
BOARD TEST, A MAZE TEST, AND TWO 
DISC TESTS DESIGNED TO MEASURE TAC- 
TUAL PERCEPTION OF GEOMETRIC 
SHAPES. THE BINET VOCABULARY TEST 
WAS USED AS A SCREENING TEST AND TO 
ESTABLISH RAPPORT. DATA WAS ANA- 
LYZED BY COMPARING THE THREE 
GROUPS OF SUBJECTS ON EACH MEAS- 
URE AND DETERMINING RELATIONSHIPS 
TO CHRONOLOGICAL AGE AND SEX. IN- 
TERRELATIONSHIPS AMONG THE PER- 
CEPTUAL MEASURES ARE PRESENTED. 
CEREBRAL PALSIED SUBJECTS PER- 
FORMED MORE POORLY ON THE SVFB, 
THE MARBLE BOARD, THE TACTUAL 
MOTOR, AND MAZE TESTS THAN DID THE 
NORMAL SUBJECTS. DISC TESTS WERE 
EASILY PERFORMED BY ALL SUBJECTS. 
SPASTIC SUBJECTS PERFORMED MORE 
POORLY THAN ATHETOID SUBJECTS ON 
THE MARBLE BOARD AND THE SVFB 
TESTS. ALL TESTS SHOWED DEVELOP- 
MENTAL TRENDS AND THE EFFECT OF 
AGE WAS MOST PRONOUNCED FOR THE 
TACTUAL MOTOR, MARBLE BOARD, AND 
MAZE TESTS, AND LOWER FOR THE SVFB 
TEST. GENERALLY, RELATIONSHIPS BE- 
TWEEN TESTS WERE LOW (EXCEPT FOR 
MARBLE BOARD AND TACTUAL MOTOR 
TESTS FOR THE SPASTIC GROUP). IN AN 
ADDITIONAL STUDY, THE TERMAN-MER- 
RILL INTELLIGENCE SCALE VOCABULA- 
RY TEST, THE FLY TEST, THE SVFB TEST, 
A TEST OF COLOR VISION, AND AN EXPER- 
IMENTAL FIGURE-BACKGROUND TEST 
WERE ADMINISTERED TO 401 SPASTIC 
SUBJECTS AGED SIX TO 16 YEARS. SPAS- 
TIC CHILD’S PERCEPTION OF FIGURE IN- 
CREASES WITH LENGTH OF HIS OBSERVA- 
TION TIME. MORE FIGURE IS PERCEIVED 
IN COLOR MATERIALS. PERCEPTION IS 
SLIGHTLY BETTER FOR THREE DIMEN- 
SIONAL THAN FOR TWO DIMENSIONAL 
MATERIALS. MORE FIGURE WAS PER- 
CEIVED WHEN A LARGE FIGURE ON A 








LARGE "BACKGROUND WAS PRESENTED 
THAN WITH OTHER COMBINATIONS. A 96. 
ITEM BIBLIOGRAPHY IS INCLUDED. THIS 
DOCUMENT WAS PUBLISHED BY SYRA-. 
CUSE UNIVERSITY PRESS, BOX 87, UNIV- 
ERSITY STATION, SYRACUSE, N.Y. 13210. 
$6.00. (MY) 


ED 013 506 

JORDAN, THOMAS E. 

THE MENTALLY RETARDED. 
PUBDATE' 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *MEDICAL TREATMENT, 
*MENTAL RETARDATION, *MENTALLY 
HANDICAPPED, *PSYCHOLOGICAL TESTs, 
*“SPECIAL EDUCATION, ADOLESCENTS, 
ADULTS, CASE STUDIES (EDUCATION), 
CHILDREN, DIAGNOSTIC TESTS (EDUCA- 
TION), ETIOLOGY, FAMILY (SOCIOLOGI- 
CAL UNIT), LANGUAGE HANDICAPS, PSY- 
CHOTHERAPY, RESIDENTIAL SCHOOLS, 
SPEECH HANDICAPS, 

THIS BOOK PROVIDES A GUIDE TO THE 
BASIC CONCEPTS AND ISSUES IN THE 
FIELD OF MENTAL RETARDATION. 
THERE ARE MANY SOURCES OR CAUSES 
OF MENTAL RETARDATION AND THE FOL- 
LOWING TYPES ARE EXPLAINED--(1) 
GENETIC OR CHEMICAL DISORDERS, (2) 
BIRTH TRAUMA, (3) SUBSEQUENT ACCI- 
DENTS OR DISEASE, AND (4) ENVIRON. 
MENTAL INFLUENCES. IT IS NOTED THAT 
MOST CASES INVOLVE A COMBINATION 
OF FACTORS NOT EASILY ASCERTAINED. 
DEVELOPMENTAL PATTERNS THAT 
OCCUR WITH VARIOUS TYPES OF RETAR- 
DATION AND THE MANY PHYSICAL, PER- 
SONALITY, AND BEHAVIORAL CHARAC- 
TERISTICS ASSOCIATED WITH THE CON- 
DITION ARE DISCUSSED. VARIOUS METH- 
ODS OF INTELLECTUAL, EDUCATIONAL, 
AND SOCIAL EVALUATIONS ARE PRE- 
SENTED ALONG WITH FUTURE POSSI- 
BILITIES FOR MORE EFFECTIVE DIAG- 
NOSTIC PROCEDURES. THE MANY DIF- 
FICULTIES OF FAMILY ADJUSTMENT, 
METHODS OF HOME CARE, AND REQUIRE- 
MENTS FOR RESIDENTIAL LIVING ARE 
EVALUATED. VARIOUS PROGRAMS AND 
PROBLEMS FROM ELEMENTARY 
THROUGH THE VOCATIONAL LEVEL ARE 
CONSIDERED. THE AUTHOR FEELS THAT 
MOST ATTEMPTS TO DEFINE MENTAL RE- 
TARDATION ARE INADEQUATE AND PRE- 
SENTS A NEW THEORY BASED ON THE 
CLOSE RELATIONSHIP BETWEEN MEN- 
TAL RETARDATION AND RETARDED 
LANGUAGE DEVELOPMENT. CROSS REF- 
ERENCING BETWEEN CHAPTERS IS PRO- 
VIDED AND REFERENCE LISTS RANGING 
FROM 53-173 ITEMS ARE INCLUDED FOR 
EACH CHAPTER. THIS DOCUMENT WAS 
PUBLISHED BY CHARLES E. MERRILL 
BOOKS, INC., COLUMBUS, OHIO. $7.50. (RS) 
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AN OUTLINE OF THE EDUCABLE MEN- 
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THROUGH MID 70’S) PROGRAM IN THE CIN- 








CINNATI PUBLIC SCHOOLS PRESENTS 
PLACEMENT PROCEDURES, COURSES RE- 
COMMENDED FOR GRADES SEVEN 
THROUGH 12, AND WORK EXPERIENCE 
PROGRAM, GRADING AND PROMOTION 
PROCEDURES, AND REQUIREMENTS FOR 
OPENING NEW CLASSES. (JZ) 
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DESIGNED FOR STUDENTS OF SPEECH 
PATHOLOGY AND AUDIOLOGY AND PRAC- 
TICING CLINICIANS, THIS BOOK PRE- 
SENTS AN HISTORICAL OVERVIEW OF AT- 
TEMPTS TO TEACH THE DEAF FROM BE- 
FORE THE 15TH CENTURY THROUGH THE 
20TH CENTURY. A DISCUSSION OF DIAG- 
NOSTIC PROCEDURES FOR AUDITORY DI- 
SORDERS IN CHILDREN INCLUDED IN- 
FORMAL TESTING, PLAY AUDIOMETRY, 
SPEECH TESTS, ELECTRODERMAL AUDI- 
OMETRY, AND ELECTROENCEPHALIC 
AUDIOMETRY. LANGUAGE CONSIDERA- 
TIONS FOR THE DEAF ARE DISCUSSED IN 
TERMS OF LANGUAGE ACQUISITION AND 
LANGUAGE INSTRUCTION WITH THE 
ORAL, MANUAL, AND COMBINED METHO- 
DS. ASPECTS OF SPEECH ACQUISITION, 
SPEECH INSTRUCTION, AND SPEECH PRO- 
DUCTION ARE INCLUDED. SUGGESTIONS 
FOR FURTHER READING ARE CON- 
TAINED WITHIN THE TEXT. A BIBLIOGRA- 
PHY LISTS 478 ITEMS. THIS DOCUMENT 
WAS PUBLISHED BY PRENTICE-HALL, 
INC., ENGLEWOOD CLIFFS, N.J. $5.95. (FL) 
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THE BEHAVIOR OF PRESCHOOL BLIND 
AND PRESCHOOL SIGHTED CHILDREN 
AND THE RELATIONSHIPS BETWEEN THE 
BEHAVIOR OF MOTHERS AND CHILDREN 
WERE STUDIED. SUBJECTS WERE 10 
BLIND AND 12 SIGHTED CHILDREN FROM 
THREE TO SIX YEARS OF AGE AND FROM 
NONIMMIGRANT, UNBROKEN CAUCASIAN 
FAMILIES OF AVERAGE SOCIOECONOMIC 
STATUS AND CHRISTIAN BACKGROUND. A 
SYSTEMATIC BEHAVIOR OBSERVATION 
TECHNIQUE WAS USED TO OBSERVE 
EACH CHILD IN HIS HOME ENVIRONM- 
ENT. RESULTS SHOWED SIGNIFICANTLY 
GREATER INTERACTION WITH ADULTS 
BY BLIND CHILDREN THAN BY SIGHTED 
CHILDREN, NO SIGNIFICANT DIFFERENC- 
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ES IN THE AMOUNT OF SELF-INSTIGATED 
BEHAVIOR BETWEEN GROUPS, AND 
MORE’ SELF-INSTIGATED BEHAVIOR 
AIMED AT THE MOTHER BY BLIND CHIL- 
DREN THAN BY SIGHTED CHILDREN. 
BLIND CHILDREN’S SELF-INSTIGATED 
BEHAVIOR AIMED AT THE MOTHER WAS 
CATEGORIZED AS 51 PERCENT SUCCOR- 
ANT, 30 PERCENT SOCIABILITY, AND 14 
PERCENT DOMINANCE. NO SIGNIFICANT 
DIFFERENCES WERE FOUND AMONG 
THESE THREE TYPES OF ACTS FOR THE 
SIGHTED CHILDREN. IN RELATION TO 
THEIR MOTHERS, BLIND CHILDREN 
TENDED TOWARD SUCCORANCE AND SO- 
CIABILITY, AND SIGHTED CHILDREN 
TENDED TOWARD DOMINANCE AND 
NURTURANCE. THE BEHAVIOR OF BLIND 
CHILDREN WAS NOT AS VARIABLE AS 
THAT OF SIGHTED CHILDREN. SUCCOR- 
ANCE WAS THE CHARACTERISTIC WHICH 
MOST CLEARLY DISTINGUISHED THE BE- 
HAVIOR OF BLIND AND SIGHTED CHILD- 
REN. MOTHERS OF BLIND CHILDREN 
WERE COMPLIANT TO ABOUT HALF OF 
CHILDREN’S SUCCORANT BEHAVIOR. 
MOTHERS OF SIGHTED CHILDREN EITH- 
ER COMPLIED VERY MUCH OR VERY LIT- 
TLE TO SUCH BEHAVIOR. MOTHERS OF 
BLIND CHILDREN USED REFUSAL AND 
IGNORING AS WAYS OF NOT COMPLYING, 
WHILE MOTHERS OF SIGHTED CHILDREN 
RELIED ALMOST TOTALLY ON REFUSAL. 
A NUMBER OF SIGNIFICANT RELATION- 
SHIPS WERE FOUND BETWEEN THE BE- 
HAVIOR OF BLIND CHILDREN AND THEIR 
MOTHERS. THE AUTHOR CONCLUDED 
THAT THE DEGREE OF SELF RELIANCE 
IN A CHILD IS BETTER PREDICTED FROM 
THE MOTHER’S COMPLIANT BEHAVIOR 
THAN FROM THE EXISTENCE OF BLIND- 
NESS IN THE CHILD. THIS DOCUMENT IS 
AVAILABLE FROM THE AMERICAN FOUN- 
DATION FOR THE BLIND, 15 WEST 16TH 
STREET, NEW YORK, N.Y. 10011. $1.50. (DF) 
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THESE PROCEEDINGS WERE PREPARED 
FROM THE WEST COAST REGIONAL CON- 
FERENCE ON RESEARCH RELATED TO 
BLIND AND SEVERELY VISUALLY IM- 
PAIRED CHILDREN HELD MARCH 8-10, 
1965. SURVEY RESULTS WERE PRESENT- 
ED WHICH INDICATED THE NUMBER OF 
BLIND, SEVERELY VISUALLY IMPAIRED, 
AND MULTIPLY HANDICAPPED CHIL- 
DREN IN CALIFORNIA AND THE INCI- 
DENCE OF BLINDNESS IN CHILDREN IN 
THE LOS ANGELES AREA. INFORMATION 
WAS OFFERED ON RESEARCH TECH- 
NIQUES TO UNCOVER THE “HIDDEN” 


BLIND POPULATION FOR INCLUSION IN 
SURVEYS. VARIOUS CAUSES AND TREAT- 
MENTS OF BLINDNESS IN CHILDREN AND 
TWO REPORT FORMS USED FOR 
CHILDREN’S EYE EXAMINATIONS ARE 
PRESENTED. THE FOLLOWING AREAS 
ARE EXAMPLES OF CURRENT RESEARCH 
EMPHASIS-—(1) UPDATING BRAILLE READ- 
ING INSTRUCTION, (2) DEVELOPING AN 
EDUCATIONAL PROGRAM FOR MULTIPLY 
HANDICAPPED BLIND CHILDREN, (3) 
MODIFYING AND EVALUATING THE OH- 
WAKI-KOHS BLOCK DESIGN INTELLI- 
GENCE TEST FOR THE BLIND, (4) DEVEL- 
OPING A DIRECT TRANSLATION DEVICE 
TO ALLOW THE BLIND ACCESS TO PRINT- 
ED MATERIAL, (5) MEASURING HUMAN 
SONAR ABILITIES, (6) DEVELOPING A 
STATE WIDE FRAMEWORK OF ORIENTA- 
TION AND MOBILITY INSTRUCTION FOR 
BLIND STUDENTS IN PUBLIC SCHOOLS, 
AND (6) VARIOUS MOBILITY PROJECTS IN 
THE LOS ANGELES AREA. SPECIFIC 
AREAS FOR FUTURE RESEARCH ‘ARE 
ALSO SUGGESTED. REFERENCES ARE 
LISTED. (RS) 


ED 013511 EC 000 351 
AAIB NATIONAL CONFERENCE ON PRE- 
SCHOOL SERVICES FOR VISUALLY HANDI- 
CAPPED CHILDREN AND THEIR FAMILIES. 
(ST. LOUIS, MARCH 28-30, 1965). 

AMERICAN ASSN. OF INSTRUCTORS OF 

THE BLIND 
PUB DATE 30 MAR 65 
EDRS PRICE MF-$0.50 HC-$4.24 104P. 

DESCRIPTORS *PRESCHOOL CHILDREN, 
*VISUALLY HANDICAPPED, CHILD DE- 
VELOPMENT, CHILDREN, CHILDRENS BU- 
REAU, CLINICAL DIAGNOSIS, COMMUNI- 
TY RESOURCES, CONFERENCE REPORTS, 
EMOTIONAL DEVELOPMENT, EVALUAT- 
ION, IDENTIFICATION, PARENT COUN- 
SELING, SPECIAL EDUCATION, 

THESE 11 PAPERS WERE PRESENTED AT 
THE AMERICAN ASSOCIATION OF IN- 
STRUCTORS OF THE BLIND NATIONAL 
CONFERENCE ON PRESCHOOL SERVICES 
FOR VISUALLY HANDICAPPED CHILDREN 
AND THEIR FAMILIES. PHYSICIANS, SO- 
CIAL WORKERS, EDUCATORS, AND REP- 
RESENTATIVES OF COMMUNITY SERVIC- 
ES PARTICIPATED IN THE CONFERENCE 
HELD MARCH 28-30, 1965. INTHE KEYNOTE 
ADDRESS, ELIZABETH MALONEY SPOKE 
ON “WHAT ARE WE DOING AND WHAT CAN 
WE DO FOR VISUALLY HANDICAPPED 
PRESCHOOL CHILDREN.” OTHER PAPERS 
PRESENTED WERE-(1) “METHODS USED 
IN DEFINING BLIND CHILDREN IN 
GREATER CLEVELAND” BY PATRICIA 
STONE, (2) “IDENTIFICATION AND EVALU- 
ATION OF INFANTS AND CHILDREN WITH 
VISUAL DEFECTS-THE ROLE OF THE 
PEDIATRICIAN” BY GORDON BLOOM- 
BERG, (3) “THE IDENTIFICATION, DIAG- 
NOSIS AND EVALUATION OF EYE DI- 
SEASES” BY PHILLIP SHAHAN, (4) “IDEN- 
TIFICATION, DIAGNOSIS AND EVALUATI- 
ON” BY ROBERT MCGUIE, (5) “COUNSEL- 
ING WITH PARENTS OF BLIND CHILDREN- 
-A SOCIAL WORKER’S POINT OF VIEW” BY 
MARIE MORRISON, (6) “SOME THOUGHTS 
ON THE EMOTIONAL DEVELOPMENT OF 
PRESCHOOL CHILDREN” BY THOMAS 
BRUGGER, (7) “CHILDREN’S BUREAU 
HEALTH SERVICES FOR CHILDREN WITH 
VISUAL HANDICAPS” BY ALICE CHENOW- 
ETH, (8) “REFERRAL TO AND USE OF COM- 
MUNITY RESOURCES” BY ROY DAVIDSON, 
(9) “WHAT AFFECTS BLIND CHILDREN’S 
DEVELOPMENT” BY MIRIAM NORRIS, 
AND (10) “LIAISON WITH AND REPORTING 
TO SCHOOLS” BY RANDALL HARLEY. (MY) 
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CLARK,LESLIEL. AND OTHERS 
PROCEEDINGS OF THE ROTTERDAM MOBIL- 
ITY RESEARCH CONFERENCE (ROTTER- 
DAM, THE NETHERLANDS, AUGUST 3-7, 
1964). 
AMERICAN FOUNDATION FOR’ THE 

BLIND, NEW YORK, N.Y. 

PUB DATE MAY 65 
EDRS PRICE MF-$1.25 HC-$11.28 280P. 

DESCRIPTORS *MOBILITY AIDS, *RE- 
SEARCH NEEDS, *VISUALLY HANDI- 
CAPPED, *VISUALLY HANDICAPPED MO- 
BILITY, ATHLETIC ACTIVITIES, EVALUA- 
TION NEEDS, HAVERFORD BIONIC IN- 
STRUMENTS, OBSTACLE DETECTOR, SEN- 
SORY AIDS, TRAVEL TRAINING, VISUAL- 
LY HANDICAPPED ORIENTATION, 

THESE PROCEEDINGS WERE PREPARED 
FROM THE MOBILITY RESEARCH CON- 
FERENCE HELD IN ROTTERDAM, THE 
NETHERLANDS, AUGUST 3-7, 1964. PRO- 
GRESS REPORTS ARE GIVEN ON THE FOL- 
LOWING--(1) ULTRASONIC MOBILITY AID, 
(2) ULTRASONIC GUIDANCE SYSTEM, (3) 
ELEKTROFTALM MOBILITY AID, (4) PAS- 
SIVE ENVIRONMENT SENSORS, (5) AM- 
BIENT-LIGHT OBJECT DETECTOR, (6) TRA- 
VEL PATH SOUNDER, (7) PHONOSCOPE. 
PHOTOGRAPHS AND DIAGRAMS DESCRIB- 
ING EACH SYSTEM ACCOMPANY THE REP- 
ORTS. SPECIAL PROBLEMS AND TECH- 
NIQUES CONNECTED WITH MOBILITY 
TRAINING, SUCH AS RETRAINING THE 
NEUROMUSCULAR SYSTEM TO FUNCTION 
WITH SENSES OTHER THAN VISION, 
TEACHING THE ART OF FENCING, THE 
USE OF SKIING AS A SPORT, AND THE IM- 
PORTANCE OF GOOD HEARING ARE DISC- 
USSED. RESEARCH NEEDS ARE IDENTI- 
FIED IN THESE AREAS--(1) THE HUMAN 
SKILLS NECESSARY FOR EFFECTIVE MO. 
BILITY TRAINING, (2) THE DEVELOPMENT 
OF A READINESS TEST TO DETERMINE 
THOSE PERSONS WHO ARE READY FOR 
MOBILITY TRAINING, (3) MARKET RE- 
SEARCH REGARDING THE VARIOUS MO- 
BILITY DEVICES. A SYSTEMATIC EVALU- 
ATION OF THE REAL UTILITY OF MOBILI- 
TY AIDS TO THE BLIND IS DISCUSSED AS 
A NECESSARY PREREQUISITE TO FU- 
TURE DEVELOPMENT AND REFINEMENT 
OF ALL DEVICES. THE APPENDIX IN- 
CLUDES SPECIFICATIONS FOR THE LONG 
CANE, TECHNIQUES FOR TEACHING CANE 
TRAVEL, AND A FORM FOR EVALUATING 
MOBILITY TRAINING AND PERFORM- 
ANCE. REFERENCES ARE LISTED. (RS) 
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DAVITZ,JOELR. ANDOTHERS 
TERMINOLOGY AND CONCEPTS IN MENTAL 
RETARDATION. TC SERIES IN SPECIAL 
EDUCATION. 

COLUMBIA UNIV,, NEW YORK, TEACHERS 

COLLEGE 
PUBDATE 64 
CONTRACT OEC-SAE-6460 
EDRS PRICE MF-$0.75 HC-$5.52 136P. 

DESCRIPTORS *CLASSIFICATION, *MEN- 
TAL RETARDATION, *TAXONOMY, *TER- 
MINOLOGY, 

A CONTENT ANALYSIS OF THE LITERA- 
TURE ON MENTAL’ RETARDATION 
GROUPED TERMS INTO FIVE CATE- 
GORIES--GENERAL TERMS, ETIOLOGICAL 
TERMS, TERMS CONCERNED WITH 
DEGREE OF RETARDATION, EDUCATION- 
AL TERMS, AND LEGAL TERMS. FOR EACH 
GROUP, DISCUSSION SUMMARIZES DE- 
FINITION, PRESENTS AREAS OF AGREE- 
MENT AND DISAGREEMENT, AND POINTS 
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UP ISSUES AND PROBLEMS. A TABLE FOR 
EACH GROUP LISTS EQUIVALENT TERMS 
AND ANALYZES MAJOR TERMS IN SEVEN 
WAYS--ETIOLOGY, INTELLECTUAL 
FUNCTIONING, EDUCATIONAL FUNCT- 
IONING, MATURATION AND SOCIAL COM- 
PETENCE, PSYCHOLOGICAL (FUNCTION- 
ING AND STATUS, PHYSICAL AND ENVI- 
RONMENTAL (STATUS), AND PROGNOSIS. 
REFERENCES SUPPLYING THE CONCEPTS 
USED IN A DEFINITION ARE NOTED. THE 
CONCEPTS OF PSEUDO-FEEBLEMINDED- 
NESS AND PROBLEMS OF DIAGNOSIS ARE 
ALSO DISCUSSED. FROM THIS REVIEW OF 
THE LITERATURE, A TENTATIVE MULTI- 
DIMENSIONAL SYSTEM FOR THE DEFINI- 
TION OF TERMS IS PRESENTED. USING 
THIS SYSTEM, A PERSON CAN BE CLASSI- 
FIED ON THE BASIS OF SIX DIMENSIONS- 
-ETIOLOGY, INTELLIGENCE, MATURAT- 
ION, PSYCHOLOGICAL AND SOCIAL STA- 
TUS, PHYSICAL AND ENVIRONMENTAL 
STATUS, AND PROGNOSIS. EACH OF 
THESE SIX DIMENSIONS IS FURTHER DI- 
VIDED SO THAT A PERSON CAN BE 
CLASSIFIED TO INDICATE GENERAL ABI- 
LITY AND SPECIFIC STRENGTHS AND 
WEAKNESSES. THUS A GENERAL SYSTEM 
FOR DEFINITION IS PRESENTED. FOLLO- 
WUP STUDIES OF INTELLECTUAL, VOCA- 
TIONAL, AND SOCIAL FUNCTIONING OF 
FEEBLEMINDED PERSONS ARE SUMMAR- 
IZED IN THE HOPE OF DEVELOPING A 
CLASSIFICATION SYSTEM BASED ON ADE- 
QUATE PROGNOSTIC KNOWLEDGE. REF- 
ERENCE LIST CITES 368 ITEMS. (MY) 
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PUBDATE 64 
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DESCRIPTORS *ARITHMETIC, *ENRICH- 
MENT ACTIVITIES, *GIFTED, COLUMBUS, 
GRADE 1, GRADE 2, GRADE 3, PRIMARY 
GRADES, SPECIAL EDUCATION, 

THE DOCUMENT CONTAINS NUMEROUS 
SPECIFIC ACTIVITIES FOR UNDERSTAND- 
ING ELEMENTS OF THE NUMERATION 
SYSTEM, FUNDAMENTAL OPERATIONS, 
AND OTHER CONCEPTS SUCH AS TIME, 
FRACTIONS, AND APPROACHES TO GEOM- 
ETRY. A NUMBER OF GAMES AND PUZ- 
ZLES ARE INCLUDED. THE ACTIVITIES 
WERE DEVELOPED BY TEACHERS AT A 
UNIVERSITY OF CINCINNATI WORKSHOP 
FOR THE IMPROVEMENT OF ARITHMETIC 
PROGRAMS FOR ACADEMICALLY GIFTED 
CHILDREN. (RM) 


EC 000 568 
FOR 


ED 013 515 EC 000 571 
AUGSPURGER, EVERETT F. ANDOTH- 
ERS 


TEACHERS’ GUIDES. WORLD HISTORY FOR 
THE ACADEMICALLY TALENTED. AD- 
VANCED PLACEMENT EUROPEAN HISTORY. 
OHIO STATE DEPT. OF EDUCATION, CO- 
LUMBUS 
CLEVELAND PUBLIC SCHOOLS, OHIO 
PUBDATE 63 
EDRS PRICE MF-$0.75 HC-$6.44 159P. 
DESCRIPTORS *ADVANCED PLACEM- 
ENT, *CURRICULUM GUIDES, *GIFTED, 
ADOLESCENTS, COLUMBUS, EUROPEAN 
HISTORY, INSTRUCTIONAL MATERIALS, 
SECONDARY GRADES, SOCIAL STUDIES, 
SPECIAL EDUCATION, UNITS OF STUDY 
(SUBJECT FIELDS), WORLD HISTORY, 
PREPARED BY TEACHERS AND SUPER- 
VISORS WORKING WITH A 2-YEAR DEMON- 





STRATION PROJECT, THIS DOCUMENT 
CONTAINS GUIDES FOR A WORLD HISTO- 
RY COURSE (PREHISTORY TO EARLY 20TH 
CENTURY) FOR THE GIFTED AND AN AD. 
VANCED PLACEMENT COURSE IN EURO. 
PEAN HISTORY (ANCIENT CIVILIZATION 
TO EARLY 20TH CENTURY). STUDENTS 
ARE EXPECTED TO STUDY HISTORICAL 
ISSUES AND DEVELOP RESEARCH 
SKILLS, SCHOLARSHIP, AND ABILITY IN 
THE PREPARATION OF REPORTS AND 
ESSAYS. IN THE GIFTED COURSE, LEARN. 
ING PROCESS IS STRESSED. MASTERY OF 
CONTENT AND THE USE OF ADVANCED 
ANALYTIC TECHNIQUES ARE AIMS OF 
THE ADVANCED PLACEMENT COURSE. 
EACH COURSE IS SCHEDULED FOR TWO 
SEMESTERS. FOR THE UNITS OF EACH 
COURSE, TIME ALLOTMENTS, OUTLINE 
OF TOPICS, READINGS, LEARNING AIDS, 
DISCUSSION AND STUDY QUESTIONS, 
AND MAP STUDIES ARE PROVIDED. SUP- 
PLEMENTARY READING LISTS ARE INC- 
LUDED. (RM) 
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DESCRIPTORS *ABILITY IDENTIFICAT- 
ION, *GIFTED, *INTELLECTUAL DEVEL- 
OPMENT, *SUPERIOR STUDENTS, ABLE 
STUDENTS, ADMINISTRATIVE POLICY, 
BALTIMORE, PERSONNEL, PROGRAM 
GUIDES, SCHOOL RESPONSIBILITY, SPE- 
CIAL EDUCATION, STATE PROGRAMS, 
THE DOCUMENT CONSTITUTES A POLI- 
CY STATEMENT FOR USE IN MARYLAND 
SCHOOLS. HIGH ABILITY IS REGARDED AS 
INCLUSIVE AND IS MANIFESTED BY HIGH 
INTELLIGENCE, AND/OR CREATIVITY, 
LEADERSHIP, AND SKILLED PERFOR- 
MANCE IN MOTOR AREAS. TEACHERS 
AND COUNSELORS ARE ASSIGNED A KEY 
ROLE IN IDENTIFYING THE HIGHLY 
ABLE. STANDARDIZED TESTS ARE ACK- 
NOWLEDGED AS THE MOST EFFICIENT 
SINGLE INSTRUMENT FOR IDENTIFICAT- 
ION, ALTHOUGH CAUTIONS ARE ENUMER- 
ATED FOR THEIR USE. SUGGESTIONS FOR 
PLANNING LEARNING EXPERIENCES TO 
FOSTER SELF EXPRESSION, EFFECTIVE 
COMMUNICATION, THE USE OF SPECIAL 
ABILITIES, BREADTH AND DEPTH OF THE 
LEARNING EXPERIENCE, SELF DIRECT- 
ION, AND DESIRABLE SELF CONCEPTS 
ARE PRESENTED. THE ROLES OF THE 
TEACHER, PRINCIPAL, AND SOME VIEWS 
ON ADMINISTRATIVE ARRANGEMENTS 
ARE DESCRIBED. THE LIBRARY IS PAID 
SPECIAL ATTENTION AS AN IMPORTANT 
CENTER OF LEARNING. A STATEMENT OF 
GUIDING PRINCIPLES FOR THE SCHOOL 
AND THE STATE DEPARTMENT OF EDUC- 
ATION IS GIVEN. THE GUIDELINES FOR 
ACTION INCLUDE RECOMMENDATIONS 
THAT THE SCHOOL SYSTEMS APPOINT 
PROGRAM COORDINATORS, AND THAT 
STEERING COMMITTEES PROMOTE EDUC- 
ATION PLANNING FOR THE HIGHLY 
ABLE. THIS DOCUMENT IS THE MARY- 
LAND SCHOOL BULLETIN, VOLUME 339, 
NUMBER 1. (RM) 
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CLEVELAND PUBLIC SCHOOLS, OHIO 
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DESCRIPTORS *CURRICULUM GUIDES, 
*GIFTED, *PLANE GEOMETRY, *SOLID 
GEOMETRY, COLUMBUS, GRADE 9, SPE- 
CIAL EDUCATION, UNITS OF STUDY 
(SUBJECT FIELDS), 

A UNIFIED TWO-SEMESTER COURSE IN 
PLANE AND SOLID GEOMETRY FOR THE 
GIFTED IS PRESENTED IN 15 UNITS, EACH 
SPECIFYING THE NUMBER OF INSTRUC- 
TIONAL SESSIONS REQUIRED. UNITS ARE 
SUBDIVIDED BY THE TOPIC AND ITS CON- 
CEPTS, VOCABULARY, SYMBOLISM, REF- 
ERENCES (TO SEVEN TEXTBOOKS LISTED 
IN THE GUIDE), AND SUGGESTIONS. THE 
APPENDIX CONTAINS A FALLACIOUS 
PROOF, A TABLE COMPARING EUCLI- 
DEAN AND NON-EUCLIDEAN GEOMETRY, 
PROJECTS FOR INDIVIDUAL ENRICHM- 
ENT, A GLOSSARY, AND A 64-ITEM BIBL- 
IOGRAPHY. RESULTS OF THE STANDAR- 
DIZED TESTS SHOWED THAT THE ACCEL- 
ERATES SCORED AS WELL OR BETTER IN 
ALMOST ALL CASES THAN THE REGULAR 
CLASS PUPILS, EVEN THOUGH THE AC- 
CELERATES WERE YOUNGER. SUBJEC- 
TIVE EVALUATION OF ADMINISTRATION, 
COUNSELORS, TEACHERS, AND PUPILS 
SHOWED THE PROGRAM WAS HIGHLY 
SUCCESSFUL. (RM) 
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ONE IN A THOUSAND-A COMPARATIVE 
STUDY OF MODERATELY AND HIGHLY GIFT- 
ED ELEMENTARY SCHOOL CHILDREN. 
OHIO STATE DEPT. OF EDUCATION, CO- 
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PUBDATE 64 

EDRS PRICE MF-$0.50 HC-$3.52 86P. 
DESCRIPTORS ‘GIFTED, *STUDENT 


CHARACTERISTICS, ABILITY IDENTIFI- 
CATION, ADJUSTMENT (TO ENVIRON- 
MENT), CHILDREN, CHILDRENS PERSO- 
NALITY QUESTIONNAIRE, COLUMBUS, 
CPQ, EDUCATIONAL EXPERIENCE, ELEM- 
ENTARY GRADES, FAMILY BACKGROUND, 
IOWA TESTS OF BASIC SKILLS, IPAT, PER- 
SONALITY, PHYSICAL DEVELOPMENT, 
STANFORD BINET INTELLIGENCE TEST, 
TALENT IDENTIFICATION, 

MODERATELY GIFTED AND HIGHLY 
GIFTED CHILDREN WERE STUDIED TO 
DETERMINE DIFFERENCES IN EDUCA- 
TIONAL DEVELOPMENT, ADJUSTMENT, 
PHYSICAL DEVELOPMENT, AND FAMILY 
BACKGROUND. SCHOOL PSYCHOLOGY IN- 
TERNS NOMINATED POTENTIALLY CAPA- 
BLE PUPILS FROM GRADES THREE TO 
SIX. FROM THESE, 65 MATCHED_PAIRS OF 
MODERATELY GIFTED (IQ SCORES OF 120 
TO 130) AND HIGHLY GIFTED (IQ SCORES 
OF 148 AND ABOVE) WERE SELECTED. 
STANFORD-BINET INTELLIGENCE TEST 
SCORES, IOWA EVERY PUPIL TEST OF 
BASIC SKILLS SCORES, INSTITUTE FOR 
PERSONALITY AND ABILITY TESTING 
CHILDREN’S PERSONALITY QUESTION- 
NAIRE SCORES, PARENT RATINGS OF 
CHILD, AUTOBIOGRAPHIES, WHO IS IT 
SCORES, SCHOOL RECORDS, SOCIOECO- 
NOMIC LEVELS, AND HOME INFORMA- 
TION WERE OBTAINED. STRUCTURED IN- 
TERVIEWS AND INSTRUMENTS MEASUR- 
ING CREATIVITY AND SELF CONCEPT 
WERE USED WITH 40 OF THE SUBJECTS. 
FINDINGS INDICATED THAT THE HIGHLY 
GIFTED GROUP CAME FROM MORE AF- 
FLUENT BACKGROUNDS, HAD MORE 
HIGHLY EDUCATED PARENTS, AND 
RATED HIGHER ON CREATIVITY MEASU- 
RES. BOTH GROUPS WERE FOUND TO BE 


WELL ADJUSTED, AND THERE WERE NO 
OUTSTANDING DIFFERENCES OF PHYSI- 
CAL DEVELOPMENT. TEACHERS DID NOT 
IDENTIFY 25 PERCENT OF THE HIGHLY 
GIFTED. LARGE NUMBERS WOULD HAVE 
BEEN MISSED THROUGH RELIANCE ON 
GROUP TESTS. THE STUDY RECOMMENDS 
A STATE REGISTRY OF HIGHLY GIFTED 
CHILDREN, SUMMER WORKSHOPS FOR 
TEACHERS, AND EXCESS COST SUPPORT. 
(RM) 
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MECHAM,MERLINJ. AND OTHERS 
COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH IN 
THE BANNERSTONE DIVISION OF AMERI- 
CAN LECTURES IN SPEECH AND HEARING. 
REPORTNUMBER AMER-LECT-SER-660 
PUBDATE 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS ‘*CEREBRAL PALSY, 
*LANGUAGE INSTRUCTION, *MINIMALLY 
BRAIN INJURED, *SPECIAL EDUCATION, 
*SPEECH INSTRUCTION, AUDITORY 
TRAINING, BEHAVIOR, CHILDREN, CUR- 
RICULUM, EDUCATIONAL THERAPY, 
LANGUAGE DEVELOPMENT, LEARNING 
DIFFICULTIES, NEUROLOGICALLY HAN- 
DICAPPED, PERCEPTUALLY HANDI- 
CAPPED, PRESCHOOL PROGRAMS, PSY- 
CHOLOGICAL CHARACTERISTICS, PSY- 


CHOLOGICAL EVALUATION, SPEECH 
EVALUATION, SPEECH HANDICAPS, 
SPEECH THERAPISTS, 


INTENDED AS A TEXT SOURCE BOOK, OR 
PRACTICAL REFERENCE, THE BOOK DIS- 
CUSSES SPEECH AND HEARING PROB- 
LEMS, PSYCHOLOGICAL AND LINGUISTIC 
IMPLICATIONS, AND SPECIAL EDUCA- 
TION FOR CEREBRAL PALSIED AND 
BRAIN DAMAGED CHILDREN. NUMBER 
AND COMPLEXITY OF SPEECH AND HEAR- 
ING PROBLEMS ARE EMPHASIZED, LE., 
NEUROMUSCULAR INVOLVEMENT, AR- 
TICULATION, RHYTHM, VOICE AND 
BREATHING, DISCRIMINATION, HEARING 
ACUITY, AUDITORY LINGUISTICS, AND 
SYMBOLIC PROBLEMS. METHODS OF EV- 
ALUATING SPEECH AND HEARING OF 
BRAIN DAMAGED CHILDREN ARE DIS- 
CUSSED, AND THE TEAM APPROACH IS 
RECOMMENDED FOR GATHERING PSY- 
CHOLOGICAL, SOCIAL, AND EDUCATION- 
AL INFORMATION. ACCORDING TO THE 
AUTHORS, IN SHAPING SPEECH, HEARI- 
NG, AND LANGUAGE BEHAVIOR, THE 
THERAPIST STRIVES FOR PERSONAL SO- 
CIAL COMMUNICATION, PUTTING LANGU- 
AGE INTO LIFE SITUATIONS. THE THERA- 
PY FOLLOWS A DEVELOPMENTAL SCHED- 
ULE GEARED TO THE CHILD’S LEVEL. RE- 
CEPTIVE AND EXPRESSIVE LANGUAGE 
RELATES TO MEANINGFUL EXPERIENCE- 
S, RATHER THAN SOUND DRILLS. IN SUM- 
MARIZING THE PSYCHOLOGICAL AND 
LINGUISTIC IMPLICATIONS OF CHILD- 
HOOD BRAIN DAMAGE, THE AUTHORS 
LIST BEHAVIORAL CHARACTERISTICS, 
METHODS OF PSYCHOLOGICAL EVALUAT- 
ION, AND BRIEFLY TREAT EMOTIONAL 
FACTORS. CURRICULUM, GROUPING, AND 
METHODS OF REPORTING PROGRESS FOR 
THE PRESCHOOL LEVEL ARE DISCUSSED. 
GENERAL LEARNING PROBLEMS AND 
PROBLEMS RELATED TO SPECIFIC EDU- 
CATIONAL SUBJECT AREAS, SUCH AS 
READING AND ARITHMETIC, ARE DIS- 
CUSSED ALONG WITH SUGGESTIONS FOR 
APPROPRIATE TEACHING TECHNIQUES. 
REFERENCE LIST CONTAINS 421 ITEMS. 
THIS DOCUMENT WAS PUBLISHED BY 
CHARLES C THOMAS, PUBLISHER, 
SPRINGFIELD, ILLINOIS. $11.75. (JB) 
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THE BRAIN-INJURED CHILD, A SUMMARY 
REPORT OF CONFERENCE ON THE CHILD 
WITH LEARNING DISABILITIES (JERSEY 
CITY, MARCH 25, 1965). 

JERSEY CITY STATE COLL., NJ. 
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DESCRIPTORS *DIAGNOSTIC TEACHING, 
*LEARNING DIFFICULTIES, *MINIMALLY 
BRAIN INJURED, CHILDREN, ILLINOIS 
TEST OF PSYCHOLINGUISTIC ABILITIES, 
JERSEY CITY, NEUROLOGICALLY HANDI- 
CAPPED, SPECIAL EDUCATION, 

THE BASIC VIEWPOINT OF THIS CON- 
FERENCE IS THAT CHILDREN WITH 
LEARNING DISABILITIES MUST BE EV- 
ALUATED INDIVIDUALLY ACCORDING TO 
THEIR SPECIFIC DYSFUNCTIONS AND 
PLACED IN EDUCATIONAL SETTINGS AC- 
CORDING TO THEIR INDIVIDUAL NEEDS. 
IN THE FEATURED ADDRESS, “NEW AP- 
PROACHES IN EDUCATION FOR THE 
CHILD WITH LEARNING DISABILITIES,” 
BARBARA BATEMAN DESCRIBED THREE 
MAJOR TYPES OF PROBLEMS OF CHIL- 
DREN WITH LEARNING DISABILITIES-- 
VISUAL-MOTOR, AUDITORY-VOCAL, AND 
READING. IN THESE AREAS, SPECIAL 
EDUCATION MUST TEACH SKILLS NOR- 
MALLY LEARNED AUTOMATICALLY. IDE- 
ALLY, THESE CHILDREN SHOULD BE 
IDENTIFIED AS EARLY AS POSSIBLE TO 
PREVENT SCHOOL FAILURE AND OTHER 
NEGATIVE EXPERIENCES. EARLY DETEC- 
TION WOULD ENABLE TEACHERS TO 
TAKE ADVANTAGE OF CRITICAL LEARN- 
ING PERIODS WHEN CERTAIN SKILLS 
ARE MORE EFFICIENTLY TAUGHT THAN 
AT ANY OTHER TIME. WHILE SOME CHIL- 
DREN WITH LEARNING DISABILITIES 
NEED RESIDENTIAL FACILITIES, MANY 
DO NOT. INDIVIDUAL NEEDS SHOULD BE 
CONSIDERED. DIAGNOSTIC TEACHING IS 
THE RECOMMENDED METHOD WITH 
BRAIN-INJURED CHILDREN. THIS _ IN- 
VOLVES LOCATING THE LEARNING DIFFI- 
CULTY AND DESCRIBING THE PROBLEM 
BEHAVIORALLY. MODIFICATION OF THIS 
BEHAVIOR THEN TAKES PLACE. THE IL- 
LINOIS TEST OF PSYCHOLINGUISTIC 
ABILITIES IS A GOOD DIAGNOSTIC TOOL. 
SEVERAL TRENDS IN THE EDUCATION OF 
CHILDREN WITH LEARNING DISABILI- 
TIES ARE-(1) THE CREATION OF GROUP 
SCREENING TESTS, (2) INCREASED FOCUS 
ON PREVENTIVE TEACHING, (3) MORE CO- 
OPERATION AND COMMUNICATION 
AMONG VARIOUS DISCIPLINES (AL- 
THOUGH COMMUNICATION BETWEEN 
TEACHERS AND RESEARCHERS IS LACK- 
ING), (4) RAPID ADOPTION OF FADS, AND 
(5) RESEARCH ON BETTER QUESTIONS AS 
MORE ATTENTION IS PAID TO INDIVI- 
DUAL NEEDS. A 15-ITEM BIBLIOGRAPHY 
IS INCLUDED. (RS) 
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DESIGNED AS A TEXT FOR AUDIOLOG- 
ISTS AND TEACHERS OF HEARING IM- 
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PAIRED CHILDREN, THIS BQOK PRE- 
SENTS BASIC INFORMATION ABOUT 
SPOKEN LANGUAGE, HEARING, AND LIP- 
READING. METHODS AND RESULTS OF 
EVALUATING SPOKEN LANGUAGE OF AU- 
RALLY HANDICAPPED CHILDREN WITH- 
OUT USING READING OR WRITING ARE 
REPORTED. VARIOUS TYPES OF INDIVI- 
DUAL AND GROUP HEARING AIDS ARE 
EXPLAINED. PRINCIPLES AND METHODS 
ARE SUGGESTED FOR THE GUIDANCE OF 
PARENTS OF AURALLY HANDICAPPED 
CHILDREN. GUIDELINES FOR THE CLASS- 
ROOM SPEECH INSTRUCTION OF (1) CHIL- 
DREN UNDER FIVE YEARS OF AGE AND (2) 
CHILDREN AGED FIVE TO EIGHT ARE 
DISCUSSED. INITIAL STAGES OF SPEECH 
DEVELOPMENT FOR THE AURALLY HAN- 
DICAPPED AND METHODS DESIGNED TO 
PRODUCE SPEECH AND ARTICULATION 
READINESS ARE TREATED. INFORMA- 
TION ABOUT THE SOUND PATTERNS OF 
SPEECH (ACOUSTIC PHONETICS) AND PRO- 
DUCTION OF SOUND BY SPEECH ORGANS 
(MOTOR PHONETICS) IS PRESENTED FOR 
VOWELS AND CONSONANTS. REFERENCE 
LISTS CONTAIN 87 CITATIONS. THIS DOCU- 
MENT WAS PUBLISHED BY THE VOLTA 
BUREAU, WASHINGTON, D.C. $6.95. (HK) 
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A HISTORY OF THE CONCERN FOR MEN- 
TALLY HANDICAPPED CHILDREN BY THE 
CHILDREN’S BUREAU IS FOLLOWED BY 
DESCRIPTIONS OF ITS VARIOUS PROG- 
RAMS. HEALTH SERVICES INCLUDE AP- 
PROPRIATION OF FUNDS FOR SPECIAL 
PROJECTS SERVING THE MENTALLY 
HANDICAPPED; PERSONNEL TRAINING 
THROUGH GRANTS TO UNIVERSITIES, 
GRANT PROGRAMS FOR MATERNITY AND 
INFANT CARE PROJECTS, AND SUPPORT 
OF SCREENING, DETECTION, AND TREAT- 
MENT PROGRAMS RELATED TO PHEN- 
YLKETONURIA, MULTIPLY HANDI- 
CAPPED RETARDED CHILDREN RECEIVE 
SPECIAL CLINICAL PROGRAM FUNDS. 
THE CHILD WELFARE SERVICES PRO- 
GRAM AUTHORIZES FUNDS FOR PARENT 
COUNSELING, HOMEMAKER SERVICES, 
FOSTER FAMILY CARE, ADOPTIVE SERV- 
ICES, AND OTHERS. A STAFF DEVELOP- 
MENT AND TRAINING PROGRAM PRO- 
VIDES TUITION AND MAINTENANCE 
GRANTS FOR EDUCATIONAL LEAVE FOR 
CHILD WELFARE PERSONNEL. STATE 
AND LOCAL EFFORTS TO EXPAND AND IM- 
PROVE THEIR SERVICES TO THE MENTAL- 
LY HANDICAPPED ARE STIMULATED AND 
ASSISTED BY THE BUREAU IN THE DE- 
VELOPMENT OF GUIDES AND PROGRAM 
MATERIALS, CURRICULUM PLANNING, 
COORDINATION OF SERVICES, AND 
OTHER CONSULTATIVE SERVICES. 
GRANTS ARE AVAILABLE FOR RESEARCH 
AND DEMONSTRATION PROJECTS OF REG- 
IONAL OR NATIONAL SIGNIFICANCE OR 
WITH NEW METHODS AND FACILITIES. 
STUDIES THAT SHOW PROMISE OF MAK- 
ING A SUBSTANTIAL CONTRIBUTION TO 
THE ADVANCEMENT OF HEALTH PRO- 
GRAMS FOR MOTHERS AND CHILDREN 
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ARE ALSO SUPPORTED. FUTURE PLANS 
INCLUDE SUPPORT FOR THE PREVEN- 
TION OF RETARDATION, EXPANSION OF 
COMMUNITY PROGRAMS, CLINICAL CEN- 
TERS, GENETIC AND BIOCHEMICAL LABO- 
RATORY SERVICES, AND ADDITIONAL 
TRAINING PROJECTS FOR PROFESSIONAL 
AND SUBPROFESSIONAL WORKERS. (RS) 
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CHILDREN, EVALUATION, LITERATURE 
REVIEWS, METHODS RESEARCH, NEU- 
ROLOGICALLY HANDICAPPED, READING 
INSTRUCTION, 

FIFTEEN EMPIRICAL STUDIES CON- 
CERNED WITH THE ROLE WHICH NEU- 
ROLOGICAL ORGANIZATION PLAYS IN 
THE TEACHING AND IMPROVEMENT OF 
READING ARE ANALYZED. FOLLOWING A 
REVIEW OF DELACATO’S THEORY OF 
NEUROLOGICAL ORGANIZATION, EACH 
OF THE STUDIES IS PRESENTED WITH AL- 
TERNATIVE INTERPRETATIONS OF THE 
DATA AND WITH IMPLICATIONS NOT ACK- 
NOWLEDGED OR CONTRARY TO THOSE 
DRAWN BY THE ORIGINAL AUTHORS. 
EACH STUDY IS ANALYZED IN DETAIL AS 
TO THE MANNER OF SELECTION OF 
SUBJECTS (THE SUBJECTS WHO PARTI- 
CIPATED IN ALMOST ALL OF THE EXPERI- 
MENTS REPORTED IN THIS PAPER COULD 
NOT BE CHARACTERIZED AS SERIOUSLY 
NEUROLOGICALLY DISORGANIZED), THE 
STATISTICAL ANALYSIS OF DATA, EXPER- 
IMENTAL TREATMENT, AND THE IMPLI- 
CATIONS DRAWN FROM THE REPORTED 
RESULTS. THE AUTHOR IS GENERALLY 
CRITICAL OF THE STUDIES FOR THEIR 
LACK OF ADHERENCE TO ACCEPTABLE 
STANDARDS FOR EMPIRICAL EXPERI- 
MENTAL DESIGN. HIS CONCLUSION IS 
THAT ALL THE EMPIRICAL RESEARCH 
REPORTED THUS FAR HAS FAILED TO 
PRODUCE COGENT EVIDENCE THAT D.H. 
DELACATO’S THERAPY HAS AN EFFECT 
ON THE READING OF NORMAL SUBJECTS. 
IN REVIEWING STUDIES WHICH CONTAIN 
INFORMATION ON THE CORRELATION OF 
NEUROLOGICAL ORGANIZATION AND 
CERTAIN VARIABLES, THE AUTHOR 
FINDS THAT MEASURES OF NEUROLOGI- 
CAL ORGANIZATION ARE MORE HIGHLY 
CORRELATED WITH MEASURES OF NON- 
VERBAL INTELLIGENCE THAN THEY ARE 
WITH MEASURES OF READING ACHIE- 
VEMENT. THE FIFTEEN STUDIES ARE 
ALL TAKEN FROM EXPERIMENTS RE- 
PORTED IN THREE VOLUMES WRITTEN 
BY DECACATO AND LISTED IN THE 35- 
ITEM BIBLIOGRAPHY. (TM) 
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THE CHANGING ROLE OF THE SCHOOL- 
HOUSE REFLECTS THE CHANGING NA- 
TURE OF SOCIETY. NEW SOCIAL MOVE. 
MENTS AND PLANNING CONCEPTS, 
SHIFTING POPULATION COMPOSITION, 
AND NEW EDUCATIONAL PROGRAMS DE- 
FINE PROBLEMS TO BE RESOLVED BY 
THE URBAN SCHOOLHOUSE. THE AN. 
SWERS LIE IN ITS TRANSFORMATION TO 
A  COMMUNITY-ORIENTED CENTER 
THROUGH PRACTICAL MEANS. JOINT OC- 
CUPANCY PROVIDES A FEASIBLE ECO- 
NOMIC SOLUTION TO THE PROBLEM OF 
HIGH CENTRAL CITY LAND COSTS. PRO- 
JECTS IN TWO CITIES SHOW INTEGRA- 
TION OF THE SCHOOLHOUSE INTO A 
MULTI-FUNCTION FACILITY. COST RE- 
DUCTIONS ALSO OCCUR IN THE USE OF 
PUBLIC AIR AND WATER RIGHTS, THE 
CONVERSION OF EXISTING BUILDINGS, 
AND THE REJUVENATION OF OUTMODED 
FACILITIES. MORE COMPREHENSIVE 
SOLUTIONS TO THE PROBLEM OF SCHOOL- 
COMMUNITY RELATIONSHIP ARE FOUND 
IN THE CENTRALIZATION PATTERN OF 
THE EDUCATION PARK, WHILE THE PROB- 
LEM OF THE PERIPATETIC FAMILY PAT- 
TERN MAY DEPEND UPON INDUSTRY’S 
DEVELOPMENT OF A SUCCESSFUL DE- 
MOUNTABLE CLASSROOM. (MH) 
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PROVIDING A COMMON GROUND OF UN- 
DERSTANDING BETWEEN EDUCATOR 
AND ARCHITECT IN THE PLANNING PRO- 
CESS IS THE GOAL OF THIS REPORT. CLOS- 
ING THE COMMUNICATION GAP BETWEEN 
THE TWO GROUPS IS ACCOMPLISHED BY 
DISCUSSING EDUCATIONAL INNOVAT- 
IONS. ABANDONMENT OF THE TRADI- 
TIONAL PUPIL-TEACHER RATIO FORMU- 
LA IN FAVOR OF VARYING GROUP SIZES 
IS SUGGESTED AS A SOLUTION TO SPACE 
AND PERSONNEL SHORTAGES, INDIVI- 
DUAL DIFFERENCES AMONG STUDENTS 
ARE SUGGESTED AS REASONS FOR 
BREAKING LOCKSTEP TECHNIQUES WITH 
SUCH ALTERNATIVES AS NONGRADING, 
HOMOGENEOUS TRACKING, INDIVIDUAL- 
IZED SCHEDULING, AND INDIVIDUAL 
STUDENT PROGRESS. EFFECTIVE STAFF 
ORGANIZATION IS VIEWED FROM VAR- 
OUS PERSPECTIVES SUCH AS TRADI- 
TIONAL, EXTENDED, MODULAR, OR STU- 
DENT PLANNED PERIODS. EXTENSION OF 
THE SCHOOL DAY, WEEK, AND YEAR IS 
ALSO CONSIDERED. NEW CONCEPTS IN 
PLANT ORGANIZATION ARE OFFERED AS 
RESPONSES TO NEW PHILOSOPHIES OF 
EDUCATION. IMPROVED ADMINISTRA- 
TIVE AND COMMUNICATIVE PROCESSES, 
COMPUTER SCHEDULING, MECHANIZED 
LIBRARY SERVICES, AND NEW AUDIO- 
VISUAL MEDIA ARE INCLUDED AMONG 
THE INNOVATIONS DISCUSSED. WHILE 
MOST OF THE REPORT DEALS WITH THAT 
PHASE OF EDUCATION INVOLVING 
YOUTH, ATTENTION ALSO IS DIRECTED 
TO THE ROLE OF THE SCHOOL BEYOND 
TRADITIONAL BOUNDARIES. THE RE- 
PORT INCLUDES A BIBLIOGRAPHY FOR 
EACH CHAPTER. (RH) 
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THE REPORT IS A SELF-STUDY OF THE 
PHYSICAL FACILITIES OF 21 INSTITU- 
TIONS OF HIGHER EDUCATION IN OKLAH- 
OMA. IT INVOLVED THE STUDY OF SUCH 
TOPICS AS--(1). THE INVENTORY AND EV- 
ALUATION OF EXISTING LAND AND 
BUILDINGS ACCORDING TO CURRENT 
AND REPLACEMENT VALUE, AGE, QUALI- 
TY AND FUTURE USE, (2) THE INVENTORY 
OF ASSIGNABLE SPACE BY SQUARE FOO- 
TAGE, DISTRIBUTION AND NUMBER OF 
ROOMS WITHIN ROOM TYPE AND FUNCT- 
ION, (8) THE UTILIZATION OF CLASS- 
ROOMS AND LABORATORIES BY DAY OF 
WEEK, HOUR OF DAY, ROOM CAPACITY 
AND ASSIGNMENT, AND (4) THE PROJEC- 
TION OF SPACE NEEDS AND ESTIMATED 
PHYSICAL PLANT COSTS. DATA WERE 
COLLECTED BY THE PARTICIPATING IN- 
STITUTIONS AND EVALUATIONS WERE 
MADE BY A VISITATION TEAM OF RE- 
SEARCH STAFF. FORMS USED IN THE 
STUDY ARE INCLUDED. A NUMBER OF 
SPECIFIC RECOMMENDATIONS WERE 
PRESENTED, THE THRUST OF WHICH WAS 
THAT THE STATE OFFICIALS AND COL- 
LEGE OFFICIALS SHOULD COOPERATE IN 
THE MAINTENANCE AND IMPROVEMENT 
OF PRESENT FACILITIES AND LONG- 
RANGE PLANNING OF NEEDED EDUCA- 
TIONAL FACILITIES. (HH) 
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THIS DOCUMENT CONTAINS A COST SUB- 
MODEL OF AN URBAN EDUCATIONAL 
SYSTEM. THIS MODEL REQUIRES THAT 
PUPIL POPULATION AND PROPOSED 
SCHOOL BUILDING ARE KNOWN. THE 
COST ELEMENTS ARE-(1) CONSTRUCTION 
COSTS OF NEW PLANTS, (2) ACQUISITION 
AND DEVELOPMENT COSTS OF BUILDING 
SITES, (3) CURRENT OPERATING EXPENS- 
ES OF THE PROPOSED SCHOOL, (4) PUPIL 
TRANSPORTATION COSTS, (5) INSTRUC- 
TIONAL EQUIPMENT COSTS, AND (6) DEBT 
SERVICE COSTS. VARIABLES CITED THAT 
DETERMINE CONSTRUCTION COSTS OF 
NEW SCHOOLS ARE ADMINISTRATION 
COSTS, SPACE PER PUPIL, TOTAL PUPILS, 
AND THE SQUARE FOOT COST. FROM EVI- 
DENCE PRESENTED, THE ASSUMPTION 
THAT LARGER SCHOOL PLANTS COST 
LESS PER PUPIL CANNOT BE SUPPORTED. 
QUANTITY RATHER THAN QUALITY OF 
BUILDING WAS CONSIDERED. LAND 
COSTS ARE DETERMINED BY COST PER 


ACRE, LAND NEEDED FOR TYPE OF 
SCHOOL, LAND NEEDED PER PUPIL, AND 
TOTAL NUMBER OF PUPILS. CURRENT OP- 
ERATING COSTS ARE ESTIMATED FROM 
SALARY LEVEL AND NUMBER OF STAFF, 
EDUCATIONAL LEVEL AND NUMBER OF 
PUPILS, AND TEACHER-PUPIL RATIO. 
TRANSPORTATION EXPENSES ARE DET- 
ERMINED FROM EQUIPMENT COST, MAIN- 
TENANCE AND STORAGE COST, PUPILS 
TRANSPORTED, EFFECTIVE CAPACITY OF 
BUS PER MILE COST OF OPERATION, BUS 
SPEED, AND PUPIL COLLECTION TIME. IN- 
STRUCTIONAL EQUIPMENT COSTS ARE 
DETERMINED FROM PURCHASE AND 
MAINTENANCE COSTS, AND NUMBER OF 
PUPILS USING EQUIPMENT. DEBT SERV- 
ICE COSTS ARE ESTIMATED FROM CON- 
STRUCTION, BUS, EQUIPMENT, LAND 
PURCHASE, INTEREST VARIABLES, AND 
AMORTIZATION SCHEDULE. (JZ)’ 


ED 013 528 EF 000 027 
CLARK,STEPHENC. AND OTHERS 
URBAN EDUCATION SYSTEMS ANALYSIS. 
NATIONAL CENTER FOR EDUCATIONAL 
STATISTICS (DHEW) 
REPORTNUMBER NCES-TN-24 
PUB DATE 20 JAN 67 
EDRS PRICE MF-$0.25 HC-$0.64 14P. 
DESCRIPTORS *COSTS, *DECISION MAKI- 
NG, *SYSTEMS ANALYSIS, *URBAN EDU- 
CATION, DEMOGRAPHY, ESTIMATED 
COSTS, SCHOOL DEMOGRAPHY, USOE, 
ANALYSIS OF URBAN EDUCATIONAL 
SYSTEMS MAY BE ACHIEVED BY USE OF 
AN ANALYTICAL MODEL. THE MODEL 
MAY BE USED IN DECISION-MAKING RE- 
GARDING SCHOOL LOCATION, ENROLLM- 
ENT, FACILITIES, ORGANIZATION, PRO- 
GRAMS AND COSTS. KNOWN DATA SUCH 
AS MONIES AVAILABLE, STAFF ALLOCAT- 
ION, AND CURRENT SCHOOL PLANT ARE 
INTRODUCED INTO THE MODEL. IN THE 
STRUCTURE OF THE MODEL-(1) AN INI- 
TIAL INVESTMENT POLICY (BUILDING) IS 
PROPOSED BY THE ADMINISTRATOR. THE 
PROPOSAL IS RELATED TO (2) AN URBAN 
SUBMODEL WHICH COMBINES PUPIL 
POPULATION, LOCATION, TRANSPOR 
TRANSPORTATION NEEDS, AND SOCIO- 
ECONOMIC CHARACTERISTICS OF THE 
COMMUNITY, (3) SCHOOL SUBMODEL 
WHICH DESCRIBES THE SCHOOL PRO- 
GRAM, SITE SPECIFICATIONS AND DE- 
VELOPMENT PLANS, STAFF SPECIFICAT- 
IONS, AND SPACE AND EQUIPMENT PRO- 
VISIONS PER PUPIL BY INSTRUCTIONAL 
AREA, AND (4) COST SUBMODEL WHICH 
HELPS TO ESTIMATE ACCURATELY 
TOTAL PER PUPIL EXPENDITURE FOR 
REMODELING EXISTING FACILITIES 
COMPARED TO NEW SITE AND CONSTRUC- 
TION PROPOSALS, PER PUPIL TRANSPOR- 
TATION EXPENDITURES, AND CURRENT 
OPERATION COSTS. IN AN INTERACTION 
SUBMODEL (5), SUBMODELS (2), (3), AND (4) 
ARE SUMMED. SUBMODEL (6) EVALUATES 
BENEFITS AND COSTS PER PUPIL IN 
RELATION TO EDUCATIONAL OBJECTI- 
VES, CAUSING EXAMINATION SUBMODEL 
(7), THROUGH FEEDBACK, TO ALTER THE 
ORIGINAL PROPOSAL (1), JUSTIFYING, 
MODIFYING, OR ELIMINATING THE INI- 
TIAL INVESTMENT POLICY. (BD) 
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THE REPORT COMMUNICATES TO AR- 
CHITECTS THE DIFFERENCES BETWEEN 
THE FUNCTIONS CONTEMPLATED IN EX- 
PERIMENTAL LEARNING CENTERS AND 
THE ACTIVITIES CONVENTIONALLY AS- 
SUMED TO TAKE PLACE IN TYPICAL 
SCHOOLS AND PARTICULARLY CAMPUS 
LABORATORY SCHOOLS. THE NEW CON- 
CEPT OF EXPERIMENTAL LEARNING 
CENTERS REQUIRES ORIGINAL AND 
CREATIVE ARCHITECTURAL PLANNING. 
THE FUNCTIONS OF THE CENTERS ARE 
FOR-~(1) RESEARCH AND EXPERIMENTAT- 
ION, (2) DEVELOPMENT AND DEMONSTRA- 
TION, (3) PROVIDING SERVICES TO 
SCHOOL SYSTEMS AND (4) TRAINING 
TEACHERS. THOUGH THE PRIMARY 
FUNCTION IS RESEARCH AND EXPER- 
IMENTATION, THE SUBSTANCE OF THE 
ACTIVITY IN THESE CENTERS WILL BE 
THE DEVELOPMENT OF GOOD EDUCAT- 
ION. GOOD EDUCATION REQUIRES ATTEN- 
TION TO SOME OF THE SPECIAL ENVIRON- 
MENTAL CONDITIONS ESSENTIAL TO EF- 
FECTIVE LEARNING. THE REPORT GOES 
ON TO DESCRIBE THE EXPERIMENTAL 
LEARNING CENTERS IN TERMS OF-(1) 
THE CONCEPT OF SPACE ORGANIZATION, 
(2) THE SCHOOL CHILDREN’S COMPONENT, 
(3) THE COLLEGE COMPONENT, (4) EDUCA- 
TIONAL TELEVISION FACILITIES, (5) THE 
STATISTICAL LABORATORY, (6) SPACE RE- 
QUIREMENTS AND (7) A CHECKLIST OF 
SPECIAL FEATURES. THE APPENDIX IN- 
CLUDES THE FOLLOWING SECTIONS-—(1) 
BASIC QUESTIONS TO BE ANSWERED IN 
DETERMINING FACILITIES FOR STATE 
COLLEGE EXPERIMENTAL CENTERS IN 
PENNSYLVANIA, (2) SOME EDUCATIONAL 
IMPERATIVES AND THEIR IMPLICATIONS 
FOR ELEMENTARY SCHOOL FACILITIES, 
(3) LABORATORY SCHOOLS IN PERSPEC- 
TIVE, (4) TRENDS IN FACILITIES FOR EL- 
EMENTARY EDUCATION AND (5) LARGE- 
GROUP INSTRUCTION SPACES. (RK) 
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GUIDELINES WERE ESTABLISHED TO 
ASSIST IN THE PLANNING AND DEVELOP- 
MENT OF ADEQUATE FACILITIES FOR 
SHORT-TERM RESEARCH GRANT PROG- 
RAMS. FUNCTIONAL CRITERIA WERE 
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DEVELOPED FROM THE ANALYSES OF 
COST STUDIES AND A SURGE SPACE 
STUDY AT THE UNIVERSITY OF ILLINOIS. 
ALTERNATIVES WERE SUGGESTED FOR 
THE PROVISION, PHYSICAL CHARACTER- 
ISTICS, SITE LOCATION, BUILDING TYPE 
AND ADMINISTRATIVE CONTROL OF THE 
FACILITIES. IT WAS RECOMMENDED 
THAT FLEXIBILITY, ECONOMY AND EX- 
PANDIBILITY BE INTEGRATED WITH OV- 
ERALL CAMPUS PLANNING IN THE SE- 
LECTION OF AN APPROPRIATE SOLUTION. 
THE APPENDIX INCLUDES SEVERAL AL- 
TERNATIVE FLOOR PLANS AND A COST 
BREAKDOWN FOR THE SURGE UNIT AT 
THE UNIVERSITY OF ILLINOIS. (JP) 
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TO FACILITATE CIRCULATION PLAN- 
NING IN BUILDINGS USED FOR HIGHER 
EDUCATIONAL INSTRUCTION AND RE- 
SEARCH, A PILOT STUDY WAS CONDUCT- 
ED WITH THE INTENT OF DEVELOPING 
GENERALIZED RECOMMENDATIONS FOR 
HORIZONTAL AND VERTICAL CIRCULA- 
TION FACILITIES. A SURVEY TECHNIQUE 
WAS DEVELOPED AND APPLIED TO FOUR 
CLASSROOM AND TWO RESEARCH BUILD- 
INGS IN ORDER TO OBSERVE AND RE- 
CORD-(1) CIRCULATION ON PARTICULAR 
FLOORS DURING PEAK WORK LOADS, (2) 
NUMBER OF PERSONS IN EACH ROOM ON 
A FLOOR DURING THE MORNING, (3) THE 
LENGTH OF THE KEY CIRCULATION 
ROUTES, (4) TRAVEL TIME OF KEY 
ROUTES DURING NON-PEAK PERIODS, 
AND (5) TRAVEL TIME OF KEY ROUTES 
DURING PEAK PERIODS. DATA ON PER- 
MISSIBLE DENSITY, CLASSROOM UTILI- 
ZATION AND PLANNING STANDARDS 
WERE CONSIDERED IN THE RECOMMEN- 
DATIONS FOR HORIZONTAL CIRCULAT- 
ION. IN ADDITION TO THESE FACTORS, 
VERTICAL CIRCULATION RECOMMENDA- 
TIONS CONSIDERED LAND, BUILDING 
AND CIRCULATION FACILITIES COSTS. IN 
ORDER TO PLACE THE STUDY WITHIN 
THE FRAMEWORK OF CORRECT DESIGN 
PRACTICE THE HORIZONTAL AND VERTI- 
CAL CIRCULATION RECOMMENDATIONS 
WERE COMPARED WITH BUILDING CODES 
OF TWO CITIES, THREE STATES AND TWO 
NATIONAL ASSOCIATIONS. IN ADDITION 
TO INTRA-BUILDING CIRCULATION, 
CLASS SCHEDULING AND PHYSICAL 
PLANT LOCATION WILL DETERMINE CIR- 
CULATION TIME AND DISTANCE. SURVEY 
PROCEDURE AND THE DATA COLLECTION 
FORM ARE PRESENTED IN THE APPEND- 
IX. (BH) 


ED 013 532 EF 000 066 

SCHOOL SITE ANALYSIS AND DEVELOPM- 

ENT. 

CALIFORNIA STATE DEPT. OF EDUCAT- 
ION, SACRAMENTO 

PUBDATE 66 

EDRS PRICE MF-$0.25 HC-$1.76 42P. 
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DESCRIPTORS *PLAYGROUNDS, *RE- 
CREATIONAL FACILITIES, *SCHOOL LO- 
CATION, *SCHOOL PLANNING, ATHLETIC 
ACTIVITIES, EDUCATIONAL FACILITIES, 
EDUCATIONAL NEEDS, EDUCATIONAL 
PLANNING, EDUCATIONAL SPECIFICAT- 
IONS, PARKING AREAS, PHYSICAL FA- 
CILITIES, PLAYGROUND ACTIVITIES, 
SCHOOL SIZE, SCHOOL SPACE, 

THIS STUDY REPRESENTS A SEARCH 
FOR A SYSTEM OF DETERMINING THE 
AMOUNT OF LAND REQUIRED TO CON- 
DUCT TH= EDUCATIONAL PROGRAMS OF- 
FERED BY THE CALIFORNIA PUBLIC 
SCHOOLS. DATA IS CONTAINED IN TA- 
BLES THAT PROVIDE A BASIS OF DETER- 
MINING THE SITE SIZE FOR A SCHOOL 
THAT IS BEING DESIGNED TO SERVE A 
SPECIFIC ENROLLMENT SIZE AND GRADE 
LEVEL RANGE. THE SITE FACTORS IN- 
CLUDED WERE-(1) LAND FOR OUTDOOR 
PHYSICAL EDUCATION (2) DEVELOPED 
BUILDING SITE (3) PARKING AND ACCESS 
ROADS (4) PERCENT FACTOR FOR LAYOUT. 
SITE REQUIREMENT CATEGORIES IN- 
CLUDED WERE-(1) SMALL SCHOOLS 
(FEWER THAN 7 CLASSROOMS) (2) ELEM- 
ENTARY GRADES (8) GRADES 7 THROUGH 
9 (4) GRADES 9 THROUGH 12. SUPPORTING 
THIS DATA ARE DIAGRAMS OF SPACE MO- 
DULES REPRESENTING THE VARIOUS FA- 
CILITY LAYOUTS. MODULE COMBINA- 
TION DEPENDS ON THE VARIOUS EN- 
ROLLMENT SIZES GIVEN. TO FACILITATE 
THIS ANALYSIS, A BRIEF SEQUENTIAL 
SITE PLAN DEVELOPMENT PROCEDURE 
AND LIST OF ESSENTIAL SITE SURVEY 
DATA ARE INCLUDED. (MH) 


ED 013 533 EF 000 075 
GILES,FREDERICT. AND OTHERS 

A GENERAL SITE LOCATION STUDY FOR A 
REGIONAL COLLEGE FOR THE OKANAGAN 
AREA OF BRITISH COLUMBIA. 

PUB DATE 15 MAR 65 

EDRS PRICE MF-$0.50 HC-$2.20 53P. 

DESCRIPTORS *COLLEGE PLANNING, 
*FEASIBILITY STUDIES, *GEOGRAPHIC 
DISTRIBUTION, *SCHOOL LOCATION, AS- 
SESSED VALUATION, BRITISH COLUMBIA, 
COMMUTING STUDENTS, OKANAGAN 
AREA, POPULATION DISTRIBUTION, 
SCHOOL DEMOGRAPHY, 

THE FEASIBILITY AND GENERAL SITE 
LOCATION OF A REGIONAL COLLEGE FOR 
TEN SCHOOL DISTRICTS IN THE OKANA- 
GAN AREA OF BRITISH COLUMBIA WAS 
STUDIED AND ESTABLISHED. GEOGRA- 
PHIC CENTERS OF POPULATION DISTRI- 
BUTION, TRANSPORTATION, GENERAL 
ECONOMY AND SCHOOL POPULATIONS 
FOR GRADES 1-12 AND 13-14 WERE DETER- 
MINED FROM THE ANALYSIS OF DEMO- 
GRAPHIC, GEOGRAPHIC AND ECONOMIC 
SURVEYS OF THE REGION. COMPARISONS 
WITH PREVIOUSLY ESTABLISHED CRI- 
TERIA FOR POTENTIAL COMMUTING STU- 
DENTS AND FOR ASSESSED VALUATION 
RESULTED IN THE RECOMMENDATION 
THAT A REGIONAL COLLEGE BE LOCATED 
NEAR THE FOCUS OF THE VARIOUS GEO- 
GRAPHIC CENTERS. THIS COMPOSITE 
GEOGRAPHIC CENTER HAD A RADIUS OF 
TEN MILES AND CONTAINED SEVEN 
POTENTIAL, SPECIFIC SITE LOCATIONS 
NEAR THE CITY OF KELONNA. THE RE- 
PORT ALSO RECOMMENDED AN ADDI- 
TIONAL STUDY TO SELECT THE SPECIFIC 
SITE LOCATION. (BH) 


ED 013 534 EF 000 076 
CORNETT, R. ORIN 
REPORT OF A SURVEY OF POTENTIALITIES 


FOR A COLLEGE IN MOBILE, ALABAMA. 

OFFICE OF EDUCATION, WASHINGTON, 
DC. 

PUBDATE SEP59 

EDRS PRICE MF-$0.50 HC-$2.56 62P. 

DESCRIPTORS *COLLEGE PLANNING, 
*ENROLLMENT PROJECTIONS, *FEASIBI- 
LITY STUDIES, *FINANCIAL SUPPORT, 
*SECTARIAN COLLEGES, ALABAMA, BAP. 
TIST, COMMUNITY ATTITUDES, FINANCI. 
AL NEEDS, JUNIOR COLLEGES, MOBILE, 
POPULATION DISTRIBUTION, 

THE PURPOSE OF THE SURVEY WAS TO 
DETERMINE THE FEASIBILITY OF A BAP- 
TIST COLLEGE IN MOBILE, ALABAMA. 
DATA WERE COLLECTED REGARDING 
LOCAL POPULATION TRENDS, PROXIMITY 
TO OTHER INSTITUTIONS OF HIGHER 
EDUCATION IN THE STATE, INTEREST 
AND RESOURCES OF POTENTIAL DONORS 
FROM BAPTISTS AND NON-BAPTISTS IN 
THE MOBILE AREA AND STATE-WIDE 
BAPTIST CHURCH MEMBERSHIP. THE EV- 
ALUATION OF LOCAL FINANCIAL POTEN- 
TIAL AND NEEDS INDICATED THAT-(1) 
THERE WAS A NEED FOR ADDITIONAL HI- 
GHER EDUCATION OPPORTUNITY IN MO- 
BILE, (2) ALTHOUGH THE FINANCIAL 
POTENTIAL WAS PRESENT, THE INTER- 
EST IN THE PROJECT NEEDED STIMULAT- 
ING AND (3) THE ALABAMA BAPTIST CON- 
VENTION WAS CAPABLE OF PROVIDING 
OPERATING SUBSIDY FOR A NEW COLL- 
EGE. THE SURVEY RECOMMENDED THAT- 
<1) THE FINDINGS OF THE SURVEY BE 
STUDIED BY THE ALABAMA BAPTIST 
CONVENTION, (2) IF THE ALABAMA BAP- 
TIST CONVENTION WAS INTERESTED IN 
SUPPORTING THIS PROJECT, THE CAM- 
PAIGN BE REORGANIZED AND (3) THE AL- 
ABAMA BAPTIST CONVENTION CONSIDER 
TAKING AN ACTIVE PART IN THE SECUR- 
ING OF A STATE COLLEGE. THIS REPORT 
WAS PREPARED FOR THE ALABAMA BAP- 
TIST CONVENTION (SEPTEMBER 1959). 
(HH) 


ED 013 535 
STOKE, STUART M. 
STUDENT REACTIONS TO STUDY FACILI- 
TIES WITH IMPLICATIONS FOR ARCHI- 
TECTS AND COLLEGE ADMINISTRATORS. 
PUBDATE 60 

EDRS PRICE MF-$0.50 HC-$2.48 60P. 
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DESCRIPTORS ‘*CARRELS, *DORMI- 
TORIES, *INDIVIDUAL STUDY, *STUDENT 
REACTION, *STUDY FACILITIES, ADMIN- 
ISTRATOR GUIDES, CONTROLLED ENVI- 
RONMENT, EDUCATIONAL SPECIFICAT- 
IONS, ENVIRONMENTAL INFLUENCES, 
EQUIPMENT, LIBRARY FACILITIES, 
PLANNING, STUDY, STUDY HABITS, THE 
COMMITTEE FOR NEW COLLEGE, 

THE RESEARCH REPORTED WAS DONE 
TO FIND IN WHAT DIRECTIONS NEW 
STUDY SPACE CONSTRUCTION MIGHT 
PROFITABLY VENTURE. NEARLY 100 STU- 
DENTS OF EACH OF THE NEIGHBORING 
FOUR INSTITUTIONS WERE SAMPLED. 
THREE MAJOR TYPES OF EVIDENCE 
WERE SOUGHT AND USED-(1) EACH STU- 
DENT KEPT A DIARY OF HIS STUDYING 
FOR A CONSECUTIVE PERIOD OF FOUR 
DAYS ON FORMS FURNISHED, (2) STU- 
DENTS ALSO COMMENTED ON THE PLAC- 
ES IN WHICH THEY STUDIED ADDING 
SUGGESTIONS, AND (3) FILLED IN AN OPI- 
NIONNAIRE JUDGING 95 DESCRIBED 
STUDY CONDITIONS. A RECORD OF 8,375 
HOURS OF STUDY WAS TAKEN. RESULTS 
SHOWED THAT USE AND APPROVAL OF 
STUDY SPACE VARIED INVERSELY WITH 
SIZE. TWELVE PERCENT OF ALL STUDY- 
ING TOOK PLACE IN THE LARGE LIBRARY 





READING ROOMS AND FIFTY-SIX PER- 
CENT OCCURED IN THE TWO SMALLEST 
PLACES-DORMITORY ROOMS AND CARR- 
ELS. THE MOST FREQUENTLY USED 
STUDY SPACE WAS ALSO THE ONE WITH 
THE MOST VARIETY OF USES--DORMITO- 
RY ROOMS. FORTY-EIGHT PERCENT OF 
ALL THE STUDYING REPORTED TOOK 
PLACE THERE. LIGHTING, HEATING, VEN- 
TILATION, PRIVACY AND GENERAL PER- 
SONAL COMFORT COULD BE CONTROLL- 
ED. DORMITORIES VARY IN THE AMOUNT 
OF STUDYING DONE IN THEM WITH RE- 
GARD TO DISTANCE FROM THE LIBRARY 
AND CLASSROOMS, CONSTRUCTION AND 
GROUP BEHAVIOR. EMPTY CLASSROOMS 
COULD SERVE AS STUDY AREAS IF DE- 
SIGNED FOR FLEXIBILITY. FURNITURE 
SHOULD BE PURCHASED IN RATIOS TO 
FIT THE PROPORTIONS OF NOT ONLY THE 
AVERAGE. THE CRITERIA OF GOOD STUDY 
CONDITIONS SHOULD BE USED WHEN 
PLANNING STUDY SPACE. (RK) 


ED 013 536 EM 000 483 
LYLE, DAVID 

WASHINGTON COUNTY CLOSED-CIRCUIT 
TELEVISION REPORT. 

WASHINGTON COUNTY BOARD OF EDUC., 

HAGERSTOWN, MD. 

EDRS PRICE MF-$0.50 HC-$3.48 85P. 

DESCRIPTORS *CLASSROOM RESEARCH, 
*CLOSED CIRCUIT TELEVISION, *EDUCA- 
TIONAL IMPROVEMENT, ‘*INSTRUC- 
TIONAL TELEVISION, *STUDENT TEACH- 
ER RELATIONSHIP, ACADEMIC ACHIE- 
VEMENT, AUDIOVISUAL AIDS, CLASS 
SIZE, CONVENTIONAL INSTRUCTION, 
COSTS, CURRICULUM, EFFECTIVE 
TEACHING, ELEMENTARY SCHOOLS, 
HAGERSTOWN, HIGH SCHOOLS, JUNIOR 
HIGH SCHOOLS, MARYLAND, RURAL 
URBAN DIFFERENCES, STUDENT ATTI- 
TUDES, TEACHER ATTITUDES, 

THE INSTRUCTIONAL POTENTIAL OF 
TELEVISION WAS EVALUATED FROM 1956 
TO 1961 IN THE WASHINGTON COUNTY, 
MD., SCHOOL SYSTEM. ALL GRADES AND 
ALL COURSES WERE INVOLVED. TELEV- 
ISED INSTRUCTION WAS MADE INTEGRAL 
TO THE COURSES, BUT IT DID NOT OCCU- 
PY A MAJOR PART OF THE SCHOOL DAY. 45 
SCHOOLS WERE LINKED IN A CLOSED- 
CIRCUIT TELEVISION NETWORK. SIX DIF- 
FERENT LESSONS COULD BE BROADCAST 
SIMULTANEOUSLY TO OVER 800 SETS. 
LESSONS WERE TRANSMITTED, MOSTLY 
LIVE, FROM A TELEVISION CENTER WITH 
5 STUDIOS. A TEACHING TEAM CONSISTED 
OF THE STUDIO TEACHER AND THE 
CLASSROOM TEACHER, WHO PREPARED 
STUDENTS FOR THE TELEVISED LESSON 
AND LED DISCUSSION AFTER IT. A 
SUBJECTIVE AND OBJECTIVE EVALUA- 
TION PROGRAM WAS CONDUCTED BY IN- 
TERVIEW, QUESIONNAIRE, AND EXAMIN- 
ATION. STUDENT ACHIEVEMENT IN 
BASIC SUBJECT AREAS WAS MEASURED, 
NOTING DIFFERENCES BETWEEN ACHI- 
EVEMENT IN URBAN AND RURAL 
SCHOOLS. AFTER 5 YEARS IT WAS FOUND 
THAT THE CURRICULUM HAD BEEN IM- 
PROVED AND ENLARGED AT A PRACTICA- 
BLE COST. A MAJORITY OF STUDENTS 
AND TEACHERS LIKED TELEVISED INS- 
TRUCTION. TABULATED RESULTS OF 
STUDENT ACHIEVEMENT IN MATHEMA- 
TICS, SCIENCE, SOCIAL STUDIES, EN- 
GLISH, ART, MUSIC AND FRENCH GENER- 
ALLY FAVORED STUDENTS WHO HAD RE- 
CEIVED TELEVISED INSTRUCTION FOR A 
LONGER PERIOD OVER STUDENTS RE- 
CEIVING LESS OR NO TELEVISED INS- 
TRUCTION. THE PROJECT WAS NOT CON- 
DUCTED AS A FORMAL EXPERIMENT. (MS) 


ED 013 537 EM 000 485 
ORTON, KENNETH D. 

THE EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF LEARNI- 
NG, AND RETENTION. 

NEBRASKA UNIV., LINCOLN 
REPORTNUMBER CRP-S-478 

REPORT NUMBER BR-5-8433 

PUBDATE 67 

EDRS PRICE MF-$0.50 HC-$3.64 89P. 

DESCRIPTORS *COLLEGE STUDENTS, 
*EDUCATIONAL PSYCHOLOGY, *PRO- 
GRAMED INSTRUCTION, *RESPONSE 
MODE, *TEACHING MACHINES, ACADEMIC 
PERFORMANCE, EXPERIMENTS, LIN- 
COLN, LINEAR PROGRAMING, NEBRASKA, 
RETENTION, 

TO INVESTIGATE THE ROLE OF MULTI- 
PLE RESPONSE ALTERNATIVES AS CON- 
STRAINTS ON THE MEANING OF THE COR- 
RECT RESPONSE, 200 SUBJECTS IN AN IN- 
TRODUCTORY EDUCATIONAL PSYCHOLO- 
GY COURSE WERE RANDOMLY ASSIGNED 
TO 8 TREATMENT GROUPS VARYING ITEM 
DIFFICULTY, RESPONSE AND SELF-COR- 
RECTION (OVERT V. COVERT), PLUS ONE 
GROUP FOR USUAL LINEAR PROGRAMING 
INSTRUCTION. ANALYSIS OF VARIANCE 
ON IMMEDIATE AND DELAYED ACHIEVE- 
MENT POST-TESTING, USING HALF MUL- 
TIPLE CHOICE AND HALF COMPLETION 
ITEMS SHOWED THE FOLLOWING. EASY 
ITEMS, CONSTRUCTED RESPONSES AND 
ERROR CORRECTION RESULTED IN A RE- 
DUCED ERROR RATE. DIFFICULT FOILS 
AND ERROR CORRECTION RESULTED IN 
SUPERIOR PERFORMANCE ON THE IM- 
MEDIATE COMPLETION TEST, BUT NO 
FACTORS RESULTED IN DIFFERENTAL 
PERFORMANCE ON THE DELAYED COM- 
PLETION TEST. THE LINEAR PROGRAM 
WAS MORE EFFECTIVE FOR ALL CONDI- 
TIONS EXCEPT DIFFICULT FOILS AND 
CORRECTION PROCEDURE. DIFFICULT 
ITEMS AFFECTED PERFORMANCE ONLY 
ON THE DELAYED MULTIPLE CHOICE 
TEST. EASY ITEMS AND THE LINEAR PRO- 
GRAM PROMOTED IDENTICAL RESPONSE 
ERROR REPETITIONS FROM THE IMMEDI- 
ATE TO THE DELAYED TEST. RESULTS 
SUGGEST THAT DIFFICULT, PLAUSIBLE 
ITEMS COUPLED WITH A CORRECTION 
PROCEDURE, MAY BE THE MOST EFFEC- 
TIVE ADAPTATION OF THE LINEAR PROG- 
RAM. ALL SUBJECTS WHO TOOK THIS PRO- 
GRAM OUT-PERFORMED THOSE EXPOSED 
TO THE LINEAR PROGRAM ON EVERY CRI- 
TERION MEASURE. (LH) 


ED 013 538 56 EM 000 488 
SCANLON,JAMES A. TOM,FREDERICK 
K.T. 

THE RELATIVE EFFECTIVENESS OF SUP- 
PLEMENTING PROGRAMED INSTRUCTION 
WITH BLOCKED VERSUS SPACED REVIEW. 
CORNELL UNIV., ITHACA, N.Y. 
REPORTNUMBER BR-7-8068 

PUB DATE 18 MAY 67 

GRANT OEG-1-7-078068-2993 

EDRS PRICE MF-$0.25 HC-$1.84 44P. 

DESCRIPTORS *AGRICULTURAL EDUCA- 
TION, *GRADE 9, *INSTRUCTIONAL FILMS, 
*PROGRAMED INSTRUCTION, *REVIEW 
(REEXAMINATION), EXPERIMENTS, 
LEARNING, PROGRAMED TEXTS, PROJEC- 
TION EQUIPMENT, RETENTION, 

NINTH GRADE STUDENTS ENROLLED 
IN FIRST-YEAR VOCATIONAL AGRICUL- 
TURE IN TWENTY-SEVEN NEW YORK 
SCHOOLS MADE UP THE SAMPLE. TEACH- 
ERS WERE CONTACTED BY MAIL, 
SUPPLIED WITH THE MATERIALS AND IN- 
STRUCTIONS, AND DID THE ACTUAL AD- 


MINISTERING OF THE TREATMENTS. IN- 
TACT CLASSES WERE RANDOMLY AS- 
SIGNED TO ONE OF THREE CONDITIONS. 
GROUP 1 RECEIVED PROGRAMED IN- 
STRUCTION PLUS BLOCKED REVIEW. 
GROUP 2 RECEIVED THE PROGRAM PLUS 
SPACED REVIEW, AND GROUP 3 THE PRO- 
GRAM ALONE. REVIEW WAS PROVIDED BY 
A SPECIALLY CONSTRUCTED FILMSTRIP. 
WITH SPACED REVIEW, RELEVANT SEC- 
TIONS OF THE FILM WERE SHOWN AFTER 
EACH SECTION OF THE PROGRAM WAS 
COVERED. WITH BLOCKED REVIEW THE 
ENTIRE FILM WAS SHOWN AFTER THE 
COMPLETION OF THE PROGRAM. THE PRO- 
GRAMED TEXTS REQUIRED FROM FIVE 
TO SEVEN HOURS TO COMPLETE. ALL 
STUDENTS WERE TESTED FOR AMOUNT 
LEARNED USING A PAPER-AND-PENCIL 
TEST CONSTRUCTED BY THE AUTHOR. 
THEY WERE RE-TESTED FOR RETENTION 
THIRTY DAYS LATER. THE DATA WERE 
ANALYZED USING ANALYSIS OF COVARI- 
ANCE WITH SCORES FROM A READING 
TEST AS THE COVARIANT. THE RESULTS 
DID NOT SUPPORT THE HYPOTHESES. THE 
ADDITION OF REVIEW TO THE PRO- 
GRAMED INSTRUCTION DID NOT LEAD TO 
SIGNIFICANTLY GREATER LEARNING. 
BLOCKED REVIEW PROVED BETTER 
THAN SPACED REVIEW (THE REVERSE OF 
WHAT WAS HYPOTHESIZED). AND NO DIF- 
FERENCES WERE FOUND BETWEEN 
TREATMENTS ON THE TEST FOR 
DELAYED RETENTION. (THE APPENDIC- 
ES TO THIS STUDY WERE DELETED FROM 
THIS FINAL REPORT. THEY ARE AVAILA- 
BLE FROM THE CORNELL UNIVERSITY 
LIBRARY.) (RG) 


ED 013 539 
SCHURDAK, JOHN J. 
AN APPROACH TO THE USE OF COMPUTERS 
IN THE INSTRUCTIONAL PROCESS AND 
EVALUATION. 

INTERNATIONAL BUSINESS MACHINES 

CORP. 

REPORTNUMBER RR-RC-1432 
PUB DATE 06 JUL 65 
EDRS PRICE MF-$0.25 HC-$1.68 40P. 

DESCRIPTORS *COLLEGE GRADUATES, 
*COLLEGE STUDENTS, *PROGRAMED IN- 
STRUCTION, *PROGRAMED TEXTS, 
*TEACHING MACHINES, ACADEMIC ABIL- 
ITY, ACADEMIC PERFORMANCE, CONVEN- 
TIONAL INSTRUCTION, EXPERIMENTS, 
LINEAR PROGRAMING, NEW YORK, NEW 
YORK CITY, PROGRAMING, STUDENT AT- 
TITUDES, 

RELATIVELY ABLE, WELL-MOTIVATED 
COLUMBIA UNIVERSITY UNDERGRA- 
DUATES AND GRADUATES WERE AS- 
SIGNED AT RANDOM TO 3 GROUPS AND 
TAUGHT FORTRAN PROGRAMING BY COM- 
PUTER, PROGRAMED TEXT (LINEAR 
TYPE) AND CONVENTIONAL TEXT. GOAL 
OF THE COURSE WAS TO USE THE COMPU- 
TER TO ACHIEVE INTELLIGENT INDIVI- 
DUALIZATION OF INSTRUCTION BASED 
ON EACH STUDENT’S PERFORMANCE. 
SUBJECTS IN THE COMPUTER GROUP 
COMMUNICATED WITH A 1440-1448 COM- 
PUTING SYSTEM THROUGH 2 1050 KEY- 
BOARD-TYPE TERMINALS. KEY FEA- 
TURES OF COMPUTER INSTRUCTION 
WERE IMMEDIATE FEEDBACK AND COR- 
RECTION OF ERRORS, AND PROGRESS 
CONTINGENT ON THE QUALITY OF EACH 
RESPONSE IN FREQUENT COMPREHEN- 
SIVE EXAMINATIONS. ALTERNATE 
FORMS OF AN ACHIEVEMENT TEST WERE 
ADMINISTERED ON THE DAY AFTER COM- 
PLETION OF THE COURSE. THE COMPU- 
TER GROUP’S MEAN SCORE WAS SIGNIFI- 
CANTLY HIGHER THAN THE MEAN 
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SCORES OF EITHER OF THE OTHER 
GROUPS. THE GROUPS DID NOT“DIFFER 
RELIABLY ON LEARNING RATE, AL- 
THOUGH ERROR RATE ON DIAGNOSTIC 
AND DRILL SECTIONS WAS RATHER HIGH. 
STUDENTS’ ATTITUDES ‘TOWARD THE 
COMPUTER AND EQUIPMENT, AND TO- 
WARD THE PROGRAMED TEXT WERE FAV- 
ORABLE. IT WAS CONCLUDED THAT THE 
COMPUTER PROGRAM CAN ADJUST TO A 
WIDE RANGE OF INDIVIDUAL DIFFER- 
ENCES IN LEARNING AND THAT REVI- 
SION OF EXISTING CURRICULUM MA- 
TERIALS BEFORE USING COMPUTERIZED 
INSTRUCTION IS NOT NECESSARY. (LH) 


ED 013 540 EM 000 506 
CARPENTER,C.R. GREENHILL,L.P. 

AN INVESTIGATION OF CLOSED-CIRCUIT 
TELEVISION FOR TEACHING UNIVERSITY 
COURSES. INSTRUCTIONAL TELEVISION 
RESEARCH, PROJECT NUMBER ONE. 
PENNSYLVANIA STATE UNIV., UNIVERSI- 

TY PARK 
PUB DATE 31 JUL 55 
EDRS PRICE MF-$0.50 HC-$4.32 106P. 

DESCRIPTORS *CLASSROOM RESEARCH; 
*CLOSED CIRCUIT TELEVISION, *COL- 
LEGE STUDENTS, *COLLEGE TEACHERS, 
*INSTRUCTIONAL TELEVISION, *PSYCHO- 
LOGY, ACADEMIC PERFORMANCE, CHEM- 
ISTRY, COSTS, EFFECTIVE TEACHING, 
EQUIPMENT STANDARDS, EXPERIMENTS, 
FEASIBILITY STUDIES, STUDENT ATTI- 
TUDES, STUDENT TEACHER RELATIONS- 
HIP, TEACHER ATTITUDES, 

THIS PROJECT COMPARED THE EFFEC- 
TIVENESS OF UNMODIFIED UNIVERSITY 
COURSES TAUGHT VIA CLOSED-CIRCUIT 
TELEVISION WITH THE EFFECTIVENESS 
OF THE SAME COURSES CONVENTIONAL- 
LY TAUGHT FOR ONE‘SEMESTER. THE AC- 
CEPTIBILITY OF TELEVISED INSTRUC- 
TION TO STUDENTS, FACULTY, AND ADMI- 
NISTRATORS WAS MEASURED, AS WAS 
THE FEASIBILITY OF USING MODERATE 
COST TELEVISION EQUIPMENT. GENER- 
AL CHEMISTRY AND GENERAL PSYCHO- 
LOGY WERE USED FOR THE EXPERIM- 
ENT. STUDENTS WERE CHOSEN FOR UNI- 
FORM ABILITY, INTEREST, AND PRE- 
VIOUS KNOWLEDGE. THREE GROUPS 
WERE SET UP WITHIN EACH COURSE--(1) 
RECEIVING CONVENTIONAL INSTRUC- 
TION IN TELEVISION ORIGINATING 
ROOM, (2) RECEIVING TELEVISED IN- 
STRUCTION, (3) CONTROL GROUP RECEIV- 
ING CONVENTIONAL INSTRUCTION. MOD- 
ERATE COST VIDICON EQUIPMENT WAS 
USED. OBJECTIVE TESTS ON COURSE CON- 
TENT MEASURED STUDENT ACHIEVEM- 
ENT. STUDENTS AND TEACHERS RECORD- 
ED THEIR REACTIONS TO TELEVISED INS- 
TRUCTION. EQUIPMENT CONDITION WAS 
RECORDED. THE DIFFERENCE BETWEEN 
THE EFFECTIVENESS OF TELEVISED IN- 
STRUCTION VERSUS CONVENTIONAL IN- 
STRUCTION WAS NOT STATISTICALLY 
SIGNIFICANT, DIRECT PRESENTATION 
PROVED SLIGHTLY MORE EFFECTIVE. 
STUDENT REACTIONS TO TELEVISED IN- 
STRUCTION WERE NEUTRAL OR SLIGHT- 
LY NEGATIVE. FACULTY WERE SKEPTI- 
CAL BUT WILLING TO EXPERIMENT. AD- 
MINISTRATORS WERE FAVORABLE. MOD- 
ERATE COST VIDICON EQUIPMENT 
PROVED ADEQUATE, THOUGH MAINTEN- 
ANCE WAS A PROBLEM. OTHER APPLICA- 
TION AND PROBLEMS OF _ INSTRUC- 
TIONAL TELEVISION ARE ALSO DISC- 
USSED. (MS) 
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FILEP, ROBERT T. 
THE RELATIONSHIP OF LEARNER CHARAC- 


TERISTICS TO MEDIA STIMULI AND PRO- 
GRAMING SEQUENCES. 
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REPORTNUMBER SP-2718-000-01 
PUB DATE 03 APR 67 : 
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DESCRIPTORS *GRADE 8, *INSTRUC- 
TIONAL FILMS, *PROGRAMED INSTRUCT- 
ION, *TEACHING MACHINES, ACADEMIC 
ABILITY, AURAL STIMULI, CALIFORNIA, 
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EXPERIMENTS, INTELLIGENCE, LEARNI- 
NG, LINEAR PROGRAMING, LOS ANGELES, 
NATURAL SCIENCES, OPTIONAL 
BRANCHING, PROJECTION EQUIPMENT, 
SEX, SOCIOECONOMIC STATUS, VISUAL 
STIMULI, 

THREE EXPERIMENTS WERE CONDUCT- 
ED ON THE USE OF PROGRAMED IN- 
STRUCTION TO TEACH GENERAL 
SCIENCE TO EIGHTH GRADE STUDENTS. 
THREE VISUAL STIMULUS MODES AND 
THREE AUDIO STIMULUS MODES WERE 
USED WITH EITHER LINEAR OR BRANCH- 
ING PROGRAMS AND SUBJECT CONTENT 
WHICH WAS EITHER NON-CONCRETE, 
CONCRETE, OR ACTION-PROCESS. LEAR- 
NER CHARACTERISTICS VARIED WERE 
1Q, SEX, ACHIEVEMENT, ETHNIC BACK- 
GROUND, PARENT’S OCCUPATIONS, AND 
APTITUDE. AUTOMATED TEACHING DEV- 
ICES WERE USED WHICH INCORPORATED 
BOTH FILM STRIPS AND SLIDE PROJECT- 
ORS. DATA COLLECTED ON AMOUNT 
LEARNED WERE ANALYZED USING 
ANALYSIS OF VARIANCE, FACTOR ANAL- 
YSIS, MULTIPLE REGRESSION, AND CO- 
VARIANCE ANALYSIS. IQ SCORE WAS THE 
BEST PREDICTOR OF LEARNING. ETHNIC 
BACKGROUND ACCOUNTED FOR ONLY A 
SMALL PORTION OF THE TOTAL VARIA- 
NCE. A POSITIVE CORRELATION BE- 
TWEEN LEARNING AND PARENT’S OCCU- 
PATION WAS SIGNIFICANT FOR ALL 
THREE EXPERIMENTS. NO SEX DIFFER- 
ENCES, INDEPENDENT OF OCCUPATION- 
AL AND ETHNIC BACKGROUND DIFFER- 
ENCES, WERE FOUND. EXCEPTIONAL 
CHILDREN (I.E., LOW IQ, AND NON-WHITE, 
AND REPRESENTING THE THREE LOW- 
EST OCCUPATIONAL GROUPS) LEARNED 
BEST WITH THE BRANCHING, NONVER- 
BAL, SOUND TREATMENTS USED IN PRE- 
SENTING THE MATERIAL. SOME INDICA- 
TIONS WERE FOUND THAT THE EXCEP- 
TIONAL CHILDREN LEARNED BETTER 
WITH THE BRANCHING THAN WITH THE 
LINEAR PROGRAMS. (RG) 
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FEAR, LOS ANGELES, TRAFFIC SAFETY, 
HIGH SCHOOL STUDENTS ENROLLED IN 
FOUR DRIVER EDUCATION CLASSES 
WERE SHOWN A TRAFFIC SAFETY FILM, 
THEN TESTED FOR INFORMATION RE- 
TENTION AFTER 10 MINUTES AND AGAIN 
AFTER 1 WEEK. FORGETTING WAS DE- 
FINED AS A CORRECT RESPONSE ON THE 
FIRST TEST BUT NOT ON THE SECOND, 
WHILE REMINISCENCE WAS DEFINED AS 
THE CONVERSE. RETENTION WAS DE- 
FINED AS A CORRECT RESPONSE BOTH 





TIMES. ANXIETY AROUSAL DURING FILM 
PRESENTATION WAS MEASURED VIA 
GALVANIC SKIN RESPONSE AND PLOT. 
TED THROUGH SUCCESSIVE MINUTES OF 
THE FILM. THE PRIMARY HYPOTHESIS 
THAT FORGETTING, RETENTION, AND 
REMINISCENCE WOULD BE ASSOCIATED 
WITH SMALLER, MEDIUM, AND LARGER 
INCREASES IN AROUSAL NEAR THE MO. 
MENT OF PRESENTATION WAS SUPP. 
ORTED. THIS FINDING RUNS COUNTER TO 
A BELIEF OFTEN EXPRESSED IN THE LI- 
TERATURE (BUT, AS POINTED OUT IN A 
LENGTHY REVIEW IN THIS REPORT, NOT 
SUPPORTED BY EVIDENCE) THAT COM. 
MUNICATION EFFECTIVENESS DEPENDS 
ON A LOW LEVEL OF ANXIETY AROUSAL 
OR AN AROUSAL REDUCTION. THESE RE- 
SULTS IMPLY THAT TRAFFIC SAFETY 
FILMS (FOR INSTANCE) MAY BE MORE EF. 
FECTIVE IF ANXIETY OR FEAR IS ARO- 
USED. A COROLLARY CONCLUSION Is 
THAT AN EFFECTIVE FILM SHOULD AL- 
TERNATE SEQUENCES THAT AROUSE 
AND REDUCE ANXIETY, WITH INFORMA- 
TION PRESENTED AT MOMENTS OF ANX- 
IETY AROUSAL ONLY. CONTENT OF ANX- 
IETY-AROUSING SEQUENCES NEED NOT 
BE PERTINENT TO INFORMATION TO BE 
RETAINED. IN A METHODOLOGICAL 
ASIDE, THE AUTHORS STRESS THE NE- 
CESSITY FOR A DELAYEDTEST OF INFOR- 
MATION RETENTION, BECAUSE OF THE 
REMINISCENCE PHENOMENON. (BP) 
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NEW ANALYTICAL INSIGHTS INTO THE 
FOREIGN LANGUAGE BEING TAUGHT CAN 
BE HELPFUL TO THE LANGUAGE 
TEACHER. TWO SUCH CONCEPTS, “ENATI- 
ON” AND “AGNATION,” ARE PRESENTED 
IN H.A. GLEASON’S “LINGUISTICS AND 
ENGLISH GRAMMAR.” “ENATION” IS THE 
GRAMMATICAL RELATIONSHIP OF TWO 
SENTENCES WHICH HAVE THE SAME 
GRAMMATICAL STRUCTURE BUT ARE UN- 
RELATED IN MEANING. ONE CAN BECON- 
VERTED INTO THE OTHER BY THE PRO- 
CESS OF SUBSTITUTION. TEACHING STU- 
DENTS TO APPLY THIS PROCESS IS THE 
BASIS FOR SUBSTITUTION DRILLS. 
OTHER SENTENCES HAVE BOTH SEMAN- 
TIC AND GRAMMATICAL RELATIONSHIPS, 
SUCH AS A SENTENCE IN THE ACTIVE 
VOICE WHICH CAN BE CONVERTED TO 
THE PASSIVE VOICE AND VICE VERSA. 
THE TWO-WAY RELATIONSHIP OF THESE 
SENTENCES IS “AGNATION,” AND STU- 
DENTS CAN BE TAUGHT TO CONVERT 
THEM INTO CORRESPONDING “AGNATE” 
SENTENCES THROUGH TRANSFORMA- 
TION DRILLS. USING THESE CONCEPTS TO 
EXPLAIN DIRECT AND REFLEXIVE 
OBJECTS IN GERMAN IS ONLY ONE EXAM- 
PLE BY WHICH TEACHERS CAN HELP STU- 
DENTS HAVE A BETTER UNDERSTAND- 
ING OF GRAMMAR. THIS ARTICLE WAS 
PUBLISHED IN THE “FLORIDA FL 
REPORTER,” VOLUME 4, NUMBER 3, 
SPRING 1966. (AM) 


FL 000 033 


ED 013 544 FL 000 042 
ESTARELLAS, JUAN 
AVIRS AND TECHNOLOGICAL INSTRUC- 














TION-EXPERIENCES WITH THE NEW EDU- 
CATIONAL REVOLUTION. 

PUBDATE AUG66 

EDRS PRICE MF-$0.25 HC-$0.80 18P. 

DESCRIPTORS *AUDIO VIDEO LABORA- 
TORIES, *AUTOINSTRUCTIONAL AIDS, 
*COLLEGE LANGUAGE PROGRAMS, *COM- 
PUTER ASSISTED INSTRUCTION, *COMPU- 
TER ORIENTED PROGRAMS, AUTOINS- 
TRUCTIONAL LABORATORIES, AUTOINS- 
TRUCTIONAL PROGRAMS, AVIRS, MO- 
DERN LANGUAGES, PROGRAMED IN- 
STRUCTION, 

THE AUDIO-VISUAL OR VIDEO INFOR- 
MATION RETRIEVAL SYSTEM (AVIRS) HAS 
BEEN MISUSED AS A SOURCE OF INFOR- 
MATION AND AS AN AID TO STUDENTS 
RATHER THAN AS AN APPLICATION OF 
BEHAVIORAL TECHNOLOGY TO THE SYS- 
TEMATIC PRODUCTION OF SPECIFIED BE- 
HAVIORS FOR INSTRUCTIONAL PURPOSE- 
s. TO AVOID THE NEEDLESS EXPENDI- 
TURE OF VAST SUMS OF MONEY, INSTITU- 
TIONS INTERESTED IN TECHNOLOGICAL 
INSTRUCTION CENTERS SHOULD PLACE 
QUALIFIED, EXPERIENCED _INDIVI- 
DUALS IN KEY ADMINISTRATIVE POSIT- 
IONS. THE FIRST ASPECT TO BE CONVERT- 
ED SHOULD BE THE BASIC INSTRUC- 
TIONAL UNIT OF THE INSTITUTION--THE 
DEPARTMENT. THE DEPARTMENT OF 
LANGUAGES AND LINGUISTICS OF FLORI- 
DA ATLANTIC UNIVERSITY UTILIZES AN 
INFORMATION RETRIEVAL SYSTEM IN 
TEACHING TERMINAL BEHAVIOR AT THE 
FIRST LEVELS OF LANGUAGE INSTRUCT- 
ION. WITH INFORMATION-STIMULUS AND 
RESPONSE-REINFORCEMENT PROGRAM- 
ING FRAMES, THE PROGRAM ASPIRES TO 
SHAPE VERBAL BEHAVIOR IN A SERIES 
OF CONTROLLED STUDENT ACTIVITIES 
WITH CONTINUED CONFIRMATION AND 
CORRECTION. BY THIS METHOD, THE STU- 
DENT SELECTS HIS LEARNING SCHED- 
ULE AND PACE IN A PROGRAM DEVEL- 
OPED EXCLUSIVELY FOR HIS NEEDS BY 
EXTENSIVE RESEARCH AND EXPERIM- 
ENTATION. THIS TECHNIQUE DEMANDS 
A GREAT DEAL FROM THE ENTIRE 
TEACHING PROFESSION. WITH THE DE- 
VELOPMENT OF COMPUTERS AND COMPU- 
TER-ASSISTED INSTRUCTION, PRODUC- 
TION OF APPROPRIATE MATERIALS, AND 
TRAINING OF QUALIFIED TEACHERS, 
AVIRS CAN BECOME AN EFFECTIVE 
TEACHING SYSTEM IN A SECOND EDUCA- 
TIONAL REVOLUTION. THIS PAPER WAS 
PREPARED FOR THE SECOND AMA INTER- 
NATIONAL CONFERENCE AND EXHIBIT 
ON EDUCATIONAL TECHNOLOGY, NEW 
YORK CITY, AUGUST 9-12, 1966. (AB) 
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SPONSORED BY THE COUNCIL OF EU- 
ROPE, THE INSTITUTE OF APPLIED 
LINGUISTICS OF STOCKHOLM UNIVERSI- 
TY, AND AN INTERNATIONAL CONGRESS 
OF SPECIALISTS MEETING AT THE UNIV- 
ERSITY OF NANCY, L’ASSOCIATION IN- 
TERNATIONALE DE LINGUISTIQUE AP- 
PLIQUEE (L’AILA) WAS ESTABLISHED IN 
1964. ITS PRINCIPAL AIMS ARE (1) COORDI- 
NATING RESEARCH, INFORMATION, AND 
ACADEMIC STANDARDS IN APPLIED 


LINGUISTICS, (2) ENCOURAGING THE 
SPREAD AND IMPROVEMENT OF FOREIGN 
LANGUAGE TEACHING ON AN INTERNA- 
TIONAL SCALE, (3) INVESTIGATING THE 
ROLE OF APPLIED LINGUISTICS IN 
LARGE SCALE STATISTICAL TREATMENT 
OF LANGUAGE, AND (4) SEEKING OUT RE- 
SEARCH GRANTS FOR SPECIALISTS IN 
THESE FIELDS. LARGELY DEPENDENT 
FINANCIALLY UPON NATIONAL ASSO- 
CIATIONS, THE COUNCIL OF EUROPE, UN- 
ESCO, AND SIMILAR ORGANIZATIONS, 
L’AILA PLANS BIENNIAL COLLOQUIA TO 
FURTHER ITS INTERNATIONAL PROG- 
RAM. THIS ARTICLE WAS PUBLISHED IN 
THE “INTERNATIONAL REVIEW OF 
APPLIED LINGUISTICS IN LANGUAGE 
TEACHING,” VOLUME 4, NUMBER 1, 1966, 
PAGES 63-65. (GJ) 
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IN 1966 THE AMERICAN CLASSICAL 
LEAGUE HONORED THREE TEACHERS 
WITH ITS MASTER SECONDARY SCHOOL 
LATIN TEACHER AND PROGRAM AWARD. 
AMONG THE 32 PROGRAMS CITED FOR 
RECOGNITION, TEN (INCLUDING THOSE 
OF THE AWARD WINNERS) POSSESS 
CLEARLY INNOVATIVE FEATURES. IN 
BRIEF THEY FEATURE (1) A FIFTH YEAR 
ADVANCED PLACEMENT PROGRAM, 
LATIN AS INTRODUCTORY TO ANCIENT 
GREEK AND ITALIAN, AND TWO INTE- 
GRATED SUMMER PROGRAMS, (2) “LATIN 
HERITAGE,” A PROGRAM FOR INNER-CITY 
STUDENTS WHOSE LANGUAGE BACK- 
GROUND IS DEFICIENT, (3) AN ORAL- 
LATIN PROGRAM USING A MULTISENSO- 
RY APPROACH AND FEATURING MAXI- 
MUM USE OF LATIN AS THE LANGUAGE 
OF INSTRUCTION, (4) “EXPLORATORY 
LATIN,” A 10-WEEK PROGRAM FOR 
EIGHTH GRADERS OF AVERAGE ABILITY, 
(5) BIENNIAL LATIN PLAYS PUT ON BY AN 
ENTIRE PRIVATE SCHOOL, (6) “A CAPPEL- 
LA SCHOLA CANTORIUM” BLENDING 
LANGUAGE AND MUSIC, (7) LATIN AS THE 
PIVOT OF A DOUBLE-PERIOD “HUMANI- 
TIES” CORE PROGRAM FOR TALENTED SE- 
VENTH GRADE STUDENTS, (8) LATIN AND 
FRENCH COMBINED IN AN HONORS PRO- 
GRAM--NOT THE USUAL “EITHER-OR” 
CHOICE, (9) “SPECIAL LATIN” TWICE 
WEEKLY FOR NON-LATIN STUDENTS WHO 
WANT THE LINGUISTIC AND CULTURAL 
ADVANTAGES THAT EVEN THIS BRIEF IN- 
TRODUCTION AFFORDS, AND (10) A 4-YEAR 
LATIN READING COURSE WITH SPECIAL 
UNITS IN SCIENCE, RELIGION, MUSIC, 
MYTHOLOGY, AND HISTORY. THE FIRST 
THREE ARE THE PROGRAMS OF THE 
AWARD WINNERS, MR. RICHARD T. SCAN- 
LAN (EDINA, MINNESOTA), MRS. THOMAS 
CUTT (DETROIT, MICHIGAN), AND MR. ED- 
WARD WOLL (AKRON, OHIO). THIS ARTI- 
CLE APPEARED IN “THE CLASSICAL 
WORLD,” VOLUME 60, NUMBER 2, OCTO- 
BER 1966, PAGES 37-40, 42-44, 46-47. (AU- 
THOR) 
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FOREIGN LANGUAGE TEACHERS WHO 
STRESS THE AUDIOLINGUAL APPROACH, 
ESPECIALLY IN PUBLIC SCHOOLS, NEED 
TO BE AWARE OF CURRENT PROBLEMS, 
PRACTICES, AND PHILOSOPHIES. USE OF 
THE FOREIGN LANGUAGE IN THE CLASS- 
ROOM MUST NEITHER OVERRIDE STU- 
DENT COMPREHENSION OR PERMIT NE- 
GLECT OF ANY OF THE FOUR BASIC 
SKILLS. CONTINUOUS INSERVICE TRAIN- 
ING CAN DEVELOP MORE EFFECTIVE 
AND STIMULATING TEACHING WHILE 
FOSTERING DESIRABLE ARTICULATION 
BETWEEN TEACHING AND SUPERVISION. 
WELL EQUIPPED CLASSROOMS ARE AS 
NECESSARY AS EXPENSIVE LABORATO- 
RIES, BUT EFFECTIVE USE OF BOTH 
CALLS FOR AN INCREASED SUPPLY OF 
CAREFULLY PREPARED TAPES AND 
PROGRAMS. IN ORDER TO MEET THE 
CHALLENGES, PROSPECTIVE TEACHERS 
SHOULD RECEIVE SOUND GROUNDING IN 
STRUCTURAL LINGUISTICS IN THEIR 
SPECIFIC LANGUAGE FIELD. STATE AND 
LOCAL BOARDS SHOULD PROVIDE SUM- 
MER STUDY GRANTS ABROAD FOR 
TEACHERS AND SCHOLARSHIPS IN HIGH 
SCHOOL AND COLLEGE FOR STUDENTS 
WITH SPECIAL LANGUAGE ABILITY. 
MAINTAINING WITHIN A DISCIPLINED 
FRAMEWORK A DELICATE BALANCE BE- 
TWEEN INTEGRATION OF CLASSROOM 
WORK AND LABORATORY PRACTICE, EN- 
COURAGEMENT OF SPONTANEOUS RES- 
PONSE AND ACCURACY OF EXPRESSION, 
RECOGNITION OF SUPERIOR ABILITY 
AND AWARENESS OF THE PROBLEMS OF 
SLOW LEARNERS PLACES GREAT DE- 
MANDS UPON THE CREATIVITY OF THE 
TEACHER. THIS ARTICLE WAS PUB- 
LISHED IN “LANGUAGE FEDERATION 
BULLETIN,” VOLUME 18, NUMBER 1, SEP- 
TEMBER 1966. (GJ) 
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VOICE TRAINING SHOULD BE INCLUD- 
ED IN THE PREPARATION OF FOREIGN 
LANGUAGE TEACHERS, IF THEY ARE TO 
ACHIEVE THE GOAL OF APPROXIMATION 
OF NATIVE SPEECH. SINCE A FOREIGN 
LANGUAGE TEACHER’S MOST VALUABLE 
TOOL IS HIS OWN VOICE, A CULTURED 
VOICE IS DESIRABLE, IN BOTH THE NA- 
TIVE AND THE FOREIGN LANGUAGES. 
ONE OF THE REASONS THAT MANY 
TEACHER TRAINEES DO NOT ACHIEVE 
APPROXIMATION OF NATIVE SPEECH 
MAY BE THAT THE PRESENT ALLIANCE 
OF THE LANGUAGE TEACHER WITH THE 
LINGUIST, THE PHONETICIAN, THE PSY- 
CHOLOGIST, AND THE AUDIOVISUALIST 
DOES NOT PROVIDE FOR OPPORTUNITIES 
FOR VOICE CULTURE. SINCE SUPERIOR 
SPEECH BEHAVIOR REQUIRES THE MO- 
BILIZATION OF ABILITIES WHICH ARE 
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ESSENTIALLY HISTRIONIC, THIS AL- 
LIANCE SHOULD INCLUDE A COLLEAGUE 
FROM SPEECH AND THEATER, AND 
TRAINING SHOULD BE REVISED TO IN- 
CLUDE EXPOSURE TO THEIR SKILLS, 
PARTICULARLY (1) ANALYSIS OF NATIVE 
LANGUAGE BEHAVIOR IN VOICE, SPEECH, 
GESTURE, AND POSTURE, AND (2) TRAIN- 
ING IN VOLUNTARY CONTROL OF SPEECH 
ORGANS, ARTICULATION, PROJECTION, 
DYNAMICS, VOICE ECONOMY, ORAL IN- 
TERPRETATION, DRAMATIC READINGS 
ON STAGE, AND GESTURAL LANGUAGE. 
IN BRIEF, THERE SHOULD BE THE DE- 
VELOPMENT OF A CULTURED PROFES- 
SIONAL VOICE WITH SIMULTANEOUS EN- 
COURAGEMENT OF HISTRIONIC TAL- 
ENTS. (AUTHOR) 
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DURING THE FALL QUARTER OF 1965 AT 
KALAMAZOO COLLEGE, IN MICHIGAN, A 
FACULTY MEMBER AND A SENIOR STU- 
DENT JOINTLY SHARED THE TEACHING 
OF TWO BEGINNING GERMAN COURSES 
WITH, IN EACH COURSE, SOPHOMORES 
AND SOME FRESHMEN FROM ALL ACADE- 
MIC DEPARTMENTS. THE STUDENT 
TEACHER, IN ADDITION TO HIGH SCHOOL 
AND UNDERGRADUATE STUDY, HAD 
SPENT A YEAR-AND-A-HALF IN GERMANY 
AND HAD THE PROFICIENCY NECESSARY 
FOR THE AUDIOLINGUAL APPROACH 
USED IN THE TEACHING. THE STUDENTS 
NEVER KNEW IN ADVANCE WHICH OF 
THE TWO WAS TO BE THEIR INSTRUCTOR, 
THOUGH IN THE WEEKLY DOUBLE SES- 
SION BOTH PARTICIPATED. A QUESTION- 
NAIRE AT THE TIME OF THE FINAL EX- 
AMINATION REVEALED THAT WHILE 
MOST STUDENTS HAD APPROVED OF THE 
EXPERIMENT, THE CONSENSUS 
STRESSED THE IMPORTANCE OF CARE- 
FUL SELECTION OF THE STUDENT 
TEACHER. SOME FELT THAT THE STU- 
DENT TEACHER, CLOSER TO THEIR OWN 
STATUS, hAD AT TIMES GIVEN EXPLANA- 
TIONS MORE CLEARLY THAN THE FULL- 
TIME FACULTY MEMBER. BOTH TEACH- 
ERS THOUGHT THAT THEIR OWN PARTI- 
CIPATION IN THE EXPERIMENT WAS A 
STIMULATING AND VALUABLE LEARN- 
ING EXPERIENCE. (GJ) 


ED 013 550 FL 000 169 

EATON, ESTHER M. 

FOREIGN LANGUAGES IN PUBLIC SECON- 

DARY SCHOOLS, A NATIONAL SURVEY, 

FALL 1959. INTERIM REPORT. 

OFFICE OF EDUCATION, WASHINGTON, 
D.C. 

PUBDATE_ 63 

EDRS PRICE MF-$0.25 HC-$1.32 31P. 
DESCRIPTORS *ENROLLMENT RATE, 

*LANGUAGE ENROLLMENT, *LANGUAGE 

PROGRAMS, *NATIONAL SURVEYS, *SE- 

CONDARY SCHOOLS, ADMINISTRATOR 

GUIDES, CONSULTANTS, CURRICULUM 

GUIDES, LANGUAGE INSTRUCTION, 

LANGUAGE LABORATORY EQUIPMENT, 

LANGUAGE LEARNING LEVELS, MODERN 


50 


LANGUAGES, STATISTICAL DATA, TEACH- 
ER DISTRIBUTION, 

AN INTERIM SURVEY DESIGNED .TO 
SUPPLY STATISTICAL DATA TO ANYONE 
INVOLVED IN PLANNING AND EVALUAT- 
ING FOREIGN LANGUAGE PROGRAMS IN 
SECONDARY SCHOOLS IS PRESENTED IN 
THIS REPORT: FOREIGN LANGUAGE EN- 
ROLLMENTS BY PERCENT OF HIGH 
SCHOOL POPULATION, BY LANGUAGES, 
AND BY LANGUAGE LEVELS ARE TABUL- 
ATED. FOREIGN LANGUAGE OFFERINGS 
ARE LISTED ACCORDING TO THE NUM- 
BER OF SCHOOLS, THE VARIOUS LANGU- 
AGES TAUGHT, AND THE LEVELS AT 
WHICH THEY ARE TAUGHT. OTHER IN- 
FORMATION RELATED TO FOREIGN 
LANGUAGE PROGRAMS INCLUDES DATA 
ON FREQUENCY OF INSTRUCTION, CLASS 
SIZE, REQUIREMENTS FOR ADMISSION, 
EXTENT OF FOREIGN LANGUAGE SE- 
QUENCE, LANGUAGE LEVELS IN COM- 
BINATION, LANGUAGE VARIETY AND 
FREQUENCY, AND LANGUAGE DISTRIBU- 
TION IN SCHOOLS. REPORTS ARE INCLUD- 
ED ON THE NUMBER OF SCHOOLS FOL- 
LOWING COURSE GUIDES, THOSE MAKING 
USE OF LANGUAGE LABORATORIES, THE 
DISTRIBUTION OF TEACHERS, AND THE 
NUMBER OF SCHOOLS WITH AVAILABLE 
CONSULTATIVE SERVICES. STATISTICS 
ON COURSES IN GENERAL LANGUAGE 
AND THE NUMBER OF SEVENTH- AND 
EIGHTH-GRADE CHILDREN STUDYING 
FOREIGN LANGUAGES ARE ALSO IN- 
CLUDED IN THE STUDY. (OC) 


ED 013 551 FL 000 208 
ZILINSKY, PIETER 

RUSSIAN FOR SECONDARY SCHOOLS--THE 
NEW YORK STATE SYLLABUS. AN EVALUAT- 
ION. 

PUB DATE 29 OCT 66 

EDRS PRICE MF-$0.25 HC-$0.64 14P. 

DESCRIPTORS *CURRICULUM EVALUA- 
TION, *LANGUAGE LEARNING LEVELS, 
*RUSSIAN, *SECONDARY SCHOOLS, 
*STATE CURRICULUM GUIDES, AATSEEL, 
ARTICULATION (PROGRAM), AUDIOL- 
INGUAL METHODS, COURSE CONTENT, 
CULTURAL EDUCATION, CURRICULUM 
DESIGN, LANGUAGE SKILLS, NEW YORK, 
NEW YORK STATE DEPARTMENT OF EDU- 
CATION, PROGRAM IMPROVEMENT, SE- 
COND LANGUAGE LEARNING, TEACHING 
TECHNIQUES, 

A REVIEW AND EVALUATION OF THE 
N.Y. STATE SYLLABUS, “RUSSIAN FOR SE- 
CONDARY SCHOOLS,” REVEALS THAT IT 
PROVIDES GUIDELINES FOR THE 
STRENGTHENING OF RUSSIAN PRO- 
GRAMS IN THE STATE. IT DESCRIBES A 4- 

TO 6-YEAR SEQUENCE OF STUDY DIVID- 
ED INTO LEVELS, WHICH, HOWEVER, DO 
NOT NECESSARILY CORRESPOND TO THE 
SCHOOL GRADES. EACH LEVEL DOES CON- 
TAIN MORE TOPICS AND SUBDIVISIONS 
ON THE LANGUAGE SKILLS AND CUL- 
TURE THAN THE CORRESPONDING 
FRENCH SYLLABUS. WHILE THE RUS- 
SIAN SYLLABUS GIVES MUCH VALUABLE 
HELP WITH TEACHING TECHNIQUES, IT 
REMAINS TOO VAGUE ABOUT DEFINING 
EVALUATION OF CONTENT AND STUDENT 
ACHIEVEMENT AT EACH LEVEL AND 
ABO.T OBJECTIVES OF THE FOUR 
LANGUAGE SKILLS AT EACH LEVEL. THE 
GREATEST WEAKNESS LIES IN THE LACK 
OF SENSITIVITY TO THE TEACHING AND 
LEARNING OF SPECIFICS THAT ARE 
PECULIAR TO RUSSIAN, THOUGH THE 
VERY FACT OF ITS APPEARANCE PLACES 
N.Y. STATE AMONG THE LEADERS OF SE- 
CONDARY SCHOOL RUSSIAN STUDY IN 
THE U.S. THIS PAPER WAS PRESENTED AT 





A MEETING OF THE N.Y.-N.J. CHAPTER OF 
AATSEEL, OCTOBER 29, 1966, PRINCETON, 
N.J. (GJ) 
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WITH PROGRESS IN THEORETICAL AND 
APPLIED LINGUISTICS, THE APPLICA- 
TION OF LINGUISTICS TO LANGUAGE 
TEACHING HAS COME UNDER INCREAS. 
ING SCRUTINY. WHILE THE STRUCTU- 
RALISTS HAVE FOUND COMPETITION IN 
THE MORE RECENT CONCEPTS OF THE 
COMPETENCE-ORIENTED AND THE PER- 
FORMANCE-ORIENTED APPROACHES, 
AND MENTALISTIC THEORIES SEEM TO 
PROVIDE MORE EXPLANATIONS THAN 
THE TAXONOMIC, IT IS STILL DEBATA- 
BLE WHETHER THE GENERAL AREA OF 
APPLIED LINGUISTICS IS SUFFICIENTLY 
REFINED TO REQUIRE LANGUAGE 
TEACHERS TO STUDY THE LINGUISTIC 
SCIENCES. IN THE AREA OF STYLISTICS, 
THE APPLICATIONS OF LINGUISTICS 
HOLD GOOD PROMISE, AND FURTHER RE- 
SEARCH IN TRANSLATION SHOULD LEAD 
TO THE RECOGNITION OF SIMILAR REG- 
ISTERS AND STYLES IN VARIOUS 
LANGUAGES. ALTHOUGH CONTRASTIVE 
ANALYSIS IS DEVELOPING THE NOTION 
OF TRANSFER GRAMMAR AND INVESTI- 
GATING THE ELEMENTS OF INTERFER- 
ENCE BETWEEN LANGUAGES, THE 
VALUE OF SUCH RESEARCH STILL LIES 
MAINLY IN THE FUTURE. THIS ARTICLE 
APPEARED IN THE “ILLINOIS JOURNAL 
OF EDUCATION,” VOLUME 57, NUMBER 6, 
OCTOBER 1966, PAGES 33-41. (GJ) 
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APPLIED LINGUISTICS CAN ASSIST 
TEACHERS OF FRENCH AND SPANISH IN 
DETECTING ERRORS IN PITCH, INTONAT- 
ION, RHYTHM, WORD COMBINATION, AND 
SOUND REPRODUCTION, AS WELL AS IN 
ENABLING THEM TO DO A PROFESSIONAL 
JOB OF TEACHING STUDENTS MORE AC- 
CURATE SPEECH HABITS. AS THE TEACH- 
ER CONCENTRATES ON THE SOUND OF 
THE LANGUAGE, HE MUST VALUE THE 
SIGNIFICANCE OF THE CONCEPTS IN DES- 
CRIPTIVE LINGUISTICS. IN SO DOING, HE 
CAN HIGHLIGHT SOUNDS THAT CREATE 
PROBLEMS FOR ENGLISH SPEAKERS IN 











THE PRONUNCIATION DRILLING OF MINI- 
MAL PAIRS AND CAN EMPHASIZE THE 
DIFFERENCES IN THE NATIVE AND TAR- 
GET LANGUAGES IN STRESSING PITCH 
AND INTONATION. FURTHERMORE, BY 
LEARNING TO PRODUCE FIRST THE ORAL 
SOUNDS OF THE NEW LANGUAGE, THE 
STUDENT CAN BE MORE EASILY TAUGHT 
THE WRITTEN FORMS WITHOUT HAVING 
THE KNOWLEDGE OF THE MOTHER 
TONGUE INTERFERE. EVEN IN THE 
AREAS OF GRAMMAR AND LANGUAGE 
STRUCTURE, APPLIED LINGUISTICS IS IN- 
VALUABLE IN AIDING THE TEACHER TO 
PAY MORE ATTENTION TO LANGUAGE 
DIFFERENCES IN CLASSROOM DRILLING 
AND IN THE LATER MANIPULATION OF 
BASIC STRUCTURES IN THE LANGUAGE 
LABORATORY. THIS ARTICLE APPEARED 
IN THE “ILLINOIS JOURNAL OF EDUCA- 
TION,” VOLUME 58, NUMBER 6, OCTOBER 
1966, PAGES 7-10. (AB) 
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AN UNDERSTANDING OF THE GRAMMA- 
TICAL SYSTEM OF A FOREIGN LANGUAGE 
GIVES THE BEGINNING STUDENT A 
FOUNDATION UPON WHICH THE BASIC 
SKILLS CAN BE DEVELOPED. THUS, THE 
TEACHER’S PRESENTATION OF THE TAR- 
GET LANGUAGE SHOULD ADHERE TO THE 
BASICALLY LINGUISTIC PRINCIPLES OF 
TEACHING, IN ORDER, THE BASIC FORMS, 
GRAMMATICAL CATEGORIES, STRUC- 
TURES WHICH HAVE NO OR MARKEDLY 
DIFFERENT ENGLISH EQUIVALENTS, 
AND STRUCTURES OCCURRING MOST 
FREQUENTLY. AS AN EXAMINATION OF 
SEVERAL GRAMMATICAL POINTS _IL- 
LUSTRATES, THIS APPROACH IS PARTICU- 
LARLY APPLICABLE AND IMPORTANT IN 
TEACHING RUSSIAN WHERE, ALTHOUGH 
THERE ARE TRANSLATIONAL EQUIVA- 
LENCES TO ENGLISH, THERE ARE DEFI- 
NITE STRUCTURAL DIFFERENCES. TO 
PREVENT INTERFERENCE FROM THE 
STUDENT’S NATIVE TONGUE, A CAREFUL- 
LY ORGANIZED PRESENTATION OF THE 
WELL-DEFINED STRUCTURAL LINGUIST- 
IC HIERARCHY OF RUSSIAN MUST BE DE- 
VELOPED BY COOPERATIVE EFFORTS 
FROM BOTH THE STRUCTURAL LINGUIST 
AND THE LANGUAGE TEACHER. THIS AR- 
TICLE APPEARED IN “THE SLAVIC AND 
EAST EUROPEAN JOURNAL,” VOLUME 10, 
ae 2, SUMMER 1966, PAGES 181-190. 
(SS) 


ED 013 555 FL 000 277 
BROWN, CALVIN S. 
LITERARY TRANSLATION IN THE CLASS- 


GEORGIA UNIV., ATHENS 

GEORGIA EDUCATION ASSN., ATLANTA 

PUBDATE 67 

EDRS PRICE MF-$0.25 HC-$0.40  8P. 
DESCRIPTORS *FRENCH, *LATIN, *LI- 

TERATURE, *TEACHING TECHNIQUES, 

*TRANSLATION, INSTRUCTIONAL MA- 
TERIALS, LANGUAGE INSTRUCTION, 


SKILL DEVELOPMENT, VOCABULARY DE- 
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LITERARY TRANSLATION IN THE 
CLASSROOM CAN PROVOKE DISCUSSION 
WITH GREAT PEDAGOGICAL VALUE EVEN 
THOUGH A DEFINITIVE TRANSLATION IS 
NOT THE GOAL. A VERSE FROM HORACE 
AND ONE FROM DU BELLAY ILLUSTRATE 
THE POSSIBLE CHOICES OF VOCABULARY 
AND PHRASING WHICH EVEN TWO RELA- 
TIVELY STRAIGHTFORWARD LINES PRES- 
ENT. AN ALERT TEACHER CAN BRING 
OUT SUBTLETIES OF MEANING REFLECT- 
ING PAST WAYS OF LIFE, CORRELATE 
THEM TO CURRENT EXPRESSION, AND 
SHARPEN A STUDENT’S UNDERSTAND- 
ING OF BOTH A FOREIGN LANGUAGE AND 
HIS OWN. THIS ARTICLE APPEARED IN 
“THE ARCH,” VOLUME 14, NUMBER 1, WIN- 
TER 1966-67, PAGES 1-6. (GJ) 
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OUR EDUCATIONAL SYSTEM ENCOUR- 
AGES STUDENTS TO PERFORM IN ORDER 
TO MEASURE UP TO STANDARDS SET BY 
OTHERS RATHER THAN TO LEARN PERSO- 
NALLY, TO CHANGE THEMSELVES AND 
THEIR BEHAVIOR AS THEY EXPAND 
THEIR OWN CONCEPT OF REALITY. SUCH 
AFFECTIVE LEARNING, FAR MORE DIFFI- 
CULT TO PERCEIVE AND EVALUATE 
THAN COGNITIVE LEARNING, SHOULD BE 
CONSIDERED A MAJOR ORGANIZING ELE- 
MENT OF THE CURRICULUM ALONG WITH 
CONCEPTS AND SKILLS. SINCE AFFEC- 
TIVE LEARNING STRESSES VALUES, AP- 
PRECIATIONS, AND ATTITUDES, EDUCA- 
TORS MUST IDENTIFY, CLARIFY, AND 
EVEN JUSTIFY THE VALUES, CONSIDER 
WAYS OF MEASURING ACHIEVEMENT IN 
AFFECTIVE LEARNING, AND PROVIDE SI- 
TUATIONS WHICH ENCOURAGE STUDENT 
INVOLVEMENT. DEEPER UNDERSTAND- 
ING OF STUDENT ATTITUDES SHOULD BE- 
COME BASIC TO EFFECTIVE FACULTY 
WORK WITH STUDENTS, WHILE PRES- 
SURES OF PERFORMANCE CRITERIA AND 
OF TIME MUST YIELD TO WHAT MAY BE 
UNORTHODOX TEACHING AND LEARNING 
TECHNIQUES. THIS PAPER, A SPEECH DE- 
LIVERED AT THE OREGON STATE FOR- 
EIGN LANGUAGE CONFERENCE, NOVEM- 
BER 12, 1966, WAS PUBLISHED AS A SUP- 
PLEMENT TO THE “FOREIGN LANGUAGE 
NEWSLETTER OF OREGON,” VOLUME 4, 
NUMBER 2, JANUARY 1967. (GJ) 
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AN INCREASING NUMBER OF SPANISH 
PROFESSORS, ASKED TO ESTABLISH A 
FOREIGN LANGUAGE DEPARTMENT IN A 
NEW COLLEGE OR UNIVERSITY, ARE SER- 
IOUSLY APPRAISING THE AIMS AND 
FUNCTIONS OF THEIR DEPARTMENTS. IT 
IS IMPORTANT TO MAINTAIN A BALANCE 
BUT NOT A SEPARATION: BETWEEN 
TEACHING AND RESEARCH, BETWEEN 
NATIVE SPANISH SPEAKERS AND NATIVE 
AMERICANS WITH NEAR-NATIVE FLUEN- 
CY IN THE FOREIGN LANGUAGE, BE- 
TWEEN LATIN AMERICAN AND SPANISH 
CULTURE AND LITERATURE, AND BE- 
TWEEN LANGUAGE, LINGUISTICS, AND 
TEACHING METHODS ON THE ONE HAND 
AND LITERATURE AND SCHOLARLY 
METHODS ON THE OTHER. EFFECTIVE 
TEACHER EDUCATION MUST OFFER 
COURSES IN METHODS, TESTING, TECH- 
NIQUES, AND APPLIED LINGUISTICS 
WITH TRAINING CONTINUED IN SERVICE 
UNDER THE SUPERVISION OF MASTER 
TEACHERS. TO INTEGRATE FURTHER 
ALL PHASES OF LANGUAGE AND LITERA- 
TURE TEACHING, THE FACULTY SHOULD 
ENCOURAGE DISCUSSION OR TRAINING 
GROUPS, WHICH WOULD BENEFIT ALL 
DEPARTMENT MEMBERS FROM THE AP- 
PRENTICE TEACHERS TO THE SENIOR 
MEMBERS DEVOTING CONSIDERABLE 
TIME TO RESEARCH, AND WHICH MIGHT 
EVEN BE OPEN TO SPANISH MAJORS WHO 
PLAN TO TEACH. THIS ARTICLE AP- 
PEARED IN “HISPANIA,” VOLUME 49, 
NUMBER 4, DECEMBER 1966, PAGES 808- 
813. (GJ) 


ED 013 558 FL 000 318 
NOSTRAND,HOWARDLEE ANDOTHERS 
THE LANGUAGE LABORATORY, 1966--AN 
APPRAISAL. PANEL DISCUSSION. 
PUBDATE APR 66 
EDRS PRICE MF-$0.25 HC-$0.68 15P. 
DESCRIPTORS *COLLEGE LANGUAGE 
PROGRAMS, *LANGUAGE INSTRUCTION, 
*LANGUAGE LABORATORY EQUIPMENT, 
*LANGUAGE LABORATORY USE, *SECON- 
DARY SCHOOLS, ELECTRONIC CLASSR- 
OOMS, EQUIPMENT UTILIZATION, LANGU- 
AGE TEACHERS, PROGRAM IMPROVEM- 
ENT, 
REPORTS ON VARIOUS ASPECTS OF 
LANGUAGE LABORATORIES ARE PRE- 
SENTED AS A CONFERENCE’S PANEL 
DISCUSSION. EDWARD MARXHEIMER’S 
“TRAINING OF LANGUAGE LABORATORY 
PERSONNEL” DISCUSSES THE NEED FOR 
TRAINED INDIVIDUALS WHO CAN UTIL- 
IZE THE GREAT POTENTIAL OF THE LAB- 
ORATORY. IGOR M. GLADSTONE AND 
GENEVIEVE C. BIRD DISCUSS RESPEC- 
TIVELY THE USE OF THE LANGUAGE LA- 
BORATORY IN THE HIGH SCHOOL AND 
THE COLLEGE. GEORGE C. BUCK, IN A 
LONGER AND MORE GENERAL REPORT 
THAN THE OTHERS, DRAWS A PICTURE OF 
THE PRESENT STATUS OF THE LABORA- 
TORY AND FACTORS UPON WHICH FU- 
TURE USE OF THE LABORATORY DEP- 


. ENDS. IN A BRIEF REPORT, THOMAS 


MCNUTT LISTS SUGGESTED MODIFICA- 
TIONS IN THE USE OF THE LABORATORY. 
THIS DISCUSSION WAS PUBLISHED IN 
THE “PROCEEDINGS” OF THE PACIFIC 
NORTHWEST CONFERENCE ON FOREIGN 
LANGUAGES (17TH, APRIL 15-16, 1966, UNI- 
VERSITY OF VICTORIA). (SS) 
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A SURVEY OF CRITICISM FOR AND AGA- 
INST THE AUDIOLINGUAL APPROACH RE- 
SULTED IN A CONFERENCE’S PANEL DIS- 
CUSSION ON THE LINGUISTIC METHOD. 
PRESENTED IN BRIEF REPORTS ARE THE 
EXPERIENCES OF A COLLEGE INSTRUC- 
TOR WHO CHANGED FROM TRADITIONAL 
METHODS TO THE AUDIOLINGUAL AP- 
PROACH, AN ANALYSIS OF STUDENT PER- 
FORMANCE IN COLLEGE GERMAN CLASS- 
ES TAUGHT BY THE AUDIOLINGUAL 
TECHNIQUE, THE PROBLEMS AND AD- 
VANTAGES OF SUCH A METHOD IN HIGH 
SCHOOL CLASSES, A TRAVELING 
TEACHER’S DESCRIPTION OF A SPANISH 
PROGRAM ON THE ELEMENTARY SCHOOL 
LEVEL, AND THE REACTIONS OF A STU- 
DENT WHO FIRST ENCOUNTERED THE 
AUDIOLINGUAL APPROACH WHEN HE 
STARTED A NEW LANGUAGE IN COLLEGE. 
THIS DISCUSSION WAS PUBLISHED IN 
THE “PROCEEDINGS” OF THE PACIFIC 
. NORTHWEST CONFERENCE ON FOREIGN 

LANGUAGES (17TH, APRIL 15-16, 1966, UNI- 
VERSITY OF VICTORIA). (SS) 
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THAT MICRO-TEACHING CAN BE USED 
EFFECTIVELY FOR TEACHER TRAINING 
AND RETRAINING WAS INDICATED BY A 
1966 NDEA INSTITUTE WHERE PARTI- 
CIPANTS VIEWED ON VIDEO-TAPE AND 
DISCUSSED THE WORK OF A TEACHER IN 
A SMALL DEMONSTRATION CLASS OF 
HIGH SCHOOL FRENCH. EACH MEMBER 
HIMSELF TAUGHT TWO 15-MINUTE CLASS 
SEGMENTS OF THE SAME CLASS, WHICH 
WAS ALSO VIDEO-TAPED. BY HAVING THE 
TEACHER VIEW HIS OWN TAPES, HE 
COULD MORE FULLY APPRECIATE CON- 
STRUCTIVE CRITICISM OFFERED BY OTH- 
ERS, RECOGNIZE HIS OWN STRONG AND 
WEAK POINTS, AND LEARN TO EVALUATE 
HIS OWN PERFORMANCE AS A TEACHER. 
CONCLUSIONS BASED ON THE 
INSTITUTE’S WORK INDICATED THAT (1) 
MICRO-TEACHING IS AN EFFECTIVE DEV- 
ICE IN RETRAINING EXPERIENCED 
TEACHERS, (2) IT IS DIFFICULT TO DETER- 
MINE HOW ADAPTABLE MICRO-TEACH- 
ING IS TO ADVANCED-LEVEL COURSES 
WHERE THE SUBJECT MATTER IS STILL 


ONLY VAGUELY DEFINED, (3) THE VIDEO- 
TAPED RECORDINGS ARE AN EXCELLENT 
MEANS OF STUDYING A PARTICIPANT’S 
GRAMMAR AND PHONOLOGY, AND AN 
IDEAL BASIS FOR CREATING REMEDIAL 
MATERIALS. A PARTIAL EVALUATION 
CHECKLIST FOR-TEACHING VOCABULARY 
IS INCLUDED. THIS ARTICLE APPEARED 
IN “THE MODERN LANGUAGE JOURNAL,” 
VOLUME 561, NUMBER 3, MARCH 1967, 
PAGES 161-166. (AUTHOR/SS) 
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THE INTRODUCTORY REMARKS IN THIS 
EVALUATION OF THE FIRST NDEA INSTI- 
TUTE FOR TRAINERS OF LANGUAGE 
TEACHERS SUGGEST THAT THE INSTI- 
TUTE ENJOYED MUCH SUCCESS, LARGE- 
LY BECAUSE OF THE TREATMENT OF THE 
PARTICIPANTS AS COLLEAGUES AND 
THEIR CLOSE COOPERATION. SECTIONS 
ONE THROUGH EIGHT OF THE REPORT 
COVER VARIOUS ASPECTS OF THE 
INSTITUTE’S ORGANIZATION, FACILI- 
TIES, MATERIALS, AND FIELD TRIPS. BE- 
SIDES FULL- AND PART-TIME STAFF, 
THERE WERE CONSULTANTS WHOSE SPE- 
CIAL FIELDS RANGED FROM PROGRAMED 
LEARNING TO LINGUISTICS AND LECTUR- 
ERS ON SUCH TOPICS AS KINESICS, DISAD- 
VANTAGED CHILDREN, AND STUDENT 
TEACHING. OTHER SECTIONS OF THE RE- 
PORT LIST IN DETAIL THE INSTITUTE’S 
UNIQUE FEATURES AND MAJOR 
STRENGTHS, THE REACTIONS OF THE 
PARTICIPANTS, AND THE WEAKNESSES. 
A FAIRLY EXTENSIVE EVALUATION OF 
THE GOALS AND ACCOMPLISHMENTS OF 
THE INSTITUTE INCLUDES SEVERAL 
SUGGESTIONS FOR OTHER PROGRAMS. 
APPENDIXES INCLUDE A LIST OF PARTI- 
CIPANTS AND STAFF, AND A CLASS 
SCHEDULE. (SS) 
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DOES LATIN HAVE A PLACE IN LARGE- 
CITY SECONDARY SCHOOLS HAVING A 
HIGH PROPORTION OF CULTURALLY DI- 
SADVANTAGED PUPILS. EXPERIMENTAL 
TEACHING OF NEGRO DISADVANTAGED 
PUPILS FINDS THE ANSWER TO BE YES, 
AND GIVES RISE TO PROPOSALS FOR 
STARTING AND IMPROVING SUCH 





COURSES. THE FIRST AIRLIE HOUSE CON. 
FERENCE ON TEACHING THE CLASSICS 
PROVIDED PRINCIPLES FOR AN EXPLO- 
RATORY LATIN COURSE TAUGHT BY THE 
AUTHOR AS PART OF A PUBLIC SCHOOL 
ANTI-POVERTY SUMMER PROJECT IN 
WASHINGTON, D.C. IN 1965. THE COURSE 
WAS DESIGNED TO FIT THE APTITUDES, 
INTERESTS, AND IDEALS OF INNER CITY 
STUDENTS. STRUCTURAL LINGUISTICS, 
AUDIOVISUAL MATERIALS, AND CULTU- 
RAL HISTORY FOCUSED ON A GENUINE 
AND RELEVANT LEARNING EXPERI- 
ENCE. TWO LATIN COURSES FOR NEGRO 
VERBALLY POOR STUDENTS IN DETROIT 
PUBLIC SCHOOLS DEMONSTRATED THE 
VIABILITY OF SUCH PROGRAMS IN A RE- 
GULAR SCHOOL SETTING. ENTHUSIASTIC 
RESPONSE TO TEACHING THEY COULD 
ASSIMILATE HELPED THE STUDENT'S 
PROGRESS IN LANGUAGE PROFICIENCY. 
THE CLASSICAL PROFESSION SHOULD CO- 
OPERATE IN ESTABLISHING SUCH 
COURSES. THERE SHOULD BE RESEARCH 
ON THE APPLICATION OF DESCRIPTIVE 
LINGUISTICS TO A COMBINED TEACHING 
OF LATIN AND ENGLISH TO INCREASE 
THE LANGUAGE COMPETENCE OF THE 
VERBALLY DISADVANTAGED. (AUTHOR) 
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FOREIGN LANGUAGE TEACHERS FROM 
THE EARLIEST LEVELS THROUGH GRA- 
DUATE SCHOOL NEED TO JOIN FORCES TO 
DETERMINE OBJECTIVES AND DEVELOP 
CONTINUITY OF STUDY. TOO OFTEN COL- 
LEGE FRESHMEN PLEAD INADEQUATE 
PREPARATION AND ARE PERMITTED TO 
DUPLICATE WORK ALREADY SATISFAC- 
TORILY PERFORMED IN HIGH SCHOOL. IF 
PRE-COLLEGE TRAINING PLACED GREAT- 
ER EMPHASIS ON THE FOUR LANGUAGE 
SKILLS, THE ACQUIRED PROFICIENCY 
WOULD ENABLE STUDENTS TO MAKE 
THE TRANSITION FROM LANGUAGE 
STUDY TO LITERATURE. COLLEGE FA- 
CULTY, ON THE OTHER HAND, NEED 
GREATER APPRECIATION OF THE LEARN- 
ING PROCESS INVOLVED, AND SHOULD 
NOT EXPECT MATURE LITERARY JUDG- 
MENT FROM YOUNG STUDENTS STILL 
BUILDING THEIR FOREIGN LANGUAGE 
COMPETENCY. INSTEAD OF ALTERNAT- 
ING READING MATERIAL AND A REVIEW 
GRAMMAR, THE TEACHER OF THE TRAN- 
SITIONAL PERIOD, WHETHER IN HIGH 
SCHOOL OR COLLEGE, COULD PROVIDE 
CONTINUITY BY MEANS OF SKILLFULLY 
CONSTRUCTED EXERCISES TO DEDUCE 
GRAMMATICAL REVIEW FROM THE READ- 
ING MATERIAL. THIS SPEECH WAS GIVEN 
AT A FOREIGN LANGUAGE TEACHER CON- 
FERENCE AT ADELPHI UNIVERSITY, 
MARCH 9, 1967. (GJ) 
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THIS ENROLLMENT SURVEY OF FOR- 
EIGN LANGUAGE STUDY IN RELIGIOUS 
SECONDARY SCHOOLS IS THE COMPAN- 
ION PIECE TO FIVE OTHERS CONDUCTED 
BY THE MODERN LANGUAGE ASSOCIA- 
TION IN THE FALL TERM OF 1959, THE 
TERM SELECTED AS THE NORM FOR FU- 
TURE CALCULATIONS. THE INTRODUCTO- 
RY SURVEY OF THE GROSS NATIONAL 
PICTURE WITH AN ANALYSIS OF ATTRI- 
TION AMONG FOREIGN LANGUAGE STU- 
DENTS IS FOLLOWED BY A STUDY OF IN- 
FORMATION PROVIDED BY 47 SEVENTH- 
DAY ADVENTIST SECONDARY SCHOOLS 
FOR ENROLLMENT IN GRADES 9 TO 12 
AND BY 1,463 CATHOLIC PAROCHIAL SE- 
CONDARY SCHOOLS, SOME OF WHICH COV- 
ERED GRADES 7 TO 12. DATA ARE GIVEN 
WITH BREAKDOWN BY MODERN FOREIGN 
LANGUAGE ENROLLMENT AS COMPARED 
WITH TOTAL FOREIGN LANGUAGE EN- 
ROLLMENT, BY INDIVIDUAL LANGUAGE, 
AND BY LEVEL. SUMMARY TABLES PRO- 
VIDE STATISTICS ON EACH LANGUAGE, 
BY STATE AND BY COURSE LEVEL, AND 
INCLUDE TOTAL STUDENT ENROLLMENT 
FOR EACH GRADE LEVEL. THIS DOCU- 
MENT APPEARED AS “FL BULLETIN NUM- 
BER 64” OF THE MLA, JULY 1961. (SS) 
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BOOKS, ARTICLES, AND AUDIOVISUAL 
PROGRAMS USEFUL TO LATIN TEACHERS 
WISHING TO REVITALIZE THE STUDY OF 
LATIN ARE LISTED IN THIS CRITICAL, AN- 
NOTATED BIBLIOGRAPHY. A FEW ITEMS 
FROM 1868 TO 1939 MERIT LISTING EVEN 
THOUGH OUT OF PRINT, BUT THE BULK 
OF THE MATERIAL DATES FROM THE 
1950’S TO 1965 AND IS CONSIDERED AVAIL- 
ABLE. THE SECTIONS OF THE BIBLIOGRA- 
PHY ARE--(1) “VETERUM SAPIENTIA” AND 
RELATED MATERIALS, (2) LANGUAGE 
TEACHING AND LATIN, (3) INTRODUCTO- 
RY TEXTBOOKS FOR THE FIRST AND SE- 
COND YEAR, (4) SUPPLEMENTARY BOOKS 
FOR THE INTRODUCTORY LEVEL, (5) IN- 
TERMEDIATE LATIN TEXTBOOKS, (6) AD- 
VANCED LATIN TEXTS, (7) CONVERSA- 
TIONAL MATERIALS TO PROMOTE SPEAK- 
ING LATIN AT EACH LEVEL, (8) DIC- 
TIONARIES, (9) MAGAZINES PROMOTING 
SPOKEN AND WRITTEN LATIN AT EACH 
LEVEL, (10) LATIN RADIO AND TELEVI- 
SION PROGRAMS, (11) LATIN GRAMMARS, 
(12) MATERIAL ON THE PROGRAMED 
TEACHING OF LATIN, AND (13) CATALOGS 
OF LATIN AUDIOVISUAL AIDS. (GJ) 
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THE MODERN LANGUAGE ASSOCIATION 
(MLA) STATISTICAL SURVEY AVAILABLE 
IN MARCH 1966 CORROBORATED PRE- 
VIOUS, LESS EXTENSIVE, STUDIES SPON- 
SORED BY “THE CLASSICAL WORLD,” AND 
SHOWED THAT ENROLLMENTS IN LATIN 
AND GREEK HAVE GROWN SLOWLY BUT 
RESPECTABLY, AND THAT ALTHOUGH A 
NUMBER OF COLLEGES DO NOT OFFER 
CLASSICAL LANGUAGES, MANY DO NOT 
PROVIDE EVEN MODERN’ FOREIGN 
LANGUAGE INSTRUCTION. ALTHOUGH 
THE MLA QUESTIONNAIRE EXCLUDED 
NON-LANGUAGE GOURSES ON CLASSICAL 
CULTURE, IT INCLUDED LATIN AND 
GREEK INSTRUCTION IN JUNIOR COL- 
LEGES, AND THE FIGURES INDICATE A 
VAST AND GROWING POTENTIAL FOR 
CLASSICAL STUDIES. THIS ARTICLE WAS 
PUBLISHED IN “THE CLASSICAL WORLD,” 
VOLUME 59, NUMBER 9, MAY 1966. (GJ) 
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ELEVEN THIRD-GRADE CLASSES IN 
SCHENECTADY, N.Y., WATCHED A 15-MIN- 
UTE TELEVISION PROGRAM IN ELEMEN- 
TARY FRENCH TWICE A WEEK DURING 
THE SCHOOL YEAR. TO ANALYZE THE EF- 
FECTIVENESS OF DIFFERENT TEACHERS 
PROVIDING THE FOLLOW-UP INSTRUC- 
TION OF THE TV PROGRAMS, FOUR 
GROUPS OF STUDENTS WERE ASSIGNED 
TO TEACHERS RANGING FROM NATIVE 
FRENCH WITH CONSIDERABLE TEACH- 
ING EXPERIENCE TO AN AMERICAN IN- 
SERVICE TRAINEE WITH VERY LIMITED 
COMMAND OF THE LANGUAGE. AL- 
THOUGH IQ RECORDS WERE COMPARED 
WITH RESULTS OF THE LANGUAGE TEST 
ADMINISTERED AT THE END OF THE 
YEAR, FREQUENCY AND REGULARITY OF 
THE FOLLOW-UP INSTRUCTION AP- 
PEARED AMONG FACTORS OF PRIME IM- 
PORTANCE TO ACHIEVEMENT. GIRLS 
SEEMED MORE RECEPTIVE THAN BOYS 
THOUGH DIFFERENT MATERIAL MIGHT 
HAVE STIMULATED GREATER MOTIVAT- 
ION. A TEST SAMPLING THE FOLLOWING 
SEPTEMBER INDICATED AN ENCOURAG- 
ING AMOUNT OF RETENTION. ANALYTI- 
CAL TABLES APPEAR THROUGHOUT AND 
IN THE THREE APPENDIXES. (GJ) 
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INDIANA’S DEPARTMENT OF PUBLIC 
INSTRUCTION HAS PREPARED A MANUAL 
OF GUIDELINES FOR SELECTING LANGU- 
AGE LABORATORY EQUIPMENT TO BE 
USED IN INDIANA SCHOOLS. THE MANU- 
AL CONTAINS CONTRACT SPECIFICA- 
TIONS COVERING GENERAL INFORMA- 
TION AND PROVISIONS, THE EQUIPMENT 
FOR THE PROGRAM PREPARATION ROOM 
AND THE LABORATORY CONSOLE ROOM, 
AND EQUIPMENT, FURNITURE, AND 
SUPPLIES FOR THE STUDENT POSITIONS. 
ILLUSTRATIONS AND DETAILED DES- 
CRIPTIONS OF THE FUNCTIONS _IN- 
VOLVED FOR EACH SECTION ARE INC- 
LUDED. A 6-PAGE BID FORM AND A GLOS- 
SARY COMPLETE THE MANUAL. (GJ) 
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LANGUAGE INSTRUCTION SHOULD BE 
A SYNTHESIS OF THE BEST OF ALL 
METHODS. NO METHODOLOGY OR COMBI- 
NATION OF METHODOLOGIES WILL 
CHANGE THE FACT THAT LEARNING AN- 
OTHER LANGUAGE IS THE ACQUISITION 
OF A COMPLEX AND DIFFICULT SKILL 
AND CAN BE ACCOMPLISHED ONLY WITH 
A GREAT DEAL OF TIME AND WORK ON 
THE PART OF BOTH TEACHER AND STUD- 
ENT. HOWEVER, IF, WITH THE LIMITED 
HUMAN RESOURCES AVAILABLE, STU- 
DENTS ARE TO HAVE SUFFICIENT PRAC- 
TICE IN LISTENING, REPEATING, AND 
PRACTICING A FOREIGN LANGUAGE, 
THERE SEEMS TO BE NO ALTERNATIVE 
OTHER THAN TO USE MACHINE AIDS IN 
LANGUAGE INSTRUCTION. EVEN THE 
CONTROVERSIAL TECHNIQUES OF MIMI- 
CRY AND MEMORIZATION AND PATTERN 
DRILLS CAN CONTINUE TO BE IMPOR- 
TANT IF THEIR LIMITATIONS ARE REALI- 
ZED. ALTHOUGH CONCENTRATION ON 
ORAL SKILLS MIGHT LEAD TO NEGLECT- 
ING THE ACQUISITION OF THE OTHER 
BASIC SKILLS, THE PASSIVE SKILLS CAN 
BE TAUGHT EFFECTIVELY AT A LATER 
STAGE. AT THE INTERMEDIATE AND AD- 
VANCED LEVELS, THE ACTIVE SKILLS 
MAY CONTINUE TO BE PRACTICED AND 
PERFECTED ALONG WITH THE 
STUDENT’S LEARNING OF CULTURE AND 
LITERATURE, BUT FEW STUDENTS WILL 
ACQUIRE ACTIVE LANGUAGE KNOWL- 
EDGE IN THE CLASSROOM AT THESE LE- 
VELS IF THEIR INITIAL EXPOSURE HAS 
BEEN ONLY TO THE PASSIVE SKILLS. 
THEREFORE, IT IS NOT A QUESTION OF 
WHICH ELEMENT OF LANGUAGE LEARN- 
ING IS THE MOST IMPORTANT, BUT WHICH 
IS TO BE TAUGHT FIRST. THIS ARTICLE 
APPEARED IN “THE MODERN LANGUAGE 
JOURNAL,” VOLUME 49, NUMBER 1, JANU- 
ARY 1965, PAGES 19-21. (AB) 
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AMONG THOSE THINGS THAT HAVE AF- 
FECTED FOREIGN LANGUAGE TEACHING 
PERHAPS ADVERSELY, THE LANGUAGE 
LABORATORY EXEMPLIFIES WELL THE 
EMPHASIS PUT ON TECHNOLOGY AND 
ELECTRONICS AND THE TENDENCY IN 
OUR TIME TO “TRAIN” A PERSON RATHER 
THAN TO “EDUCATE” HIM. THE LANGU- 
AGE LABORATORY CAN BE USED TO HELP 
STUDENTS DEVELOP AUDIOLINGUAL 
SKILLS, BUT IT IN NO WAY SHOULD DIC- 
TATE MEANS AND ENDS TO THE LANGU- 
AGE TEACHER WHO SHOULD USE THE LA- 
BORATORY AS A TOOL TO ALLEVIATE HIS 
OWN ROUTINE TASKS. MORE EMPHASIS 
MUST BE PLACED ON READING LITERA- 
TURE IN THE FOREIGN LANGUAGE, AND, 
BECAUSE LANGUAGE IS A VEHICLE OF 
THOUGHT, TEACHING LITERATURE WILL 
NOT ONLY GIVE THE STUDENTS SOME- 
THING WORTHWHILE TO COMMUNICATE, 
BUT ALSO WILL ENCOURAGE THE REHA- 
BILITATION OF THE HUMANITIES. THIS 
ARTICLE IS A REPRINT FROM “THE MO- 
DERN LANGUAGE JOURNAL,” VOLUME 49, 
NUMBER 2, FEBRUARY 1965, PAGES 102- 
105. (SS) 


ED 013 571 FL 000 366 
MELZ,C.W.F. 

THE FOREIGN LANGUAGE PROGRAM IN 
WASHOE COUNTY AND THE UNIVERSITY OF 
NEVADA. 

PUB DATE MAY 65 

EDRS PRICE MF-$0.25 HC-$2.20 53P. 

DESCRIPTORS *AUDIOLINGUAL METH- 
ODS, *COLLEGE LANGUAGE PROGRAMS, 
*LANGUAGE RESEARCH, *SECONDARY 
SCHOOLS, *STATE SURVEYS, ARTICULA- 
TION (PROGRAM), ENROLLMENT TRENDS, 
LANGUAGE INSTRUCTION, NEVADA, PRO- 
GRAM EVALUATION, PROGRAM IM- 
PROVEMENT, PROGRAMED INSTRUCTION, 
QUESTIONNAIRES, SECOND LANGUAGE 
LEARNING, STATISTICAL DATA, TEACH- 
ER QUALIFICATIONS, UNIVERSITY OF 
NEVADA, WASHOE COUNTY, 

THIS DETAILED ANALYSIS OF THE IM- 
PORTANT ASPECTS OF LANGUAGE 
LEARNING AND TEACHING IN THE 
WASHOE COUNTY PUBLIC SCHOOLS AND 
THE UNIVERSITY OF NEVADA RESULTED 
FROM A SURVEY CONDUCTED BY AN EX- 
PERIENCED LANGUAGE TEACHER. USING 
DATA GLEANED FROM QUESTIONNAIRES 
DISTRIBUTED TO THE UNIVERSITY FOR- 
EIGN LANGUAGE STUDENTS AND INFOR- 
MATION GATHERED FROM CLASS VISITA- 
TIONS, CONFERENCES WITH ADMIN- 
ISTRATORS AND TEACHERS, ATTEN- 
DANCE AT DEPARTMENTAL MEETINGS, 
AND INTERVIEWS WITH PARENTS AND 
STUDENTS, THE REPORT CONSIDERS AND 
ANALYZES SUCH SUBJECTS AS ENROLL- 
MENT TRENDS, STUDY SEQUENCE, PRO- 
GRAM ARTICULATION, DROPOUTS, AND 
TEACHER QUALIFICATIONS. FOLLOWING 
AN EVALUATION OF ENROLLMENT, 
LANGUAGE LABORATORIES, AND ME- 
CHANICAL AIDS, THERE IS A DETAILED 
APPRAISAL OF THE EFFECTIVENESS, IN 
NEVADA SCHOOLS, OF THE AUDIOL- 
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INGUAL METHOD, INCLUDING AN EXTEN- 
SIVE DISCUSSION OF BASIC ISSUES AND 
SUGGESTED PROGRAM IMPROVEMENTS. 
IN THE APPENDIXES ARE COPIES OF THE 
QUESTIONNAIRES, COMMENTS FROM 
UNIVERSITY STUDENTS, AND STATISTICS 
ABOUT THE FOREIGN LANGUAGE DE- 
PARTMENT AT THE UNIVERSITY. (AB) 
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IN THE HOPE THAT FOREIGN LANGU- 
AGE TEACHERS MIGHT DISCUSS THEM AT 
PROFESSIONAL MEETINGS, THE MODERN 
LANGUAGE ASSOCIATION HAS RELEASED 
THESE POLICY STATEMENTS FORMULAT- 
ED TO GOVERN THE CONDUCT OF FOR- 
EIGN LANGUAGE PROGRAMS. FOLLOW- 
ING A REFERENCE TO THE VALUE OF AC- 
QUIRING NOT ONLY THE LANGUAGE 
SKILLS BUT ALSO A DEEPER UNDER- 
STANDING OF LANGUAGE AND CULTURE, 
THE DOCUMENT EMPHASIZES THE AD- 
VANTAGES OF OFFERING AUDIOL- 
INGUAL-ORIENTED LANGUAGE  PRO- 
GRAMS WITH A LONGER SEQUENCE OF 
STUDY TO ASSURE GREATER MASTERY 
OF SKILLS AND CONTROL OF VOCABUL- 
ARY. CITED AS BENEFITS IN ACHIEVING 
INTERNATIONAL UNDERSTANDING 
THROUGH A FOREIGN LANGUAGE EXPER- 
IENCE ARE THE RESULTING DIRECT IN- 
TERCULTURAL COMMUNICATION AND 
EXPOSURE TO CULTURAL CONTENT. 
ALSO CONSIDERED IN THE STATEMENT 
ARE (1) THE USE OF AUDIOVISUAL AIDS, 
(2) FLES PROGRAMS, (3) THE INCLUSION IN 
COURSE OFFERINGS OF THE NEGLECTED 
LANGUAGES, (4) THE CONTINUED IMPOR- 
TANCE OF THE CLASSICAL LANGUAGES 
IN THE CURRICULUM, AND (5) COLLEGE 
FOREIGN LANGUAGE DEGREE REQ- 
UIREMENTS. THIS ARTICLE IS A REPRINT 
FROM “PMLA,” VOLUME 71, NUMBER 4, 
PART 2, SEPTEMBER 1956. (AB) 
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THE ADDRESS SUMMARIZES THE 1964 





GENERAL FOREIGN LANGUAGE PRO- 
GRAM OF THE MODERN LANGUAGE ASSo- 
CIATION (MLA), BUT EMPHASIZES THOSE 
ACTIVITIES FUNDED BY GOVERNMENT 
CONTRACT OR WITH FOUNDATION SUPP.- 
ORT. AMONG COMPLETED GOVERNMENT- 
FUNDED PROJECTS DESCRIBED ARE (1) 
JUNIOR AND SENIOR COLLEGE MODERN 
LANGUAGE ENROLLMENT SURVEYS, (2) 
THE PUBLICATION AND DISTRIBUTION 
OF THE MLA COOPERATIVE TESTS BY THE 
EDUCATIONAL TESTING SERVICE, (3) THE 
DEVELOPMENT OF THE THIRD PARAL- 
LEL FORM OF THE PROFICIENCY TESTS, 
AND (4) THE 1963 CONFERENCE REPORT 
ON TEACHER PREPARATION ISSUES. CAR- 
NEGIE CORPORATION-SUPPORTED AC- 
TIVITIES DETAILED ARE (1) THE CONFER- 
ENCE THAT PRODUCED TEACHER EDUCA- 
TION PROGRAM STANDARDS, (2) STAFF IN- 
VOLVEMENT WITH THE IMPLEMENTA- 
TION OF THE STANDARDS DOCUMENT, 
THE MORE EFFECTIVE USE OF THE PRO- 
FICIENCY TESTS, AND THE UPGRADING 
OF TEACHER EDUCATION PROGRAMS, (3) 
THE VIGOR OF THE CONSULTANTS’ 
PANEL, AND (4) THE FUNCTION OF THE 
MATERIALS AND PUBLICATION CENTER. 
MENTIONED ALSO ARE “CONTINUING 
SPANISH,” THE REVISION OF “MODERN 
SPANISH,” THE DEVELOPMENT OF AN EN- 
GLISH AS A SECOND LANGUAGE TEACH- 
ING MANUAL, AND THE PROJECTED AU- 
THORSHIP OF A BASIC PORTUGUESE 
TEXT. REFERENCE IS MADE TO THE INI- 
TIATION OF AN OFFICIAL ENGLISH PRO- 
GRAM, TO THE GENERAL IMPROVEMENTS 
IN THE FOREIGN LANGUAGE LEARNING 
SITUATION IN THE COUNTRY, AND TO 
THE ASPIRATIONS FOR FUTURE: PROG- 
RAMS. STATISTICAL DATA ARE CITED IN 
SUPPORT OF ENROLLMENT TREND OBS- 
ERVATIONS. THIS DOCUMENT IS A REP.- 
RINT FROM “PMLA,” VOLUME 80, NUMBER 
2, MAY 1965, PAGES 29-32, AND WAS DELIV- 
ERED AS AN ADDRESS AT THE ANNUAL 
MEETING OF THE MODERN LANGUAGE 
ASSOCIATION, NEW YORK CITY, DECEM- 
BER 29, 1964. (AB) 
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THE DEVELOPMENT AND EVALUATION 
OF THE MODERN LANGUAGE ASSOCIA- 
TION (MLA) FOREIGN LANGUAGE PROFI- 
CIENCY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS ARE THE SUBJECTS 
OF THIS FINAL PROJECT REPORT. FOL- 
LOWING AN ACCOUNT OF THE EVENTS 
THAT LED TO THE AWARDING OF A GOV- 
ERNMENT CONTRACT TO MLA TO DEVEL- 
OP NATIONALLY STANDARDIZED QUALI- 
FICATION TESTS AND A DESCRIPTION OF 
THE LOGISTIC AND EVALUATION PROB- 
LEMS INVOLVED IN DEVELOPING THESE 
TWO 31-TEST BATTERIES IN FRENCH, 
GERMAN, ITALIAN, RUSSIAN, AND SPAN- 
ISH, THE REPORT APPRAISES, WITH SUP- 














PORTING STATISTICAL DATA, THE HIGH 
LEVEL OF RELIABILITY AND STATISTI- 
CAL VALIDITY OF THESE TESTS IN THE 
COMPETENCY AREAS OF LISTENING COM- 
PREHENSION, SPEAKING, READING, 
WRITING, APPLIED LINGUISTICS, CUL- 
TURE AND CIVILIZATION, AND PROFES- 
SIONAL PREPARATION. A COMPARISON 
OF PRE-TEST AND POST-TEST NORMS 
FURNISHES THE GOVERNMENT AND THE 
PROFESSION WITH OBJECTIVE DATA FOR 
FUTURE TEST REVISIONS AND FOR SUP- 
PORT AND ANALYSIS OF INSTITUTE 
PROGRAMS. FOUR APPENDIXES INCLUDE 
INFORMATION ABOUT MODERN FOREIGN 
LANGUAGE TEACHER QUALIFICATIONS, 
A DIRECTORY OF THE MEMBERS OF THE 
TEST CONSTRUCTION COMMITTEES, AND 
DATA JUSTIFYING TEST RELIABILITY 
AND THE INTERCORRELATIONS BE- 
TWEEN SKILLS. THIS ARTICLE IS A REP- 
RINT FROM “PMLA,” VOLUME 77, NUMBER 
4, PART 2, SEPTEMBER 1962. (AB) 
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ALTHOUGH THE ENROLLMENT IN 
COURSES IN UKRANIAN IN WESTERN 
CANADA’S SECONDARY SCHOOLS CON- 
TINUES TO INCREASE NORMALLY, THE 
DEMAND FOR RUSSIAN DECLINES PROG- 
RESSIVELY. FACTORS AFFECTING THE 
ENROLLMENT TRENDS ARE (1) THE UN- 
DERSTANDABLE PREFERENCE OF THE 
PREDOMINANTLY UKRANIAN POPULA- 
TION OF THE PRAIRIE STATES TO STUDY 
THEIR PARENT TONGUE, (2) THE LOCAL 
SCHOOL ADMINISTRATORS’ JUSTIFIED 
RELUCTANCE TO IMPLEMENT AS AN EL- 
ECTIVE A SUBJECT THAT HAS SUCH A 
MARKED INADEQUACY OF QUALIFIED 
TEACHERS, AND (3) THE PRIORITY GIVEN 
TO THE STUDY OF ENGLISH AND FRENCH 
AS THE OFFICIAL LANGUAGES OF CANAD- 
A. NEVERTHELESS, RUSSIA, BECAUSE OF 
ITS GEOGRAPHIC PROXIMITY, IS EX- 
TREMELY IMPORTANT TO CANADA. BE- 
COMING INCREASINGLY MORE SIGNIFI- 
CANT ARE (1) FISHING, TRADING, AND 
TRAVEL CONTACTS, (2) THE VOLUME OF 
RUSSIAN RESEARCH, (3) THE NEED FOR 
EXCHANGE OF KNOWLEDGE AND PER- 
SONS, AND (4) THE OPPORTUNITIES FOR 
YOUNG CANADIANS TO COMBINE A 
KNOWLEDGE OF RUSSIAN WITH OTHER 
FIELDS OF ENDEAVOR. IF THE STUDY OF 
THE RUSSIAN LANGUAGE IS TO BECOME 
REALISTICALLY MORE ATTRACTIVE AT 
THE SECONDARY SCHOOL LEVEL, THERE 
MUST BE A COMPLETE REVISION OF THE 
PROGRAM, APPROACH, AND RELATED MA- 
TERIALS AS WELL AS AN IMMEDIATE AT- 
TEMPT TO IMPROVE THE QUALITY AND 
INCREASE THE NUMBER OF ADEQUATE- 
LY TRAINED TEACHERS. (AB) 
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IF AN EFFORT WERE MADE TO HAVE 
STUDENTS CONTINUALLY HEAR AND 
PRODUCE THE LANGUAGE’ BEING 
STUDIED IN A FAIRLY REALISTIC WAY 
FROM THE BEGINNING, THEY WOULD BE 
MORE MOTIVATED TO LEARN AND 
WOULD MAKE THE TRANSITION FROM 
THE CLASSROOM TO PRACTICAL SITUA- 
TIONS AND MORE ADVANCED STUDY 
MORE EASILY. THE TRADITIONAL KINDS 
OF STRUCTURE DRILLS INCORPORATED 
IN MOST AUDIOLINGUAL RUSSIAN TEXTS 
ARE UNREALISTIC IN THE DEMANDS PUT 
ON THE STUDENT’S MEMORY AND ARE 
MEANINGLESS CITATION FORMS RE- 
QUIRING PURELY MECHANICAL RESP- 
ONSES. IF THE TEACHER, FROM THE BE- 
GINNING LEARNING STAGES, WERE TO 
ASSUME THE RESPONSIBILITY OF CARE- 
FULLY USING MASTERED STRUCTURES 
AND IMPORTANT VOCABULARY IN 
DRILLS DESIGNED TO VARY SENTENCES 
AS MUCH AS POSSIBLE, THE CONVERSA- 
TIONAL STYLE OF THE DRILLS WOULD BE 
MAINTAINED BY MAKING THE STUDENTS 
THINK WHAT THEY ARE SAYING. FURTH- 
ERMORE, BY THE SYSTEMATIC EXPO- 
SURE TO THE VARIOUS COMMON INTONA- 
TION PATTERNS EMPLOYED IN THESE 
DRILLS, THE STUDENT WOULD IMPROVE 
IN PRONUNCIATION. THIS ARTICLE AP- 
PEARED IN “THE SLAVIC AND EAST EU- 
ROPEAN JOURNAL,” VOLUME 11, NUMBER 
1, SPRING 1967, PAGES 66-70. (AB) 
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ALS, *MODERN LANGUAGE CURRICULUM, 
*RUSSIAN, *TEACHING TECHNIQUES, 
LANGUAGE INSTRUCTION, 

ALTHOUGH NATHAN ROSEN’S ARTICLE 
IN A 1966 ISSUE OF “THE SLAVIC AND 
EAST EUROPEAN JOURNAL” (ED 011 175) 
DID PINPOINT THE FACT THAT NO 
WORTHWHILE ACTIVE CONTROL OF THE 
VOCABULARY AND STRUCTURAL ELE- 
MENTS OF RUSSIAN COULD BE ACHIEVED 
IN A TRADITIONAL 2-YEAR PROGRAM, HE 
DID NOT, WITH HIS PROPOSED USE OF 
READERS WITH FACING TRANSLATIONS, 
OVERCOME THE PROBLEM OF REAL CON- 
CERN--WHETHER TO USE THE LANGUAGE 
OF EVERYDAY USAGE, LITERATURE, OR 
EXPOSITORY PROSE IN A TERMINAL 2- 
YEAR COLLEGE PROGRAM. THE LANGU- 
AGE OF EXPOSITORY PROSE IS THE ONE 
IN WHICH THE NON-RUSSIAN MAJOR 
COULD, BY THE SECOND YEAR, REACH 
THE GREATEST DEGREE OF PROFICIEN- 
CY BECAUSE OF FEWER VOCABULARY 
PROBLEMS AND COULD, BY LIMITING 
READING MATERIALS TO HIS MAJOR 
FIELD OF INTEREST, ACQUIRE INFORMA- 
TION NOT AVAILABLE IN ENGLISH 
SOURCES. AT THE BEGINNING OF THE SE- 
COND YEAR OF THIS TYPE OF PROGRAM, 


THE USE OF KARPOVICH’S “LECTURES ON © 


RUSSIAN HISTORY” WOULD BE OF GREAT- 
ER BENEFIT THAN ANY OTHER TEXT OF 
COMPARABLE SIZE. THIS ARTICLE AP- 
PEARED IN “THE SLAVIC AND EAST EU- 
ROPEAN JOURNAL,” VOLUME 11, NUMBER 
1, SPRING 1967, PAGES 71-74. (AB) 
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DESCRIPTORS *ADULT PROGRAMS, *IN- 
TENSIVE LANGUAGE COURSES, *LANGU- 
AGE INSTRUCTION, *LANGUAGE PROFI- 
CIENCY, *SECOND LANGUAGE LEARNING, 
AUDIOLINGUAL METHODS, FEDERAL 
PROGRAMS, PEACE CORPS, 

SINCE THE STRENGTH OF THE PEACE 
CORPS EFFORT DEPENDS ON THE VOLUN- 
TEERS’ ABILITY TO COMMUNICATE IN 
THE LANGUAGE SPOKEN IN THE HOST 
COUNTRY, INTENSIVE LANGUAGE 
COURSES, PATTERNED AFTER THOSE OF 
THE NATIONAL DEFENSE AND FOREIGN 
SERVICE INSTITUTES, OCCUPY 30 TO 40 
PERCENT OF THE AVERAGE 8-TO 10-WEEK 
PRELIMINARY TRAINING PERIOD. BASED 
ON GENERAL PEACE CORPS GUIDELINES, 
THESE AUDIOLINGUAL, CULTURE-OR- 
IENTED INTENSIVE PROGRAMS, USING 
CLASSROOM PRESENTATION SUPPLE- 
MENTED BY ACTIVE LABORATORY REIN- 
FORCEMENT AND GUIDED PRACTICE 
WITH NATIVE INFORMANTS, HAVE PRO- 
DUCED SPEAKERS WITH A RELIABLE 
WORKING KNOWLEDGE OF A FOREIGN 
LANGUAGE. BECAUSE OF THE STUDENTS’ 
STRONG MOTIVATION, AFTER A FEW 
MONTHS IN THE HOST COUNTRY, THIS 
ABILITY USUALLY HAS INCREASED TO A 
REASONABLE FLUENCY THAT PERMITS 
THE VOLUNTEERS TO CONDUCT CLASSES, 
LECTURE, AND CONVERSE COMPETENT- 
LY WITH NATIVE SPEAKERS. FOR SOME 
OF THE 31 LANGUAGES TAUGHT, NEW 
TEACHING TECHNIQUES HAVE BEEN 
DEVISED. THIS ARTICLE APPEARED IN 
“AUDIOVISUAL INSTRUCTION,” VOLUME 
71, NUMBER 9, NOVEMBER 1962, PAGES 638- 
641. (AB) 
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DESCRIPTORS *BIBLIOGRAPHIES, 
*LANGUAGE LEARNING LEVELS, *LATIN, 
*SECONDARY SCHOOLS, *STATE CURRI- 
CULUM GUIDES, BOOKLISTS, COURSE 
OBJECTIVES, CULTURAL AWARENESS, 
LANGUAGE PROFICIENCY, LANGUAGE 
SKILLS, REALIA, RESOURCE MATERIALS, 
A SET OF MINIMUM ESSENTIALS FOR 
EACH LEVEL OF A 4-YEAR SEQUENCE OF 
LATIN IN SECONDARY SCHOOLS IS PRE- 
SENTED IN THIS CURRICULUM GUIDE. 
FOLLOWING STATEMENTS OF THE OBJEC- 
TIVES OF LATIN STUDY-READING THE 
LATIN OF THE GREAT ROMAN AUTHORS, 
ATTAINING A LINGUISTIC PROFICIENCY, 
AND ACQUIRING A WIDER HISTORICAL 
AND CULTURAL AWARENESS-THE GUIDE 
OUTLINES FOR EACH LEVEL THE COURSE 
CONTENT REQUIRED TO REACH THESE 
GOALS. AN EXTENSIVE BIBLIOGRAPHY 
LISTS REFERENCE BOOKS, BIOGRAPHIES, 
HISTORIES, DICTIONARIES, FICTION AND 
POETRY, FILMS, FILMSTRIPS, GRAM- 
MARS, LITERATURE IN TRANSLATION, 
MAPS, WORKS ON MYTHOLOGY AND LE- 
GENDS, PERIODICALS, REALIA, READERS 
FOR LEVELS ONE AND TWO, RECORDS, 
SLIDES, TAPES, TESTS, AND BOOKS ON 
WORD STUDY. (AS) 
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DESCRIPTORS *ADMINISTRATOR 
GUIDES, *AUDIO ACTIVE LABORATORIES, 
*ELECTRONIC CLASSROOMS, ‘*EQUIP- 
MENT STANDARDS, *LANGUAGE LABORA- 
TORY EQUIPMENT, EQUIPMENT EVALUA- 
TION, SECONDARY SCHOOLS, STUDIO 
FLOOR PLANS, 

IN ORDER TO INFORM ADMINISTRA- 
TORS AND PURCHASING AGENTS OF THE 
MINIMAL SPECIFICATIONS FOR THE 
SIMPLE, YET EFFECTIVE INSTALLATION 
OF A QUALITY LANGUAGE LABORATORY, 
THIS GUIDE OFFERS BASIC INFORMA- 
TION ABOUT COSTS, GENERAL AND FUNC- 
TIONAL SPECIFICATIONS, BIDDING IN- 
STRUCTIONS, AND REPAIR SERVICES. 
THE TEACHER CONSOLE AND STUDENT 
POSITIONS IN THE LABORATORY ARE 
DESCRIBED IN DETAIL. INCLUDED ALSO 
ARE FORMS DESIGNED TO BE COMPLET- 
ED AND REPRODUCED BY SCHOOLS AD- 
VERTISING FOR LANGUAGE LABORATO- 
RY BIDS, AND A SIMPLE LAYOUT OF A 24- 
OR 30-POSITION LABORATORY. (AB) 


ED 013 581 FL 000 440 
LADU, TORA TUVE 
MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES 7-12)-FRENCH, 
GERMAN, SPANISH. 
NORTH CAROLINA STATE BOARD OF EDU- 

CATION, RALEIGH 
REPORTNUMBER NCSDPI-PUB-364 
PUBDATE- 63 
EDRS PRICE MF-$0.25 HC-$0.92 21P. 

DESCRIPTORS *ARTICULATION (PRO- 
GRAM), *MODERN LANGUAGE CURRICU- 
LUM, *SECOND LANGUAGE LEARNING, 
*SECONDARY SCHOOLS, *STATE CURRI- 
CULUM GUIDES, AUDIOLINGUAL METH- 
ODS, COUNSELOR ROLE, COURSE OBJEC- 
TIVES, LANGUAGE LEARNING LEVELS, 
LANGUAGE PROGRAMS, LANGUAGE 
SKILLS, PROGRAM ADMINISTRATION, 
TEACHER ROLE, 

THIS BRIEF BULLETIN, OUTLINING A 6- 
YEAR FOREIGN LANGUAGE PROGRAM IN 
FRENCH, GERMAN, AND SPANISH, COM- 
PLEMENTS A 1962 CURRICULUM GUIDE 
OF A 4-YEAR SEQUENCE OF LANGUAGE 
STUDY ISSUED BY THE NORTH CAROLINA 
STATE DEPARTMENT OF PUBLIC INS 
TRUCTION. OF SPECIAL SIGNIFICANCE IN 
THE DOCUMENT IS A CHART OF A6-YEAR 
PROGRAM HIGHLIGHTING, AT EVERY 
LEVEL, SPECIFIC AREAS AND ACTIVITIES 
TO BE EMPHASIZED IN EACH OF THE 
LANGUAGE SKILLS AND IN THE USE OF 
SUPPLEMENTARY MATERIALS AND 
EQUIPMENT. A SUPPLEMENTARY BIB- 
LIOGRAPHY OF RECENTLY PUBLISHED 
READERS, TEACHER BULLETINS, INS- 
TRUCTIONAL FILMS AND TAPES, AND 
PERIODICALS FOR LEVEL FIVE IS INC- 
LUDED. OTHER TOPICS TREATED BRIEF- 
LY IN GENERAL TERMS ARE (1) THE PLAC- 
ES OF THE ADMINISTRATOR, TEACHER, 
AND COUNSELOR IN THE NEW LANGUAGE 
PROGRAM, (2) STUDENT SELECTION CRI- 
TERIA, (3) PROVISION FOR THE ACADEMI- 
CALLY TALENTED, (4) LEARNING LE- 
VELS, (5) DISTRIBUTION OF LEARNING 
TIME AMONG THE FOUR SKILLS, AND (6) 
LANGUAGE LABORATORY USE. SEE FL 000 
439 FOR THE 1962 GUIDE. (AB) 
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DESCRIPTORS *AUDIOLINGUAL METH- 
ODS, *BIBLIOGRAPHIES, *GERMAN, *SE- 
CONDARY SCHOOLS, *STATE CURRICU- 
LUM GUIDES, COURSE CONTENT, COURSE 
OBJECTIVES, INSTRUCTIONAL MATERI- 
ALS, LANGUAGE INSTRUCTION, LANGU- 
AGE LABORATORY USE, LANGUAGE 
LEARNING LEVELS, LANGUAGE SKILLS, 
MODERN LANGUAGE CURRICULUM, RE- 
SOURCE MATERIALS, TEXTBOOKS, 

THIS CURRICULUM OUTLINE PROVIDES 
A SET OF MINIMUM ESSENTIALS, BASED 
ON A MODIFIED AUDIOLINGUAL AP- 
PROACH, FOR SECONDARY SCHOOL PRO- 
GRAMS IN GERMAN. FOLLOWING A BRIEF 
DISCUSSION OF THE NEED FOR LONGER 
STUDY SEQUENCE AND UPDATED INS- 
TRUCTIONAL PHILOSOPHY, THE GUIDE 
DESCRIBES THE BASIC OBJECTIVES, CON- 
TENTS, AND SUGGESTED TEACHING PRO- 
CEDURES FOR EACH LEVEL OF A 4-LEVEL 
COURSE, AND MAKES RECOMMENDA- 
TIONS FOR LANGUAGE LABORATORY 
USE. HIGHLIGHTED IN THE BRIEF GUIDE 
IS A BIBLIOGRAPHY OF BASIC TEXTS AND 
INTEGRATED PROGRAMS, READERS, CON- 
VERSATIONS, PLAYS, SONGS, DICTIONAR- 
IES, TAPES AND DISCS, FILMS AND FILM- 
STRIPS, PERIODICALS, DISPLAY MATERI- 
ALS, METHODOLOGY AND COURSE 
GUIDES, TEACHER’S AIDS AND TESTS, 
AND CORRESPONDENCE-ON-TAPE CLUBS. 
AN APPENDIX LISTS SOURCES OF MAT- 
ERIALS. (AB) 


ED 013 583 FL 000 448 
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DESCRIPTORS *LANGUAGE GUIDES, 
*LANGUAGE LEARNING LEVELS, *RUS- 
SIAN, *SECONDARY SCHOOLS, *STATE 
CURRICULUM GUIDES, AUDIOLINGUAL 
METHODS, COURSE CONTENT, LANGUAGE 
INSTRUCTION, LANGUAGE PROGRAMS, 
LANGUAGE SKILLS, PATTERN DRILLS 
(LANGUAGE), TEACHING TECHNIQUES, 
THE NEW YORK STATE SYLLABUS FOR 
RUSSIAN IN SECONDARY SCHOOLS FOL- 
LOWS THE SAME FORMAT AS THOSE FOR 
FRENCH, GERMAN, AND SPANISH, AND 
FOR COMPLETE TEXT, INCLUDING GEN- 
ERAL SECTIONS ON TEACHING LANGU- 
AGES, THE READER MUST REFER TO ONE 
OF THOSE THREE BOOKS. THIS GUIDE DE- 
LINEATES THE AIMS, TECHNIQUES, CON- 
TENT, AND SCOPE OF RUSSIAN INSTRUC- 
TION FOR A 6-YEAR AND A 4-YEAR PROG- 
RAM. AUDIOLINGUAL METHODS ARE 
STRESSED, SPECIFIC TECHNIQUES ARE 
SUGGESTED FOR TEACHING LISTENING, 
SPEAKING, READING, AND WRITING 
SKILLS, AND CHECKLISTS OF MINIMAL 
VOCABULARY ITEMS AND GRAMMATICAL 
STRUCTURES ARE GIVEN FOR EACH 
LEVEL. SUCH CULTURAL SUBJECTS AS 
RUSSIAN HISTORY, CURRENT EDUCAT- 
ION, SOCIAL CONDITIONS, LITERATURE, 
ART, AND MUSIC ARE SUMMARIZED. A 
MODEL LESSON, SAMPLE 
MODEL LESSON, SAMPLE PATTERN 
DRILLS, AND GUIDES TO TESTING THE 
FOUR BASIC SKILLS ARE PRESENTED. IN- 


CLUDED, TOO, ARE A BIBLIOGRAPHY OF 
AMERICAN, BRITISH, AND RUSSIAN PUB- 
LICATIONS ON ASPECTS OF RUSSIAN 
LANGUAGE, LITERATURE, AND CUL. 
TURE, AND A DIRECTORY OF SOURCES 
FOR RUSSIAN BOOKS, PERIODICAL SUB. 
SCRIPTIONS, AND SUPPLEMENTARY MAT- 
ERIALS. (GJ) 
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THE LANGUAGE 
SHEET. 
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STRUCTION, HELENA 
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DESCRIPTORS *LANGUAGE INSTRUCT- 
ION, *LANGUAGE LABORATORIES, 
*LANGUAGE LABORATORY EQUIPMENT, 
*LANGUAGE LABORATORY USE, *SECON- 
DARY SCHOOLS, AUDIO ACTIVE COMPARE 
LABORATORIES, AUDIO ACTIVE LABORA- 
TORIES, ELECTRONIC CLASSROOMS, 
EQUIPMENT EVALUATION, EQUIPMENT 
MAINTENANCE, GUIDELINES, INSTRUC- 
TIONAL IMPROVEMENT, MODERN LANGU- 
AGE CURRICULUM, 

DESIGNED FOR TEACHERS AND ADMIN- 
ISTRATORS, THIS WORK SHEET PROVIDES 
GENERAL AND SPECIFIC INFORMATION 
ABOUT THE PHILOSOPHY, TYPES, AND 
USES OF LANGUAGE LABORATORIES IN 
SECONDARY SCHOOL LANGUAGE PROG- 
RAMS. THE FIRST SECTION DISCUSSES 
THE ADVANTAGES OF USING THE LABO- 
RATORY EFFECTIVELY TO REINFORCE 
AND CONSOLIDATE CLASSROOM LEARNI- 
NG, AND MENTIONS SOME COMPLETED 
AND PROJECTED RESEARCH STUDIES 
THAT PROPOSE TO DEFINE ITS CAPABILI- 
TIES. THE SECOND SECTION EXPLAINS 
THE SPECIFIC ADVANTAGES, EFFECTIVE 
USE, AND APPROXIMATE COSTS OF LIS- 
TEN AND RESPOND, AUDIO-ACTIVE LIS- 
TEN AND RESPOND, AND LISTEN-RES- 
POND-RECORD EQUIPMENT AND _INS- 
TALLATION. IN THE THIRD SECTION ARE 
RECOMMENDATIONS FOR LABORATORY 
SCHEDULING, PROCEDURES, USE WITH 
ADVANCED STUDENTS, MAINTENANCE, 
AND EVALUATION AS WELL AS SUGGES- 
TIONS FOR STUDENT ORIENTATION AND 
TESTING. A FOURTH SECTION OFFERS AN 
EXPLANATION OF LANGUAGE LABORA- 
TORY COMPONENTS AND PURCHASING. 
APPENDIXES INCLUDE A BIBLIOGRAPHY 
OF REFERENCE MATERIALS AND A DI- 
RECTORY OF MANUFACTURERS OF ELEC- 
TRONIC CLASSROOM EQUIPMENT. (AB) 
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DESCRIPTORS *ELECTRONIC CLASSR- 
OOMS, *LANGUAGE INSTRUCTION, 
*LANGUAGE LABORATORY EQUIPMENT, 
*LANGUAGE LABORATORY USE, *PAT- 
TERN DRILLS (LANGUAGE), AUDIO AC- 
TIVE COMPARE LABORATORIES, AUDIO 
ACTIVE LABORATORIES, AUDIOLINGUAL 
SKILLS, AUDIOVISUAL AIDS, FRENCH, 
GERMAN, PROGRAMED MATERIALS, 
SPANISH, TEACHING TECHNIQUES, 

TO ENCOURAGE UTILIZATION OF THE 
LANGUAGE LABORATORY AS A TEACH- 
ING TECHNIQUE, THIS BULLETIN DES- 
CRIBES SUCH POSSIBLE USES OF THE LA- 


FL 000 456 





BORATORY AS PROGRAMING LESSONS, 
RECORDING, AND TESTING LANGUAGE 
SKILL DEVELOPMENT. ONE OF THE MOST 
IMPORTANT FUNCTIONS OF THE LABORA- 
TORY IS THE PATTERN DRILL, DES- 
CRIBED HERE FOR FRENCH, GERMAN, 
AND SPANISH. EXAMPLES ARE GIVEN IN 
EACH OF THESE LANGUAGES FOR REPET- 
ITION DRILLS, TRANSFORMATION 
DRILLS, SUBSTITUTION DRILLS, PRO- 
GRESSIVE DRILLS, COMBINED SUBSTITU- 
TION AND TRANSFORMATION DRILLS, 
AND ANALOGY DRILLS. OTHER SECTIONS 
INCLUDE A LIST OF LANGUAGE LABORA- 
TORY TERMS GIVEN IN FRENCH, GERM- 
AN, AND SPANISH, BASIC PRINCIPLES 
CONSTITUTING A GOOD TAPE, BRIEF DIS- 
CUSSIONS OF LABORATORY MAINTEN- 
ANCE AND EVALUATION, AND A BIB- 
LIOGRAPHY OF RELATED MATERIALS. 
(SS) 
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FOREIGN LANGUAGES IN THE CATHOLIC 
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DESCRIPTORS *CATHOLIC HIGH 
SCHOOLS, *LANGUAGE PROGRAMS, 
*LATIN, *MODERN LANGUAGES, *TEACH- 
ER EDUCATION, LANGUAGE SKILLS, LI- 
TERATURE, PROGRAM IMPROVEMENT, 
TEACHER CERTIFICATION, 

PARTS ONE AND TWO OF THE ADVISORY 
COMMITTEE’S REPORT ON FOREIGN 
LANGUAGES COVERS THE GOALS OF THE 
LANGUAGE PROGRAM IN CATHOLIC HIGH 
SCHOOLS AND TEACHER EDUCATION. IN 
THE DISCUSSION ON PROGRAM OBJECTI- 
VES, THE AUDIOLINGUAL METHOD IS AD- 
VOCATED FOR DEVELOPING THE LANGU- 
AGE SKILLS, ALONG WITH EXPOSURE TO 
LITERATURE AND CULTURE OF THE 
LANGUAGE BEING STUDIED. THE IMPOR- 
TANCE OF LATIN AND THE CLASSICS AND 
THE PROBLEM OF CONTINUING OR DROP- 
PING LATIN IN CATHOLIC SCHOOLS ARE 
THE TOPICS DEALT WITH MOST EXTEN- 
SIVELY IN THIS REPORT. GREAT CON- 
CERN IS SHOWN FOR THE POPULARITY OF 
OTHER SUBJECTS OR MODERN LANGU- 
AGE STUDY OVER LATIN, AND RECOM- 
MENDATIONS ARE MADE FOR LATIN TO 
BE INTRODUCED INTO THE EARLY 
GRADES AND THE MATERIAL TO BE USED 
IS SPECIFIED. THE SECTION ON TEACHER 
EDUCATION DISCUSSES THE UNDERGRA- 
DUATE PREPARATION OF MODERN FOR- 
EIGN LANGUAGE TEACHERS IN CATHO- 
LIC HIGH SCHOOLS AND A PLEA FOR 
MORE PROFESSIONALISM IN THESE 
SCHOOLS IS MADE. AN APPRAISAL OF 
EACH REPORT IS ALSO INCLUDED. SEE FL 
000 462 FOR THE CONCLUDING PARTS OF 
THE REPORT. THIS DOCUMENT AP- 
PEARED AS THE “CATHOLIC HIGH 
SCHOOL QUARTERLY BULLETIN,” VO- 
LUME 21, NUMBER 4, JANUARY 1964. (SS) 
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FOREIGN LANGUAGES IN THE CATHOLIC 
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MENT UTILIZATION, INSTRUCTIONAL 
AIDS, LANGUAGE LABORATORY EQUIPM- 
ENT, READING, TEACHING TECHNIQUES, 
WRITING, 

THE AUDIOLINGUAL APPROACH IS THE 
SUBJECT OF THE THIRD PART OF THE AD- 
VISORY COMMITTEE’S REPORT ON FOR- 
EIGN LANGUAGES IN WHICH SUCH TO- 
PICS AS AIMS, TESTING, AND METHODS 
ARE DISCUSSED IN THE FORM OF BRIEF 
ANSWERS TO QUESTIONS. SOME MODIFI- 
CATIONS OF THE AUDIOLINGUAL METH- 
OD ARE SUGGESTED AS POSSIBLE SOLU- 
TIONS TO PROBLEMS THAT ARISE WITH 
THIS APPROACH, AND ARE FOLLOWED BY 
A SYLLABUS FOR A 6-YEAR SEQUENTIAL 
LANGUAGE PROGRAM, WITH CHARTS 
SHOWING TIME APPORTIONMENT FOR 
AUDIOLINGUAL STUDY, READING, AND 
WRITING. THE FINAL PART OF THE RE- 
PORT IS DEVOTED TO THE LANGUAGE LA- 
BORATORY WITH SECTIONS ON EQUIPM- 
ENT, TECHNIQUES, AND THE NECESSITY 
OF UTILIZING THE LABORATORY. AN AP- 
PRAISAL IS GIVEN AT THE END OF EACH 
REPORT. SEE FL 000 461 FOR PARTS ONE 
AND TWO OF THE REPORT. THIS DOCU- 
MENT APPEARED AS THE “CATHOLIC 
HIGH SCHOOL QUARTERLY BULLETIN,” 
VOLUME 22, NUMBER 1, APRIL 1964. (SS) 
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DESCRIPTORS *AUDIOVISUAL AIDS, 

*DUBBING, *LANGUAGE LABORATORY 

EQUIPMENT, *MASTER TAPES, *TAPE RE- 

CORDINGS, AUDIO ACTIVE COMPARE LA- 

BORATORIES, AUDIO ACTIVE LABORATO- 


RIES, GUIDELINES, LABORATORY TECH-. 


NIQUES, LANGUAGE LABORATORIES, 
LANGUAGE LABORATORY USE, SECONDA- 
RY SCHOOLS, TAPE RECORDERS, 

PART ONE OF THIS BULLETIN PRO- 
VIDES HELP IN THE TWO CRITICAL 
AREAS OF MASTER TAPE PREPARATION 
AND DUPLICATION. SUPPLEMENTED BY 
NUMEROUS PHOTOGRAPHS AND DI- 
AGRAMS OF EQUIPMENT AND DUPLICA- 
TION TECHNIQUES, THE BULLETIN DES- 
CRIBES MASTER PROGRAM DUPLICATION 
USING LANGUAGE LABORATORY 
EQUIPMENT, A PROFESSIONAL MASS DU- 
PLICATOR, A TAPE RECORDER, A RECORD 
PLAYER, A SOUND FILM PROJECTOR, AND 
A SHORT WAVE RADIO. IT EXPOUNDS 
FURTHER ON DUPLICATING SPEEDS AND 
CHOICE OF EQUIPMENT AND TAPE BE- 
FORE CONCLUDING WITH A BIBLIOGRAP- 
HY. PART TWO, SUGGESTIONS FOR 
LANGUAGE LABORATORIES, INCLUDES A 
DISCUSSION OF CRITERIA FOR DEVELOP- 
ING A LANGUAGE LABORATORY PHILOSO- 
PHY, BASED ON THE SPECIFIC FACILI- 
TIES PROVIDED, AND DISCUSSES EQUIP- 
MENT SELECTION AND THREE LABORA- 
TORY DESIGNS. ALSO IMPLEMENTED BY 
PHOTOGRAPHS AND DIAGRAMS, THIS SEC- 
TION CONTAINS REFERENCE LISTS OF 
EQUIPMENT MANUFACTURERS, AUDIOV- 
ISUAL AIDS SOURCES, AND A BIBLIOGRA- 
PHY ON LANGUAGE LABORATORIES. (AB) 
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DESCRIPTORS *ENROLLMENT TRENDS, 
*LANGUAGE ENROLLMENT, *LATIN, *SE- 
CONDARY SCHOOLS, MODERN LANGUAGE 
ASSOCIATION, 

A MODERN LANGUAGE ASSOCIATION 
(MLA) STATISTICAL SURVEY SHOWS THE 
NUMBER OF STUDENTS STUDYING 
FRENCH, SPANISH, GERMAN, OR LATIN IN 
THE SECONDARY SCHOOLS DURING EACH 
SCHOOL YEAR FROM 1958-59 TO 1964-65, 
THE PERCENTAGE STUDYING EACH 
LANGUAGE IN RELATION TO THE TOTAL 
HIGH SCHOOL POPULATION, AND THE 
PERCENTAGE STUDYING LATIN IN RELA- 
TION TO THE TOTAL FOREIGN LANGUAGE 
ENROLLMENT. THE DATA REVEAL A CON- 
TINUOUS DECLINE IN THE STUDY OF 
LATIN IN THE HIGH SCHOOLS, AS COM- 
PARED TO THE STUDY OF THE OTHER 
THREE LANGUAGES, AND POINTS TO, 
AMONG OTHER THINGS, A LACK OF UN- 
DERSTANDING AMONG STUDENTS, EDUC- 
ATORS, AND PARENTS OF THE CULTURAL 
VALUES OF CLASSICAL STUDIES FOR THE 
ENGLISH-SPEAKING STUDENT. WHAT IS 
STRONGLY URGED IS THE KIND OF NA- 
TION-WIDE “PUBLIC RELATIONS” PRO- 
GRAM THAT THE MLA LAUNCHED IN 1952 
ON BEHALF OF MODERN FOREIGN 
LANGUAGE STUDY. THIS ARTICLE WAS 
PUBLISHED IN “THE CLASSICAL WORLD,” 
VOLUME 59, NUMBER 9, MAY 1966. (GJ) 
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AN EXPERIMENT TO IMPROVE THE 
METHOD OF TRAINING INTERPRETERS 
TO INCREASE SPEED OF TRANSLATION 
FROM ONE LANGUAGE TO ANOTHER, 
ONCE THE VOCABULARY BUILDUP HAS 
BEEN ACCOMPLISHED, INVOLVED THE 
USE OF THE TACHISTOSCOPE AND THE 
CONTROLLED READER, MACHINES USED 
IN SPEEDREADING COURSES. THIS INNO- 
VATIVE PRACTICE HELPED TRAIN THE 
INTERPRETERS TO INCREASE CONCEN- 
TRATION ABILITY AND REACTION SPEED 
AND TO RETAIN INCREASINGLY LARGER 
NUMBERS OF WORDS AND VASTER CONC- 
EPTS. THE MEMBERS OF THE EXPERI- 
MENTAL GROUP, TEACHERS BORN AND 
SCHOOLED IN GERMANY BUT WHO HAD 
LIVED MOST OF THEIR ADULT LIVES IN 
THE U.S., WERE ENCOURAGED TO IN- 
CREASE THE SPEED OF THEIR INDIVI- 
DUALLY CONTROLLED FILMSTRIP CON- 
TAINING LISTS OF KEY WORDS AND EXP- 
RESSIONS, BEFORE TAPING THEIR 
TRANSLATIONS. AS A RESULT OF USING 
THIS AUTOINSTRUCTIONAL TECHNIQUE, 
THERE WAS AN AVERAGE 25 PERCENT IN- 
CREASE IN TRANSLATION SPEED WITH 
ALMOST NO LOSS IN ACCURACY. TO 
ADAPT THIS ESSENTIALLY VISUAL TECH- 
NIQUE MORE EFFECTIVELY TO THE SPE- 
CIFIC ORAL NEEDS OF INTERPRETER 
TRAINING PROGRAMS, APPROPRIATE MA- 
TERIALS AND A SPECIALIZED APPROACH 
MUST BE DEVELOPED. THIS ARTICLE AP- 
PEARED IN THE “INTERNATIONAL RE- 
VIEW OF APPLIED LINGUISTICS IN 
LANGUAGE TEACHING,” VOLUME 5, NUM- 
BER 2, JULY 1967, PAGES 141-144. (AB) 
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GREATER UNDERSTANDING OF IN- 
FERENTIAL STATISTICAL METHODS AND 
EXPERIMENTAL DESIGN WOULD ENA- 
BLE LANGUAGE TEACHERS TO INTER- 
PRET OBJECTIVELY AVAILABLE RE- 
SEARCH REPORTS AND HOPEFULLY 
WOULD ENCOURAGE MORE EXPERIM- 
ENTATION. TO UNDERSTAND THE EXPER- 
IMENTAL PROCESS, EDUCATORS MUST 
REALIZE THAT ANY EXPERIMENT IS AS 
SUCCESSFUL AS THE EXPERIMENTER IS 
IN DESIGNING A STUDY ISOMORPHIC TO 
THE UNDERLYING MATHEMATICAL AS- 
SUMPTIONS AND IN APPLYING STATISTI- 
CAL ANALYSIS APPROPRIATE TO THESE 
ASSUMPTIONS. A RANDOM SAMPLING IS 
A LOGICAL STEP IN ARRIVING AT THE 
PROBABILITY VALUES USED IN TESTING 
A HYPOTHESIS BECAUSE ITS CONSTANT 
AND INDEPENDENT PROBABILITY FAC- 
TORS CAN BE COPED WITH IN SIMPLE MA- 
THEMATICAL TERMS. WITHOUT AT LEAST 
A CURSORY ACQUAINTANCE WITH RE- 
SEARCH REPORTING, EXPERIMENTAL 
DESIGN, AND STATISTICAL ANALYSIS, 
EDUCATORS MIGHT EASILY ACCEPT THE 
EXPERIMENTER’S CONCLUSIONS WITH- 
OUT ANALYZING THE CONTENT THAT 
LED TO THE CONCLUSIONS. NEVERTHEL- 
ESS, INTELLIGENT APPRAISAL OF THE 
LIMITED RESEARCH AVAILABLE RE- 
QUIRES A THOROUGH EVALUATION OF 
ALL AREAS OF INTERNAL AND EXTER- 
NAL VALIDITY. THIS ARTICLE APPEARED 
IN “HISPANIA,” VOLUME 50, NUMBER 3, 
SEPTEMBER 1967, PAGES 496-500. (AB) 
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A NEED FOR A STATEMENT OF SIM- 
PLIFIED CRITERIA BY WHICH SECONDA- 
RY SCHOOLS MAY MEASURE THE EXCEL- 
LENCE OF THEIR FOREIGN LANGUAGE 
PROGRAMS HAS STIMULATED THE DE- 
VELOPMENT OF THESE GUIDELINES, DE- 
SIGNED TO ASSIST IN SETTING UP THE 
BEST POSSIBLE AUDIOLINGUALLY-OR- 
IENTED CURRICULUM TO MEET THE IN- 
DIVIDUAL NEEDS OF SCHOOLS. FOLLOW- 
ING AN OUTLINE OF BASIC INFORMATION 
ABOUT SEQUENCE OF STUDY, TEXTS AND 
MATERIALS, AND ELECTRONIC EQUIPM- 
ENT, THE GUIDE LISTS, IN QUESTION- 
NAIRE FORM, CRITERIA THAT INDICATE 
SUPERIOR FOREIGN LANGUAGE PROG- 


RAMS. HIGHLIGHTED IN THE QUESTION- 
ING ARE THE AREAS OF (1) GENERAL 
METHODOLOGY, (2) FLES, JUNIOR HIGH, 
AND BEGINNING AND ADVANCED HIGH 
SCHOOL LANGUAGE PROGRAMS, (3) LATIN 
PROGRAMS, AND (4) TESTING AND EVA- 
LUATION.(AB) . 
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TO ASSESS STUDENT OPINION TOWARD 
TELEVISED INSTRUCTION IN A _ RE- 
QUIRED HEALTH EDUCATION COURSE, A 
7-ITEM QUESTIONNAIRE WAS ADMIN- 
ISTERED TO 416 STUDENTS AT THE END 
OF A TELEVISION COURSE AND TO 213 
WHO COMPLETED A LIVE LECTURE 
CLASS. TELEVISION SECTIONS, EACH 
CONTAINING ABOUT 60 STUDENTS, WERE 
MONITORED BY MATURE, COMPETENT 
PERSONS WHO RECORDED ATTENDANCE, 
MADE ANNOUNCEMENTS, ADMIN- 
ISTERED EXAMINATIONS, AND, WHEN 
TIME PERMITTED, ANSWERED QUEST- 
IONS. LIVE PRESENTATIONS WERE MADE 
TO ONE LARGE GROUP. ONE INSTRUCTOR 
PRESENTED BOTH COURSES. THE TELE- 
VISION AND LIVE LECTURE GROUPS AP- 
PEARED QUITE COMPARABLE IN AGE, 
MARITAL STATUS, SEX, AND GRADE AVE- 
RAGES. WHILE REACTION TO THE 
COURSE WAS FAVORABLE IN BOTH 
GROUPS, THE LIVE LECTURE GROUP 
REACTED MUCH MORE FAVORABLY. 
LACK OF PERSONAL COMMUNICATION 
WITH THE INSTRUCTOR WAS THE CHIEF 
OBJECTION TO THE TELEVISION COURSE, 
ALTHOUGH OVER HALF OF THE TELEVI- 
SION STUDENTS SAID THEY WOULD BE 
WILLING TO ENROLL IN FUTURE COURS- 
ES OF THIS TYPE. THE AUTHORS CON- 
CLUDED THAT TELEVISED INSTRUCTION 
HAS EXCELLENT POSSIBILITIES OF AC- 
CEPTANCE, ESPECIALLY IF COMBINED 
WITH DISCUSSION SESSIONS. APPENDED 
ARE DESCRIPTIONS OF THE STUDENT 
GROUPS AND DETAILED ANALYSES OF 
THE RESPONSES TO EACH QUESTION. (WO) 
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A COMMITTEE OF 15 JUNIOR COLLEGE 
FOREIGN LANGUAGE TEACHERS AND 
STATE DEPARTMENT OF EDUCATION RE- 
PRESENTATIVES FORMULATED GUIDE- 
LINES FOR TEACHING OF LANGUAGES IN 
JUNIOR COLLEGES. TWO OBJECTIVES OF 
LANGUAGE INSTRUCTION ARE ACQUISI- 
TION OF PRACTICAL SKILLS AND THE 
HUMANISTIC EXPERIENCE OF LANGU- 


AGE LEARNING. THE JUNIOR COLLEGE 
SHOULD PROVIDE (1) BEGINNING COURS. 
ES IN SEVERAL LANGUAGES, (2) COURSES 
FOR STUDENTS ALREADY PROFICIENT IN 
A LANGUAGE, (8) PROGRAMS TO MEET 
SPECIAL COMMUNITY NEEDS, (4) LIBRA- 
RY COLLECTIONS OF BOOKS AND RE. 
CORDINGS IN FOREIGN LANGUAGES, (5) 
REFERENCE MATERIALS WRITTEN IN 
FOREIGN LANGUAGES, (6) LECTURES IN 
FOREIGN LANGUAGES, AND (7) OPPOR- 
TUNITIES FOR TRAVEL AND STUDY 
ABROAD. BY USE OF SUCH DEVICES AS 
STANDARDIZED TESTS, ORAL TESTS, AND 
INTERVIEWS, THE COLLEGE SHOULD BE 
ABLE TO PLACE THE ENTERING STU- 
DENT IN THE INSTRUCTIONAL STAGE AP- 
PROPRIATE FOR HIM. ARTICULATION 
AMONG ALL LEVELS, WHICH IS NECES.- 
SARY WITH RESPECT TO CONTENT, 
PLACEMENT, AND CREDIT, WILL ENABLE 
THE STUDENT TO MAKE CONTINUOUS 
PROGRESS IN FOREIGN LANGUAGE 
LEARNING THROUGHOUT HIS EDUCATIO- 
NAL CAREER. THE COMMITTEE RECOM- 
MENDS (1) SCHEDULING OF ELEMENTA- 
RY CLASSES FOR ONE HOUR DAILY, WITH 
ADEQUATE LABORATORY, (2) MAXIMUM 
CLASS SIZE OF 25, (3) COMPLETE PRO. 
GRAMS OF AT LEAST FOUR SEMESTERS, 
WITH PROVISION FOR MORE ADVANCED 
WORK AS NEEDED, AND (4) SEPARATION 
OF COURSE LEVELS, WITHOUT COMBIN- 
ING TWO CLASS LEVELS INTO ONE GROUP. 
(WO) 
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FACULTY INSTRUCTIONAL LOADS AT 
FOOTHILL COLLEGE ARE COMPUTED BY 
MEANS OF A FORMULA WHICH INCLUDES 
(1) TIME SPENT IN CLASSES, (2) TIME FOR 
PREPARATION AND EVALUATION OF 
TEACHING MATERIALS FOR EACH DIF- 
FERENT PREPARATION, (3) DUPLICATE 
PREPARATIONS, (4) ACTIVITY OR QUIZ 
SECTIONS, (5) CLASS SIZE, AND (6) FACUL- 
TY-STUDENT CONTACTS OUTSIDE OF THE 
CLASSROOM SITUATION. APPLICATION 
OF THE FORMULA, HOUR MEASURE, RE- 
SULTS IN WIDE VARIATIONS IN COMPU'1- 
ED LOAD AMONG DEPARTMENTS AND IN- 
DIVIDUAL INSTRUCTORS. QUESTIONS 
RAISED BY THE STUDY INVOLVE (1) 
METHODS OF ACCOUNTING FOR NONIN- 
STRUCTIONAL ACTIVITIES, (2) PREVEN- 
TION OF OVERLOAD, ESPECIALLY AMONG 
NEW INSTRUCTORS, (3) USE OF UNDER- 
LOADED INSTRUCTORS ON SPECIAL PRO- 
JECTS, (4) EQUATING OF LABORATORY 
AND LECTURE COURSES, (5) EVALUATION 
OF COURSES REQUIRING MUCH INDIVI- 
DUAL STUDENT CONTACT, (6) EQUATING 
OF LARGE AND SMALL CLASSES, AND (7) 
EVALUATION OF READER AND ASSIST- 
ANT SERVICES. TABLES SHOW DETAILS 
OF THE LOAD SURVEY FOR INSTRUC- 
TIONAL DIVISIONS, FOR INDIVIDUAL FA- 
CULTY MEMBERS, AND IN COMPARISON 
WITH SELECTED COLLEGES. (WO) 
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SUMMARIES OF PRESENTATIONS BY 
REPRESENTATIVES OF JUNIOR COLLEG- 
ES AND OTHER AGENCIES PROVIDE IN- 
FORMATION ABOUT VARIOUS ASPECTS 
OF INTERNATIONAL EDUCATION AND 
PROGRAMS FOR FOREIGN STUDENTS IN 
AMERICAN JUNIOR COLLEGES. A RE- 
SEARCH REPORT DESCRIBES PROBLEMS 
OF FOREIGN STUDENTS IN SUCH PRO- 
GRAMS--(1) LACK OF ADEQUATE ORIENTA- 
TION OF QUALIFIED FOREIGN STUDENT 
ADVISORS, (2) HOUSING, (3) FINANCES, (4) 
PREJUDICE, AND (5) “CULTURE SHOCK”. 
THE STUDENTS IN THE SURVEY WERE 
GENERALLY PLEASED WITH THEIR 
CLASS AND INSTRUCTIONAL EXPERI- 
ENCES. FOUR JUNIOR COLLEGE PRO- 
GRAMS FOR FOREIGN STUDENTS ARE 
DESCRIBED, WITH ONE PROGRAM OF PRE- 
PARATION FOR AMERICAN STUDENTS TO 
SPEND A YEAR ABROAD. ESSENTIAL FEA- 
TURES OF EFFECTIVE INTERNATIONAL 
EDUCATION PROGRAMS ARE DISCUSSED 
AND THE WORK OF AGENCIES TO ASSIST 
COLLEGES IN THIS FIELD IS DESCRIBED. 
(wo) 
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BACKGROUND, ADMINISTRATOR QUALI- 
FICATIONS, RECRUITMENT, 
QUESTIONNAIRE RETURNS FROM AD- 
MINISTRATORS IN 167 PRIVATE JUNIOR 
COLLEGES WERE THE BASIS FOR PROJEC- 
TIONS OF NATIONAL NEEDS FOR PRI- 
VATE JUNIOR COLLEGE ADMINISTRA- 
TORS, 1963-75. FOR THIS PERIOD 1,077 KEY 
ADMINISTRATIVE VACANCIES (352 PRESI- 
DENTS, 324 ACADEMIC DEANS, 281 BUSI- 
NESS MANAGERS, AND 120 STUDENT PER- 
SONNEL DEANS) WERE PREDICTED. 
PRESIDENTS AND DEANS WERE EXPECT- 
ED TO REACH THEIR POSITIONS LARGE- 
LY THROUGH PROMOTION OR MOVEMENT 
FROM ONE COLLEGE TO A HIGHER POSI- 
TION IN ANOTHER. AT THE TIME OF THE 
STUDY, OVER HALF OF THE ADMINISTRA- 
TORS WERE OVER 53 YEARS OF AGE, LESS 
THAN 22 PERCENT HAD DOCTORAL 
DEGREES, 61 PERCENT HAD MASTER’S 
DEGREES, AND ALMOST 26 PERCENT HAD 
NO GRADUATE DEGREES. TURNOVER IN 
INDEPENDENT COLLEGES WAS LESS 
COMMON THAN IN CHURCH-RELATED 
INSTITUTIONS, AND ADMINISTRATORS 
WHO CHANGED COLLEGES TENDED TO 
REMAIN WITHIN ONE GEOGRAPHICAL 
AREA. THE AUTHOR CONCLUDED THAT 
THE EDUCATIONAL BACKGROUND OF 
PRIVATE JUNIOR COLLEGE ADMINISTRA- 
TORS WAS LOWER THAN SHOULD BE ExX- 
PECTED AND THAT THE PRIVATE COL- 


LEGES FACED GREAT DIFFICULTY IN 
COMPETING WITH OTHER INSTITUTIONS, 
BUSINESS, AND INDUSTRY FOR HIGH 
LEVEL ADMINISTRATORS. TABLES PRE- 
SENT DETAILS OF THE FINDINGS AR- 
RANGED BY POSITIONS, BACKGROUND OF 
PERSONNEL, AND TYPES OF INSTITUT- 
IONS. THIS DISSERTATION IS AVAILABLE 
AS NO. 65-9408 FOR $3.25 (MICROFILM) OR 
$14.65 (KEROGRAPHIC COPY) FROM UNIV- 
ERSITY MICROFILMS, INC., 313 NORTH 
FIRST STREET, ANN ARBOR, MICHIGAN 
48107. (WO) 
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LIKE THE BOARDS FOR THE OTHER SEG- 
MENTS OF ILLINOIS PUBLIC HIGHER 
EDUCATION, THE STATE JUNIOR COL- 
LEGE BOARD OPERATES WITHIN THE JU- 
RISDICTION OF THE ILLINOIS BOARD OF 
HIGHER EDUCATION AND IS RESPONSI- 
BLE FOR (1) FEASIBILITY STUDIES FOR 
PROPOSED INSTITUTIONS OR FOR 
UPGRADING ALREADY EXISTING COL- 
LEGES, (2) CREATION OF NEW DISTRICTS 
AND ANNEXATION OF TERRITORY, (3) AL- 
LOCATION OF STATE AID AND ADMIN- 
ISTRATION OF FEDERAL FUNDS, (4) DET- 
ERMINATION OF STANDARDS FOR ESTA- 
BLISHMENT, LOCATION, AND MAINTEN- 
ANCE OF JUNIOR COLLEGES, AND (5) CO- 
OPERATION WITH JUNIOR COLLEGES IN 
CONTINUING STUDIES FOR BETTERMENT 
OF THE PROGRAM. CLASS I (STATE SYS- 
TEM) JUNIOR COLLEGES MUST (1) SERVE 
A CONTIGUOUS AND COMPACT TERRITO- 
RY NOT INCLUDED IN AN EXISTING JU- 
NIOR COLLEGE DISTRICT, (2) HAVE A MI- 
NIMUM EQUALIZED ASSESSED VALUA- 
TION OF $75 MILLION, (3) HAVE IN THE 
DISTRICT AT LEAST 30,000 PEOPLE, (4) 
HAVE A PROJECTED ENROLLMENT OF AT 
LEAST 1,000 FULL-TIME STUDENTS, AND 
(5) PROVIDE A COMPREHENSIVE PRO- 
GRAM OF LIBERAL ARTS AND SCIENCES, 
GENERAL EDUCATION, ADULT EDUCAT- 
ION, AND OCCUPATIONAL EDUCATION. 
FINANCIAL SUPPORT INCLUDES A 
$100,000 INITIAL GRANT FROM THE STATE, 
LOCAL PROPERTY TAXES, APPORTION- 
MENT BASED ON A PER STUDENT-CRE- 
DIT-HOUR ALLOWANCE, STUDENT TUI- 
TION FEES, AND STATE ASSISTANCE IN 
CAPITAL PROJECTS. A HISTORY AND RE- 
VIEW OF THE PROGRAM’S CURRENT STA- 
TUS ARE INCLUDED. (WO) 
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FROM INFORMATION GIVEN TO THE AM- 
ERICAN ASSOCIATION OF JUNIOR COL- 
LEGES BY 581 COLLEGES, 36 VARIABLES 
WERE IDENTIFIED IN THE AREAS OF 
TYPE OF CONTROL, CURRICULAR EMPHA- 
SIS, FINANCIAL CHARACTERISTICS, AND 
MISCELLANEOUS CHARACTERISTICS. 
AFTER THE COMPUTATION OF INTERCOR- 
RELATIONS AMONG THESE VARIABLES, 
FACTORING OF THE RESULTANT CORRE- 
LATION MATRIX PRODUCED 12 FACTORS, 
SIX OF WHICH WERE ROTATED TO A 
FINAL SOLUTION-(1) CULTURAL AF- 
FLUENCE, (2) TECHNOLOGICAL SPECIAL- 
IZATION, (3) SIZE, (4) AGE, (5) TRANSFER 
EMPHASIS, AND (6) BUSINESS ORIENTAT- 
ION. LACK OF CONGRUENCE OF THESE 
FACTORS WITH THOSE DEVELOPED IN AN 
EARLIER STUDY OF 4-YEAR COLLEGES 
INDICATES THAT DIFFERENCES DO 
EXIST BETWEEN THE TWO TYPES OF INS- 
TITUTIONS. USE OF THESE FACTORS ENA- 
BLES THE ASSESSMENT OF JUNIOR COL- 
LEGE ENVIRONMENTS IN TERMS OF 
THEIR EFFECTS ON STUDENT ACCOM- 
PLISHMENT AND GROWTH. DESCRIP- 
TIONS OF THE FACTORS AND SCORES OF 
EACH COLLEGE IN THE STUDY ARE INC- 
LUDED. (WO) 
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A STUDY OF THE POTENTIAL APPLICA- 
TIONS OF DATA PROCESSING EQUIPMENT 
AND SERVICES IN THIS MULTICAMPUS 
DISTRICT SHOWED THAT USES COULD BE 
DIVIDED INTO THREE CLASSES--(1) ADMI- 
NISTRATION AND SERVICES, INCLUDING 
DECISION MAKING, PROCESSING, COM- 
MUNICATING, AND SUMMARIZING, (2) DI- 
RECT AND INDIRECT SERVICES TO FA- 
CULTY MEMBERS, AND (3) INSTRUCTION. 
TO PROVIDE FOR THESE APPLICATIONS, 
A PLAN IS OUTLINED WHICH PROVIDES 
FOR (1) AN INFORMATION AND SERVICES 
UNIT AT EACH COLLEGE, INCLUDING A 
SMALL TO MEDIUM SIZE COMPUTER 
EQUIPPED WITH DIRECT ACCESS STO- 
RAGE DEVICES AND REMOTE INQUIRY 
TERMINALS, (2) AN INSTRUCTIONAL LA- 
BORATORY UNIT AT EACH COLLEGE, AND 
(3) ACENTRAL COORDINATING UNIT, CON- 
SISTING OF A STAFF OF TECHNICALLY 
TRAINED CLASSIFIED EMPLOYEES TO 
PROVIDE SUPPORT FOR THE OPERATIONS 
AT THE INDIVIDUAL COLLEGES. FINAN- 
CIAL CONSIDERATIONS, BUDGETARY 
PROPOSALS, AND INSTALLATION SCHED- 
ULES ARE PRESENTED. (WO) 
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NO, INCOMING TRANSFER STUDENTS, 
BETWEEN 1959 AND 1963, 351 TRANSFER 
STUDENTS ENTERING EL CAMINO COL- 
LEGE WERE IN A PROBATIONARY STATUS 
BECAUSE OF UNSATISFACTORY GRADES 
EARNED AT THEIR PREVIOUS INSTITUT- 
IONS. OF THIS GROUP, 55 PERCENT WERE 
LATER SUCCESSFUL (REMOVED THEM- 
SELVES FROM PROBATIONARY STATUS). 
MORE THAN 70 PERCENT OF THOSE 
TRANSFERRING FROM 4-YEAR INSTITU- 
TIONS AND 33 PERCENT OF THOSE TRANS- 
FERRING FROM OTHER JUNIOR COLLEG- 
ES WERE SUCCESSFUL. FEW OF THESE 
STUDENTS RECEIVED ASSOCIATE 
DEGREES. AGE APPEARED TO BE UNRE- 
LATED TO DEGREE OF SUCCESS. THESE 
PROBATIONARY STUDENTS MET GREAT- 
ER SUCCESS IN SUMMER SESSIONS THAN 
IN REGULAR SEMESTERS. NO RELATION- 
SHIP WAS OBSERVED BETWEEN DEGREE 
OF SUCCESS AND A WAITING PERIOD BE- 
FORE ADMISSION TO EL CAMINO COLL- 
EGE. REDUCTION OF STUDY LOAD AFTER 
TRANSFER APPEARED RELATED TO FAI- 
LURE TO ACHIEVE REGULAR STATUS. 
THE AUTHORS CONCLUDED THAT 
THROUGH FLEXIBLE POLICIES AND PRO- 
CEDURES THE COLLEGE WAS PROVIDING 
AN IMPORTANT “SALVAGE” FUNCTION 
AND RECOMMENDED CONTINUATION OF 
CURRENT PRACTICES WITH REGULAR 
EVALUATION. A REVIEW OF LITERATURE 
IN THE FIELD, A BIBLIOGRAPHY, AND A 
COPY OF THE COLLEGE’S POLICIES AND 
RULES FOR ACADEMIC PROBATION ARE 
INCLUDED. (WO) 
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NOLOGY, OPEN CIRCUIT TELEVISION, 
TELEVISION, 

EXPERIENCES OF THREE JUNIOR COL- 
LEGES WERE THE BASIS FOR THIS SUM- 
MARY OF (1) PROCEDURES FOR ACQUIR- 
ING A TELEVISION CHANNEL, (2) METH- 
ODS OF SETTING UP AND FINANCING A 
STATION, AND (3) PROGRAMS SUITABLE 
FOR A DISTRICT OWNED STATION. THE 
COMPLEXITIES OF ACQUIRING A CHAN- 
NEL ASSIGNMENT ARE DESCRIBED IN 
DETAIL, INCLUDING THE FUNCTIONS OF 
LAWYERS AND ENGINEERS OFTEN NEED- 
ED IN FCC HEARINGS. ATTENTION IS 
GIVEN TO CONSTRUCTION PERMITS, OW- 
NERSHIP REPORTS, EQUIPMENT TESTS, 
PROGRAM TESTS, TIME OF OPERATION, 
LICENSE RENEWALS, AND FINANCING 
(INCLUDING FEDERAL AID, COMMUNITY 
SERVICES TAXES, SALE OF TIME AND 
SERVICES TO OTHER SCHOOL DISTRICTS, 
AND APPORTIONMENT OF STATE FUNDS 
FOR REGULAR CLASS ATTENDANCE). BE- 
CAUSE OF THE DEMAND FOR ASSIGN- 
MENT OF AVAILABLE CHANNELS FOR 
COMMERCIAL ACTIVITIES, THE AUTHOR 
URGES INTERESTED EDUCATORS TO 


APPLY EARLY FOR CHANNELS AND TO 
BEGIN EARLY PLANNING OF THE USE OF 
TELEVISION FACILITIES. (WO) 
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THE PURPOSE OF THE STUDY WAS TO 
DETERMINE THE RELATIONSHIP BE- 
TWEEN STUDENTS’ ACHIEVEMENT ON 
BEGINNING CHEMISTRY AND THEIR 
BACKGROUND PRIOR TO ENROLLMENT IN 
THE COURSE. OF THE 609 STUDENTS EN- 
ROLLED IN BEGINNING CHEMISTRY IN 
THE 1964-65 ACADEMIC YEAR, 45 PERCENT 
RECEIVED GRADES OF A, B, OR C. OF THE 
GROUP STUDIED, 23 PERCENT WERE RE- 
PEATING THE COURSE, AND 58 PERCENT 
HAD COMPLETED HIGH SCHOOL CHEMIST- 
RY. GROUPS IN WHICH OVER HALF OF 
THE STUDENTS SUCCEEDED WERE (1) 
THOSE WHO HAD COMPLETED A YEAR OF 
HIGH SCHOOL CHEMISTRY, (2) THOSE RE- 
PEATING A COLLEGE CHEMISTRY 
COURSE, (3) THOSE WHO HAD COMPLETED 
MATHEMATICS THROUGH TRIGONOME- 
TRY BEFORE THE CHEMISTRY COURSE, 
(4) THOSE WHO WERE ENROLLED FOR 12 
TO 15 UNITS OF CREDIT, AND (5) THOSE 
WITH THREE OR MORE POINTS ON THE 
COLLEGE’S CHEMISTRY PLACEMENT 
TEST. LACK OF SUCCESS WAS NOTED 
AMONG THOSE WHO (1) HAD NO PREVIOUS 
CHEMISTRY EXPERIENCE, (2) RECEIVED 
TWO OR FEWER POINTS ON THE PLACE- 
MENT TEST, (3) WERE ENROLLED IN 
FROM NINE TO 11 UNITS, AND (4) HAD NOT 
COMPLETED OR WERE NOT ENROLLED 
CONCURRENTLY IN TRIGONOMETRY. 
THESE FINDINGS LED TO RECOMMENDA- 
TIONS THAT (1) A NEW COURSE BE ESTAB- 
LISHED FOR THOSE WITH NO PREVIOUS 
CHEMISTRY, (2) STUDY LOADS OF CER- 
TAIN STUDENTS SHOULD BE LIMITED, 
AND (3) CHANGES SHOULD BE MADE IN 
THE PREREQUISITES FOR THE CHEMIS- 
TRY PROGRAM AT THE COLLEGE. DE- 
TAILS OF SEVERAL RECOMMENDED 
PLANS, TABLES OF FINDINGS, AND COM- 
PARISONS OF BEGINNING CHEMISTRY 
GRADES WITH THOSE EARNED IN LATER 
COURSES ARE INCLUDED. (WO) 
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TEACHER QUALIFICATIONS, TEACHERS, 


THIS REPORT OF A NATIONAL SURVEY 
OF ENGLISH PROGRAMS IN 2-YEAR COL- 
LEGES IS BASED ON INFORMATION RE- 
CEIVED FROM 239 INSTITUTIONAL 
SOURCES, 187 DEPARTMENT CHAIRMEN, 
AND 292 TEACHERS. ATTENTION IS GIVEN 
TO (1) THE NATURE OF THE PROGRAM, IN- 
CLUDING SCOPE, TEACHING LOAD, CLASS 
SIZE, STATUS OF DEPARTMENT CHAIRM- 
EN, AND RECRUITMENT OF TEACHERS, (2) 
ENGLISH REQUIREMENTS FOR GRA- 
DUATION, (3) PLACEMENT OF STUDENTS 
IN COMPOSITION COURSES, (4) THE NA- 
TURE OF THE REGULAR ENGLISH COMP* 
SITION COURSE, (5) REMEDIAL ENGI 
COURSES, (6) HONORS COURSES, AN 
TEACHERS’ PROFESSIONAL QUALIFIVAT- 
IONS. PROBLEMS ARE IDENTIFIED IN 
SUCH AREAS AS (1) EFFECTS OF THE 
“OPEN DOOR” POLICY, (2) NECESSITY FOR 
REMEDIAL PROGRAMS, (3) MAINTENANCE 
OF STANDARDS, (4) MOTIVATION, (5) CLASS 
SIZE AND TEACHER LOAD, (6) TEACHER 
ATTITUDES AND PROFESSIONAL QUALI- 
FICATIONS, AND (7) ARTICULATION. THE 
AUTHORS’ RECOMMENDATIONS INCLUDE 
(1) ORGANIZED PROGRAMS OF SELF-IM- 
PROVEMENT FOR ENGLISH TEACHERS, (2) 
ESTABLISHMENT OF EXPERIMENTAL 
CENTERS FOR IMPROVEMENT OF REM- 
EDIAL COURSES, (3) ESTABLISHMENT OF 
GRADUATE COURSES IN THE TEACHING 
OF REMEDIAL ENGLISH, (4) WORKSHOPS 
FOR DEVELOPMENT OF TERMINAL EN- 
GLISH COURSES, (5) IMPROVED RELA- 
TIONS BETWEEN SCHOOLS OF EDUCA- 
TION AND ENGLISH DEPARTMENTS, AND 
(6) IMPROVEMENT OF THE TEACHER 
TRAINING PROGRAM. A BIBLIOGRAPHY IS 
INCLUDED. (WO) 
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THE ROLE OF THE TEACHER’S AIDE IN 
THE CLASSROOM HAS OFTEN BEEN DE- 
FINED AS THAT OF A HELPER WITH ROU- 
TINE DUTIES. WHEN PROPERLY PREP- 
ARED, HOWEVER, SUCH AUXILIARY PER- 
SONNEL CAN ACTIVELY PARTICIPATE IN 
THE TEACHING-LEARNING SITUATION. 
THE TEACHER ASSISTANT PERFORMS 
MANY OF THE SAME DUTIES AS THE 
HEAD TEACHER BUT IS NOT RESPONSI- 
BLE FOR THE OVERALL PROGRAM. THE 
TEACHER AIDE ASSISTS IN THE PERFOR- 
MANCE OF THE TEACHER’S DUTIES. THE 
TEACHER AIDE OR ASSISTANT SHOULD 
HAVE SKILLS APPROPRIATE TO HER 
FUNCTION, SENSITIVITY IN HUMAN 
RELATIONSHIPS, AND AN UNDERSTAND- 
ING OF GROUP DYNAMICS. TRAINING PRO- 
GRAMS SHOULD INCLUDE CAREFULLY 
COORDINATED SEQUENCES OF STUDENT 
TEACHING, CLASSWORK, SEMINARS FOR 
FEEDBACK AND DISCUSSION, AND INDI- 
VIDUAL COUNSELING. INTENSIVE 
PRESERVICE TRAINING OF THE AIDE 
WILL STRENGTHEN THE ENTIRE EDUCA- 
TIVE PROCESS, AND THE ASSISTANT WHO 
HAS COMPLETED A 2-YEAR DEGREE PRO- 
GRAM WILL FREE THE TEACHER FOR DE- 
VELOPMENT OF TECHNIQUES, MATERI- 
ALS, AND INNOVATIVE METHODS. THE 





AUTHORS OUTLINE PROPOSED JOB DES- 
CRIPTIONS, SELECTION PROCESSES, DE- 
SIRABLE PERSONAL QUALITIES, AND 
TRAINING PROGRAMS FOR BOTH TYPES 
OF POSITIONS. (WO) 
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JOHNSON, BYRON LAMAR 

NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A NA- 
TIONAL CONFERENCE SPONSORED BY 
UCLA, AAJC, AND THE ACCREDITING COM- 
MISSION FOR JUNIOR COLLEGES OF THE 
WESTERN ASSN. OF SCHOOLS AND COLLEG- 
ES (JULY 15-17, 1964). (TITLE SUPPLIED). 
CALIFORNIA UNIV., LOS ANGELES 
REPORTNUMBER UCLA-JCLP-OR-7 
PUBDATE MAR 65 
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CIRCUIT TELEVISION, PROGRAMED IN- 
STRUCTION, 

THIS CONFERENCE REPORT INCLUDES 
THE TEXTS OF 21 PAPERS ON TOPICS IN 
THE AREAS OF (1) IMPROVEMENT OF THE 
QUALITY OF INSTRUCTION IN HIGHER 
EDUCATION, (2) PREPARATION OF JUNIOR 
COLLEGE FACULTY, (3) EXPERIMENTAL 
COLLEGES, (4) PROGRAMMED INSTRUCT- 
ION, (5) TELEVISED INSTRUCTION, (6) 
STUDY SKILLS CENTERS, AND (7) CO- 
OPERATIVE INTERCOLLEGIATE PROG- 
RAMS. (WO) 
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ABSTRACTS OF 21 MASTERS DEGREE 
THESES ABOUT THE JUNIOR COLLEGE 
ARE PRESENTED IN THE FOLLOWING 
FORM--(1) STATEMENT OF THE PROBLEM, 
(2) PROCEDURAL METHODS, AND (3) SUM- 
MARY OF SIGNIFICANT FINDINGS. (WO) 
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DISCUSSION OF THE PLACE OF PLAN- 
NING IN THE DEVELOPMENT OF AN EDU- 
CATIONAL ENVIRONMENT IS FOLLOWED 
BY CONSIDERATION OF FACTORS RELAT- 
ED TO SITE (LOCATION, SIZE, MASTER 
PLANNING, PHYSICAL PROPERTIES, 
SHAPE, ZONING, PARKING, LIGHTING, 
ROADS AND WALKS), BUILDINGS (THE 
BASIC BUILDINGS, CALCULATION OF 
SPACE NEEDS, STUDENT CAPACITIES, 


LOCATION ON THE SITE, TRAFFIC PROB- 
LEMS, INNER SPACE DESIGN, EQUIP- 
MENT AND SPECIAL FACILITIES), GENER- 
AL PURPOSE INSTRUCTIONAL AREAS 
(SURFACES, SEATING, SEMINAR ROOMS, 
UTILIZATION, NUMBER OF ROOMS, AND 
SPECIAL CONSIDERATIONS), AND SPE- 
CIAL PURPOSE FACILITIES (INSTRUC- 
TIONAL AREAS, ADMINISTRATIVE FA- 
CILITIES, STUDENT PERSONNEL FACILI- 
TIES, FACULTY AREAS, HEALTH FACILI- 
TIES, BOOKSTORE AND LIBRARY). A 356- 
ITEM CHECKLIST IS INCLUDED AS A 
SUPPLEMENT. THIS DOCUMENT IS AVAIL- 
ABLE FOR $2.90 FROM DIVISION OF FIELD 
STUDIES AND RESEARCH, GRADUATE 
SCHOOL OF EDUCATION, RUTGERS-THE 
STATE UNIVERSITY, NEW BRUNSWICK, 
N.J. (WO) 
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SHORE,MILTONF. LEIMAN, ALAN H. 
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MANCE, *JUNIOR COLLEGES, *PARENT 
ATTITUDES, *PARENT INFLUENCE, 
ACHIEVEMENT, LEICESTER JUNIOR COL- 
LEGE, MASSACHUSETTS, PARENT CHILD 
RELATIONSHIP, UNDERACHIEVERS, 
RESPONSES OF PARENTS TO AN OPEN- 
ENDED QUESTIONNAIRE COMPLETED AT 
THE TIME OF THEIR SONS’ ADMISSION TO 
LEICESTER JUNIOR COLLEGE WERE EV- 
ALUATED IN TERMS OF FIVE HYPOTHES- 
ES CONCERNING THE RELATIONSHIP OF 
PARENTAL PERCEPTIONS TO COLLEGE 
ACHIEVEMENT. PARENTS OF THE GROUP 
OF ACHIEVERS DIFFERED SIGNIFICANT- 
LY FROM THE PARENTS OF UNDERA- 
CHIEVERS IN DESCRIPTIONS OF THEIR 
SONS’ VOCATIONAL GOALS AND INTER- 
ESTS AS WELL AS OF THEIR LIABILITIES 
AND ASSETS FOR ACADEMIC WORK IN 
COLLEGE. PARENTS OF 4.CHIEVERS SAW 
THEIR CHILDREN AS HAVING SPECIFIC 
GOALS WHICH REQUIRED ACADEMIC 
TRAINING, WHILE PARENTS OF UNDERA- 
CHIEVERS SAW THEIR SONS AS UNDECID- 
ED OR AS SEEKING GOALS REQUIRING 
LITTLE ACADEMIC TRAINING. PARENTS 
OF ACHIEVERS CONSIDERED THEIR 
SONS’ LIABILITIES AND ASSETS IN 
TERMS OF ACADEMIC QUALITIES, RATH- 
ER THAN OF PERSONALITY TRAITS AND 
SOCIAL ABILITIES. IN INTELLIGENCE 
AND ACHIEVEMENT TEST SCORES, NO 
DIFFERENCES WERE FOUND BETWEEN 
THE TWO GROUPS OF STUDENTS. THE AU- 
THORS CONCLUDE THAT FACTORS OTHER 
THAN ABILITY CAUSE DIFFERENCES IN 
PRODUCTION OR ACHIEVEMENT IN THE 
SCHOOL SITUATION, AND THAT PARENT- 
SON RELATIONSHIPS MAY BE ONE FAC- 
TOR WHICH IS CLOSELY RELATED TO MO- 
TIVATION FOR HIGH PERFORMANCE. (AU- 
THOR/WO) 
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STUDIES OF ACHIEVEMENT OF TRANS- 
FER STUDENTS HAVE SHOWN THAT THEY 
(1) EXPERIENCE AN APPRECIABLE DROP 
IN GRADES IN THEIR FIRST SEMESTER 
AFTER TRANSFER, (2) SUBSEQUENTLY 
RECOVER PART OR ALL OF THIS LOSS, (3) 
EARN LOWER TOTAL GRADE POINT AVER- 
AGES THAN DO NATIVE STUDENTS, (4) EX- 
PERIENCE GREATEST DIFFICULTY IN 
MATHEMATICALLY ORIENTED  PRO- 
GRAMS AND AT MAJOR STATE UNIVERSI- 
TIES, (5) ARE LESS LIKELY THAN NA- 
TIVES TO GRADUATE, AND (6) TAKE LONG- 
ER TO GRADUATE THAN DO NATIVES. IN- 
STITUTIONS ACCEPTING TRANSFER STU- 
DENTS SHOULD (1) ANALYZE THEIR PAST 
EXPERIENCES WITH TRANSFER STU- 
DENTS AS A BASIS FOR POLICY DETERMI- 
NATION, (2) REQUIRE A HIGHER PRE- 
TRANSFER GRADE POINT AVERAGE 
THAN THAT SET FOR PROBATION FOR NA- 
TIVE STUDENTS, (3) ACCEPT APPRECIA- 
BLY MORE TRANSFER STUDENTS THAN 
THEY EXPECT TO GRADUATE, (4) CONSI- 
DER THE CONVERSION OF PRETRANSFER 
GRADES TO A COMMON BASE, THUS RE- 
DUCING THE EFFECT OF DIFFERENCES 
IN GRADING PRACTICES AT VARIOUS 
INSTITUTIONS, AND (5) INVESTIGATE THE 
USE OF ADDITIONAL MEASURES TO IN- 
CREASE THE EFFECTIVENESS OF PRED- 
ICTION OF TRANSFER STUDENT SUCCESS. 
(WO) 
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QUESTIONNAIRE RESPONSES WERE RE- 
CEIVED FROM 336 (50 PERCENT) OF THE 
JUNIOR COLLEGE LIBRARIES IN THE 
COUNTRY. THE DEWEY DECIMAL SYSTEM 
IS THE PREDOMINANT CLASSIFICATION 
SCHEME (96.5 PERCENT) WITH THE LIBRA- 
RY OF CONGRESS SYSTEM ACCOUNTING 
FOR THE REST. HOWEVER, 14.6 PERCENT 
INDICATED DEFINITE PREFERENCE FOR 
THE LC SYSTEM, AND 4.1 PERCENT STAT- 
ED THAT SIZE OF THE COLLECTION 
WOULD DETERMINE THE PREFERENCE. 
MUCH LESS UNIFORMITY WAS FOUND IN 
THE ASSIGNMENT OF AUTHOR NUMBERS 
AND SUBJECT HEADINGS. PRINTED 
CARDS, WHEN AVAILABLE, WERE USED 
BY 86.2 PERCENT, WHILE 11 PERCENT 
REPRODUCED THEIR OWN CARDS (WITH 
6.9 PERCENT APPARENTLY TYPING ALL 
CARDS INDIVIDUALLY). AT 71 PERCENT 
OF THE LIBRARIES, THE HEAD LIBRARI- 
AN, USUALLY THE ONLY PROFESSIONAL 
STAFF MEMBER, DID ALL THE CATALOGI- 
NG. ALMOST TWO-THIRDS HAD CLERICAL 
ASSISTANTS FOR CATALOGING. ONLY 
HALF OF THE COLLEGES USED STUDENT 
HELP IN BOOK PROCESSING. THE AUTHOR 
CONCLUDES THAT THE GREATEST PROB- 
LEM IN JUNIOR COLLEGE LIBRARIES IS 
LACK OF STAFF, PARTICULARLY CLERI- 
CAL WORKERS. PROFESSIONAL TIME AND 
ENERGY IS WASTED WHEN LIBRARIANS 
OCCUPY MUCH OF THEIR TIME IN CLERI- 
CAL DUTIES. (WO) 
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COLLEGES WHICH DO NOT HAVE THE 
USUAL ACADEMIC RANKS, 1965-66. 
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ANALYZING SALARY DATA RECEIVED 
FROM 57 PUBLIC JUNIOR COLLEGES IN 
WHICH FACULTY MEMBERS DO NOT HAVE 
ACADEMIC RANKS, COMMITTEE Z OF THE 
AMERICAN ASSOCIATION OF UNIVERSITY 
PROFESSORS FOUND THAT (1) IN AD- 
VANCED CAREER STAGES, AVERAGE SAL- 
ARY LEVELS AT LIBERAL ARTS COLLEG- 
ES WERE AT LEAST $1,600 HIGHER THAN 
THE EQUIVALENT AVERAGES IN THE JU- 
NIOR COLLEGES, (2) THE AVERAGE SALA- 
RY DIFFERENTIAL, BOTH IN DOLLARS 
AND IN PERCENTAGES, BETWEEN IN- 
STRUCTORS AND PROFESSORS WAS MUCH 
GREATER IN THE LIBERAL ARTS COL- 
LEGES THAN IN THE JUNIOR COLLEGES, 
(3) IN THE EARLY STAGES OF THE FACUL- 
TY MEMBERS’ CAREERS, SALARIES IN 
THE JUNIOR COLLEGES WERE APPROXI- 
MATELY EQUAL TO THOSE IN PUBLIC 
AND PRIVATE INDEPENDENT LIBERAL 
ARTS COLLEGES, (4) SALARY DIFFERENC- 
ES IN THE MASTERS’ AND DOCTORS’ 
DEGREE LEVELS WERE LESS IN JUNIOR 
COLLEGES THAN IN LIBERAL ARTS COL- 
LEGES, AND (5) THERE WAS CONSIDERA- 
BLE OVERLAPPING OF SALARY SCALES, 
WITH THE HIGHEST-PAYING JUNIOR COL- 
LEGES OFFERING BETTER SALARIES 
THAN THE LOWEST LIBERAL ARTS COLL- 
EGES. THE AUTHORS NOTE THE UNFA- 
VORABLE COMPETITIVE POSITION OF 
THE JUNIOR COLLEGES AND RECOM- 
MEND THAT JUNIOR COLLEGES IMPROVE 
THEIR SALARY SCHEDULES, ESPECIAL- 
LY FOR FACULTY MEMBERS WITH RELA- 
TIVELY LONG SERVICE. THIS ARTICLE IS 
PUBLISHED IN THE “AMERICAN ASSOCIA- 
TION OF UNIVERSITY PROFESSORS BUL- 
LETIN,” VOLUME 52, NUMBER 4, DECEM- 
BER, 1966. (WO) 
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ES IN CALIFORNIA PUBLIC JUNIOR COLL- 


EGES. 
ELCAMINOCOLL.,CALIF. 
PUB DATE DEC 64 


ELCAMINOCOLL.,CALIF. 
PUB DATE DEC64 
EDRS PRICE MF-$0.25 HC-$1.24 29P. 

DESCRIPTORS *JUNIOR COLLEGES, 
*SABBATICAL LEAVES, CALIFORNIA, 
COLLEGE FACULTY, 

QUESTIONNAIRE RESPONSES FROM 71 
CALIFORNIA JUNIOR COLLEGE ADMIN- 
ISTRATORS (A 97 PERCENT RETURN) AND 
DISTRICT POLICY STATEMENTS WERE 
ANALYZED TO PROVIDE A BASIS FOR 
MAKING POLICY CONCERNING SABBATI- 
CAL LEAVES AT EL CAMINO COLLEGE. 
SABBATICAL LEAVE POLICIES WERE IN 
EFFECT AT 58 COLLEGES, AND THOSE 
WITHOUT SUCH POLICIES WERE GENER- 
ALLY NEW INSTITUTIONS. POLICY STATE 
MENTS VARIED IN LENGTH AND AMOUN1 
OF DETAIL, WITH THE MORE PRECISE 
STATEMENTS IN THE LARGER DISTRICTS. 
THE PURPOSES FOR WHICH LEAVES 
WERE MOST COMMONLY GRANTED WERE 
ADVANCED STUDY, RESEARCH, AND TRA- 
VEL, ALTHOUGH THERE WAS MUCH VARI- 
ATION IN DETAILS OF INTERPRETATION 
OF THESE PURPOSES. SENIORITY WAS 
THE MOST FREQUENT BASIS FOR SE- 


LECTION, FOLLOWED BY THE NATURE OF 
THE PROJECT. THE NUMBER OF LEAVES 
GRANTED AT ONE TIME VARIED. THE 
RANGE OF COMPENSATION FOR A YEAR’S 
LEAVE WAS FROM 40 TO 60 PERCENT OF 
THE TEACHER’S REGULAR ANNUAL SAL- 
ARY, WITH ADJUSTMENTS FOR LEAVES 
OF LESS THAN A YEAR. SAMPLE DISTRICT 
POLICIES, THE TEXT OF PERTINENT LE- 
GISLATION, AND THE SURVEY QUESTION- 
NAIRE ARE INCLUDED. (WO) 
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GUIDELINES FOR IMPROVING ARTICULA- 
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THESE ARTICULATION GUIDELINES 
WERE COMPILED TO PROVIDE A FRAME- 
WORK WITHIN WHICH JUNIOR AND SEN- 
IOR COLLEGES, SINGLY AND COOPERA- 
TIVELY, CAN DEVELOP SPECIFIC POLI- 
CIES GOVERNING TRANSFER BETWEEN 
AND AMONG INSTITUTIONS. STATE- 
MENTS OF 27 ISSUES OR PROBLEMS ARE 
EACH FOLLOWED BY STATEMENTS OF 
PRINCIPLES AND PROCEDURES. FIVE 
MAJOR AREAS ARE COVERED--(1) ADMISS- 
IONS, (2) EVALUATION OF TRANSFER 
COURSES, (3) CURRICULUM PLANNING, (4) 
ADVISING, COUNSELING, AND OTHER 
STUDENT PERSONNEL SERVICES, AND (5) 
ARTICULATION PROGRAMS. (WO) 
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SOME CHARACTERISTICS OF JUNIOR COL- 
LEGE STUDENTS. 
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COLLEGE FRESHMEN, FAMILY BACK- 
GROUND, 

DESCRIPTIVE DATA WERE COLLECTED 
BY QUESTIONNAIRE IN FALL 1965 FROM 
6,860 ENTERING FRESHMEN AT A SAMPLE 
OF ACCREDITED 2-YEAR COLLEGES. DATA 
ARE PRESENTED TO SHOW SEX, AGE, PAR- 
ENTAL INCOME AND EDUCATIONAL 
BACKGROUND, RACIAL BACKGROUND, 
RELIGIOUS BACKGROUND, TYPE OF HIGH 
SCHOOL, HIGH SCHOOL GRADES, EDUCA- 
TIONAL ASPIRATIONS, MAJOR FIELD, 
SPECIAL ACHIEVEMENTS, AND SELF- 
RATINGS ON SELECTED PERSONALITY 
TRAITS. FOR SOME ITEMS, DATA ARE 
ALSO PRESENTED FOR 4-YEAR COLLEGES 
AND FOR UNIVERSITIES. (WO) 
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WILKINSON, ROBERT E. 

HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN ADVIS- 
ERS AND STUDENTS IN STUDENT GOVE- 
RNMENT. A PRELIMINARY STUDY OF LABO- 


RATORY TRAINING AS USED WITH THE LOS 
ANGELES CITY COLLEGE STUDENT COUNC. 
IL, 

CALIFORNIA UNIV., LOS ANGELES 

PUB DATE 03 DEC 66 
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DESCRIPTORS *COCURRICULAR ACTIVI- 
TIES, *JUNIOR COLLEGES, *SENSITIVITY 
TRAINING, *STUDENT LEADERSHIP, 
*STUDENT ORGANIZATIONS, CALIFORNI- 
A, LABORATORY EXPERIMENTS, LEARN- 
ING PROCESSES, LOS ANGELES, SKILL DE. 
VELOPMENT, STUDENT ATTITUDES, STU- 
DENT EXPERIENCE, STUDENT TEACHER 
RELATIONSHIP, T GROUPS, TRANSFER OF 
TRAINING. 

A PATTERN OF PROBLEMS IN COMMUNI- 
CATION AMONG STUDENT COUNCIL MEM- 
BERS AND BETWEEN THE COUNCIL AND 
ITS FACULTY ADVISORS CONTRIBUTED 
TO A DECISION TO SUBSTITUTE A PRO- 
GRAM OF SENSITIVITY TRAINING FOR 
THE USUAL STUDENT COUNCIL ORIENTA- 
TION PROGRAM. IT WAS HOPED THAT 
SUCH A PROGRAM WOULD FACILITATE A 
FLOW OF EXPRESSION AND A REDUCTION 
OF INTERPERSONAL TENSIONS. COUNCIL 
MEMBERS AND ADVISORS MET WITH PRO- 
FESSIONAL T-GROUP LEADERS IN AN IN- 
TENSIVE 2-DAY SERIES OF SESSIONS. 
RESPONSES TO A STUDENT EVALUATION 
FORM INDICATED THEIR BELIEF THAT 
THE POTENTIAL FOR EFFECTIVE COM- 
MUNICATION HAD BEEN INCREASED BY 
THE EXPERIENCE. ADVISORS NOTED 
MORE FREE AND OPEN COMMUNICATION 
AMONG STUDENTS, AMONG FACULTY AD- 
VISORS, AND BETWEEN THE STUDENT 
AND FACULTY GROUPS. (AL) 
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THE EVENING COLLEGE AND THE COM- 
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PROGRAMS, TERMINAL EDUCATION, 
TRANSFER PROGRAMS, 

INTERVIEWS WITH 14 EVENING COL- 
LEGE AND THREE COMMUNITY COLLEGE 
DEANS WERE CONDUCTED TO DETER- 
MINE (1) THE NATURE OF CONFLICTS BE- 
TWEEN THE TWO TYPES OF INSTITUTION, 
(2) THE EFFECTS OF THE COMMUNITY 
COLLEGES ON THE EVENING COLLEGES 
IN NEW YORK, AND (3) AREAS OF POSSI- 
BLE CONFLICT EXPECTED WITH THE ES- 
TABLISHMENT OF JUNIOR COLLEGES IN 
NEW JERSEY. TWELVE EVENING COL- 
LEGE DEANS FELT THAT LOSS OF LOWER 
DIVISION STUDENTS WOULD CAUSE 
THEIR INSTITUTIONS TO BECOME PRI- 
MARILY UPPER DIVISION IN CHARACTER. 
EVENING DEANS FELT THAT IT WAS TOO 
EARLY TO ASSESS THE EFFECT OF COM- 
MUNITY COLLEGE TRANSFER STUDENTS. 
THE PRIVATE EVENING COLLEGES IN 
NEW YORK WERE MOST SERIOUSLY AF- 
FECTED BY ENROLLMENT LOSSES AND 
HAVE ENTERED INTO CLOSE COOPERA- 
TIVE AGREEMENTS WITH COMMUNITY 
COLLEGES. NEW JERSEY EVENING 
DEANS EXPECTED THE LOSS OF SOME BE- 
GINNING STUDENTS FOLLOWED BY 
GAINS IN TRANSFER STUDENTS. EVI- 
DENCE OF DISAGREEMENT AS TO COM- 
MUNITY COLLEGE ROLES IN NONCREDIT 
PROGRAMS AND VOCATIONAL EDUCA- 





TION INDICATED THE POSSIBILITY OF 
FUTURE CONFLICT. THE AUTHOR RECOM- 
MENDS THE DEVELOPMENT OF (1) CLEAR 
GUIDELINES FOR ARTICULATION AND (2) 
PROCEDURAL ARRANGEMENTS _ BE- 
TWEEN THE TWO TYPES OF INSTITUTION. 
HE CONCLUDES THAT COMMUNITY COL- 
LEGES SHOULD BE COMPREHENSIVE, 
BUT SHOULD NOT OFFER COURSES 
ABOVE THE LOWER DIVISION LEVEL. (WO) 
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STRUCTOR COORDINATORS, SUPERVIS- 
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IN PREPARATION FOR A CONFERENCE 
ON THE IMPROVEMENT OF INSTRUCTION 
IN CALIFORNIA JUNIOR COLLEGES, IN- 
FORMATION WAS COLI.ECTED CONCERN- 
ING THE ORGANIZATION FOR INSTRUC- 
TION AT 47 PUBLIC JUNIOR COLLEGES. IN- 
CLUDED IN THE REPORT ARE ORGANIZA- 
TION CHARTS FOR INSTRUCTIONAL SERV- 
ICES (AND, IN MANY CASES, FOR THE EN- 
TIRE COLLEGE), WITH A DESCRIPTION OF 
DUTIES AND RESPONSIBILITIES OF 
DEANS AND SUCH OTHER ADMINISTRA- 
TIVE PERSONNEL AS DIVISION CHAIRM- 
EN, COORDINATORS, AND DEPARTMENT 
HEADS. (WO) 
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ENGLISH A--AN EVALUATION OF PRO- 
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SAN DIEGO, STUDENT TESTING, TESTS, 
TEXTBOOK RESEARCH, 

THE EFFECTS OF A PROGRAMMED TEXT 
IN REVIEW ENGLISH CLASSES WERE 
STUDIED BY COMPARISON OF FINAL EX- 
AMINATION SCORES ACHIEVED BY TWO 
GROUPS OF 58 STUDENTS WHO HAD BEEN 
MATCHED ON THE BASIS OF SCORES ON 
THE ENGLISH SCREENING TEST. THE EX- 
PERIMENTAL GROUP RECEIVED _IN- 
STRUCTION BY MEANS OF A _ PRO- 
GRAMMED TEXT, AND THE CONTROL 
GROUP USED A CONVENTIONAL BOOK. IN 
ADDITION TO AN EXAMINATION DE- 
SIGNED FOR ITS OWN SITUATION, EACH 
GROUP ALSO TOOK THE TEST DESIGNED 
FOR THE OTHER GROUP. THE PERFOR- 
MANCE OF THE EXPERIMENTAL GROUP 
WAS SIGNIFICANTLY HIGHER (AT THE .01 
LEVEL) THAN THAT OF THE CONTROL 
GROUP. IN BOTH GROUPS, THE CORRELA- 
TION BETWEEN THE EXPERIMENTAL 
GROUP’S TEST AND THE GRADES EARNED 
IN THE COURSE EXCEEDED .80, WHILE 


THE CORRELATION OF GRADES AND CON- 
VENTIONAL TEST SCORES WAS LESS 
THAN .58. THE AUTHOR RECOMMENDS 
THAT (1) IF ONE METHOD IS TO BE CHO- 
SEN OVER THE OTHER, THE PRO- 
GRAMMED METHOD SHOULD BE GIVEN 
THE GREATER CONSIDERATION, (2) ALL 
ENGLISH TEACHERS IN THE INSTITU- 
TION SHOULD CONSIDER USING THE 
TESTS PREPARED FOR USE WITH THE 
PROGRAMMED TEXT, (3) THE STUDY 
SHOULD BE REPLICATED WITH DESIGN 
PROVISIONS TO CONTROL MORE OF THE 
VARIABLES, AND (4) GRADES IN SUBSE- 
QUENT ENGLISH CLASSES SHOULD BE 
USED AS AN ADDITIONAL EVALUATIVE 
MEASURE. (WO) 
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ER PLANS, *STATE PROGRAMS, PENNSYL- 
VANIA, 

FROM 1965 TO 1975 LARGE INCREASES 
ARE PROJECTED IN THE PERCENTAGE OF 
PENNSYLVANIA HIGH SCHOOL GRA- 
DUATES WHO ENTER COLLEGE, AND AT 
LEAST A 60 PERCENT INCREASE IN TOTAL 
COLLEGE ENROLLMENT IS EXPECTED. A 
TRIPARTITE SYSTEM OF HIGHER EDUCA- 
TION IS PROPOSED--(1) COMMUNITY COL- 
LEGES WILL PROVIDE HIGHER EDUCA- 
TION OPPORTUNITIES FOR STUDENTS 
WITHIN COMMUTING DISTANCE. COMPRE- 
HENSIVE IN SCOPE, THEY WILL OFFER 
LOWER DIVISION, OCCUPATIONAL, GEN- 
ERAL, AND ADULT EDUCATION. FINANC- 
ING WILL BE A SHARED RESPONSIBILITY 
OF THE STATE, THE LOCAL SPONSOR, AND 
THE STUDENT. (2) STATE COLLEGES WILL 
PROVIDE FOR A LARGE PART OF THE IN- 
CREASED INSTRUCTIONAL LOAD 
THROUGH THE MASTER’S DEGREE 
LEVEL. EVENTUALLY DOCTORAL PRO- 
GRAMS WILL BE INITIATED IN SELECTED 
FIELDS. FINANCING WILL BE SHARED BY 
THE STATE AND THE STUDENT, SUPPLE- 
MENTED BY FEDERAL AND PRIVATE 
FUNDS. (3) THE UNIVERSITY WILL HAVE 
PRIMARY RESPONSIBILITY FOR EDUCA- 
TION IN THE PROFESSIONS, AND WILL BE 
INCREASINGLY CONCERNED WITH 
UPPER DIVISION AND GRADUATE STUD- 
ENTS. FINANCING WILL BE SIMILAR TO 
THAT IN THE STATE COLLEGES. EACH 
SEGMENT WILL HAVE ITS OWN COORDI- 
NATING COUNCIL, WITH A COUNCIL OF HI- 
GHER EDUCATION TO WORK WITH THE 
THREE SEGMENTS. (WO) 
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PROVEMENT, MICHIGAN, WARREN, 
COLLEGE PARKING FACILITIES 
SHOULD (1) PERMIT FREE MOVEMENT OF 
VEHICLES, (2) ACCOMMODATE PEAK 
HOUR TRAFFIC DEMANDS, INCLUDING 


PROVISION OF RESERVOIR SPACE AT EN- 
TRANCES AND EXITS, (3) BE ADEQUATE- 
LY MARKED AND POSTED, (4) BE DE- 
SIGNED TO ALLOW INTERNAL MOVEM- 
ENT, EASE AND SAFETY OF ACCESS, ADE- 
QUATE MANEUVERING AREAS, AND GEN- 
ERAL CONVENIENCE, AND (5) BE ADE- 
QUATE FOR FACULTY AND STAFF, VISI- 
TOR, AND STUDENT NEEDS. A COMMIT- 
TEE AT MACOMB COUNTY COMMUNITY 
COLLEGE STUDIED THE PARKING FACILI- 
TIES IN TERMS OF THESE CRITERIA, 
SURVEYED 15 OTHER COLLEGES TO 
LEARN ABOUT THEIR PRACTICES, AND 
MADE RECOMMENDATIONS FOR IMP- 
ROVEMENT. METHODS AND RESULTS OF 
THE STUDY ARE DESCRIBED, AND CONSI- 
DERATION IS GIVEN TO BUILDING AND 
FINANCING OF PARKING STRUCTURES, 
AND TO DIMENSIONS AND PATTERNS OF 
PARKING STALLS UNDER VARIOUS COND- 
ITIONS. (WO) 
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PROGRAMS, 

IMPROVED LEGAL FOUNDATIONS FOR 
PUBLIC JUNIOR COLLEGES ARE NEEDED 
IN MOST STATES. BASIC LEGISLATION 
SHOULD (1) BE PHRASED IN BROAD 
TERMS, SETTING STATE POLICY AND 
GENERAL PROCEDURES, (2) ESTABLISH 
AN AGENCY FOR STATEWIDE ADMIN- 
ISTRATION AND IMPLEMENTATION OF 
DEVELOPMENT, SUPERVISION, AND 
COORDINATION, (3) PROVIDE FOR STA- 
TEWIDE AND LOCAL AREA STUDIES, (4) 
PROVIDE A PROGRAM OF SUPPORT FOR 
THE COLLEGES AND THE STATE AGENCY. 
FINANCE PLANS SHOULD BE BASED ON 
(1) RECOGNITION OF THE IMPORTANCE OF 
POST-HIGH SCHOOL EDUCATION, (2) RE- 
MOVAL OF BARRIERS TO SUCH EDUCAT- 
ION, AND (3) EQUALIZATION, BASED ON 
NEED AND ABILITY TO PAY. THEY 
SHOULD PROVIDE FOR (1) JOINT AGENCY 
RESPONSIBILITY, (2) BASIC FUNDS FOR 
AN ADEQUATE PROGRAM, (3) MINIMAL 
RELIANCE ON STUDENT FEES, (4) ALL 
NECESSARY ELEMENTS OF A GOOD PRO- 
GRAM, (5) STABILITY FROM YEAR TO 
YEAR, (6) CAPITAL OUTLAY, (7) ACCESS TO 
BORROWING FOR CAPITAL EXPENSES, (8) 
JOINT RESPONSIBILITY IN RECORD 
KEEPING, (9) INDEPENDENCE FROM 
GIFTS AND DONATIONS, AND (10) FINAN- 
CIAL CONTRIBUTIONS FROM STUDENTS’ 
HOME AREAS. PLANS FOR CONTROL 
SHOULD RECOGNIZE THE (1) INDIVIDUAL 
CHARACTER OF THE INSTITUTION, (2) 
POSSIBILITY OF SEPARATION OF FI- 
NANCE AND CONTROL, (3) DESIRABILITY 
OF LOCAL AUTONOMY, (4) TIME RE- 
QUIRED OF BOARD MEMBERS, (5) NEED 
FOR COMMITMENT TO THE INSTITUTION, 
AND (6) NEED FOR BALANCE BETWEEN 
STATE COORDINATION AND LOCAL CONT- 
ROL. AN AAJC GUIDE TO STATE LEGISLA- 
TION AND AN EXAMPLE OF A STATE LAW 
ARE INCLUDED. (WO) 
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LEADERSHIP OPPORTUNITIES AND THE BE- 
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IONSHIP, LEADERSHIP, TEACHER ADMIN- 
ISTRATOR RELATIONSHIP, 

THE CONFEREES HEARD NINE PAPERS 
ON TOPICS OF CONCERN TO AN IN-COMING 
PRESIDENT. THEY COVERED (1) GENERAL 
QUALIFICATIONS FOR LEADERSHIP, (2) 
DUTIES OF THE BOARD AS RELATED TO 
THE PRESIDENT, (3) SUGGESTIONS FOR 
ESTABLISHING THE INSTRUCTIONAL 
PROGRAM, (4) SELECTION OF THE TEACH- 
ING STAFF, (5) DEVELOPMENT OF THE IN- 
SERVICE TEACHER PROGRAMS, (6) THE 
PLACE OF THE FACULTY IN COLLEGE 
GOVERNMENT, (7) AN EXAMPLE OF BUDG- 
ET PREPARATION, (8) THE VALUE OF IN- 
TERNAL AND EXTERNAL PUBLIC RELAT- 
IONS, AND (9) PRESS RELATIONS. (HH) 
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THE GROWING INTEREST IN CONTINU- 
ING EDUCATION ON THE LOCAL, STATE, 
AND NATIONAL LEVELS APPEARS RE- 
LATED TO (1) THE IMPROVING EDUCATIO- 
NAL LEVEL OF THE GENERAL POPULAT- 
ION, (2) THE CHANGING AND INCREASING- 
LY COMPLEX WORLD, (3) INCREASING 
LEISURE, AND (4) THE RISING STANDARD 
OF LIVING. RESEARCH INDICATES THAT 
(1) FEW COLLEGES EMPLOY ADULT EDUC- 
ATION ADMINISTRATORS AND THAT 
SUCH POSITIONS ARE RELATIVELY NEW, 
(2) JUNIOR COLLEGES ARE LIMITED BY 
CERTAIN FORCES WHICH PREVENT THE 
FULL REALIZATION OF THEIR ADULT 
EDUCATION POTENTIAL, AND (3) FAC- 
TORS WHICH FOSTER ADULT EDUCATION 
ACTIVITY INCLUDE PUBLIC CONTROL, 
SEPARATE ORGANIZATION, STATEMENTS 
OF GUIDING PRINCIPLES, CLEARLY 
IDENTIFIED STAFF AND FUNCTIONS, DO- 
CUMENTARY RECOGNITION OF THE 
ADULT EDUCATION FUNCTION, BUDGET- 
ING FLEXIBILITY, ADMINISTRATIVE AND 
COMMUNITY SUPPORT, AND CAREER 
IDENTIFICATION OF THE PROGRAM DIR- 
ECTOR. WEAKNESSES IN ADULT EDUCA- 
TION PROGRAMS INCLUDE (1) ADMIN- 
ISTRATIVE CONFLICT, (2) UNWILLING- 
NESS OF ADMINISTRATORS TO BE INNO- 
VATIVE, (3) EMPHASIS ON CLASSES FOR 
CREDIT, (4) RESTRICTION OF ADULT EDU- 
CATION PROGRAMS TO EVENING HOURS, 
(5) LACK OF FINANCING, AND (6) LACK OF 
SPECIALLY DESIGNED ADEQUATE STU- 
DENT PERSONNEL SERVICES. FIVE 
MAJOR SPEECHES AND THREE PANEL RE- 
PORTS ARE PRESENTED. (WO) 
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ADMINISTRATIVE TEAMS INSTITUTE (2D, 
FLORIDA STATE UNIVERSITY, TALLAHAS- 
SEE, JULY 30-AUGUST 3, 1962). 

FLORIDA ST. UNIV., TALLAHASSEE 
FLORIDA UNIV., GAINESVILLE 

PUBDATE 62 

EDRS PRICE MF-$0.50 HC-$4.20 103P. 

DESCRIPTORS *COLLEGE ADMINISTRA- 
TION, *COLLEGE FACULTY, *FINANCIAL 
POLICY, *JUNIOR COLLEGES, *STUDENT 
PERSONNEL SERVICES, COLLEGE ENVI- 
RONMENT, EDUCATIONAL POLICY, 
SCHOOL POLICY, 

THIS CONFERENCE DEALT WITH THE 
VARIOUS CONDITIONS THAT PRODUCE A 
DESIRABLE COLLEGE ATMOSPHERE. 
THESE ARE (1) AN ABLE AND DIVERSE FA- 
CULTY WITH AN INTEREST IN THE JU- 
NIOR COLLEGE AS A SPECIAL INSTITUT- 
ION, (2) PERSONNEL POLICIES AND PRO- 
CEDURES DIRECTED TOWARD THE TOTAL 
DEVELOPMENT OF THE STUDENT, (3) 
FINANCIAL AND BUSINESS MANAGE- 
MENT PROVIDING ESSENTIAL SERVICES 
TO BOTH STAFF AND STUDENTS, (4) AN 
ADMINISTRATION CAPABLE OF KEEPING 
THE PUBLIC IMAGE OF THE COLLEGE IN 
THE BEST POSSIBLE FOCUS. (HH) 
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LEADERSHIP OPPORTUNITIES IN THE AD- 
MINISTRATION OF THE JUNIOR COLLEGE 
RESIDENCE PROGRAM, PROCEEDINGS OF 
THE SOUTHEASTERN REGONIAL LEADER- 
SHIP INSTITUTE (BANNER ELK, NORTH 
CAROLINA, AUGUST 5-9, 1963). 
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THIS INSTITUTE (AUGUST 1963) DEALT 
WITH THE QUALITY OF LEADERSHIP AS 
SHOWN IN THE CAMPUS RESIDENCE 
PROGRAM. THE PAPERS COVERED (1) THE 
NECESSARY STEPS TO CONSIDER IN 
PLANNING NEW HOUSING, (2) RENOVA- 
TION OF SOUND BUILDINGS, (3) REPLACE- 
MENT OF OLD BUILDINGS, (4) THE NEED 
FOR RULES AND REGULATIONS AND FOR 
THEIR EFFECTIVE ADMINISTRATION, (5) 
THE INFLUENCE ON REGULATIONS ON (A) 
THE INSTITUTION’S OWN PURPOSES, (B) 
PARENTAL WISHES, (C) THE NEED FOR 
STUDY FACILITIES AS WELL AS THE EN- 
COURAGEMENT OF DECORUM AND DIS. 
CIPLINE, AND (D) THE FREEDOMS AND 
RESTRAINTS OF GROUP LIVING, (6) THE 
RESIDENCE AS A PLACE FOR ADDITION- 
AL LEARNING THROUGH ARTWORK, 
MUSIC, BOOKS, PHYSICAL CONNECTION 
WITH THE LIBRARY, AND THE PRESENCE 
OF INSTRUCTORS ON THE HOUSE STAFF, 
(7) THE USE OF THE HOUSES FOR ALL- 
CAMPUS SOCIAL ACTIVITIES, (8) DEVEL- 
OPMENT AND MAINTENANCE OF THE MO- 
RALE OF THE RESIDENCE STAFF, (9) IN- 
SERVICE TRAINING OF A NON-PROFES- 
SIONAL STAFF, (10) SUGGESTED STAFF- 
TO-STUDENT RATIOS, AND (11) SAMPLE 
CASE STUDIES ON VIOLATIONS OF RULES. 
(HH) 
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FROM A REVIEW OF LITERATURE AND 
STUDIES OF SEVEN OPERATING HOUSE 
PLANS, A MODEL OF THE “AVERAGE” 
HOUSE PLAN WAS DEVELOPED AND 
APPLIED TO THE COMMUNITY COLLEGE 
AS A MEANS OF PROVIDING ORDERLY 
GROWTH OVER A PERIOD OF YEARS. IN 
THE MODEL, (1) THE STUDENTS ARE REP. 
RESENTATIVE OF THE TOTAL STUDENT 
BODY, (2) THE FACULTY RESEMBLES THE 
LARGER FACULTY IN TRAINING AND EX- 
PERIENCE AND TRAINING, WITH A 
PREDISPOSITION TO INNOVATE AND EXx- 
PERIMENT, (3) THE HOUSE HAS ITS OWN 
EDUCATIONAL FACILITIES, EXCEPT FOR 
HIGHLY SPECIALIZED UNITS, (4) THE PRI- 
MARY OBJECTIVE IS CHARACTER DEVEL- 
OPMENT THROUGH CLOSE FACULTY-STU- 
DENT RELATIONSHIP, (5) THE HOUSE IS 
SEMI-INDEPENDENT OF THE PARENT 
INSTITUTION, WITH ITS OWN LIBRARY, 
ADMINISTRATIVE ORGANIZATION, COUN- 
SELING SERVICES, AND COCURRICULAR 
PROGRAM, AND (6) THE CURRICULUM, 
COMPLETELY PRESCRIBED FOR MOST 
STUDENTS, IS CHIEFLY GENERAL EDUC- 
ATION. THE COLLEGE’S GENERAL EDUCA- 
TION OBJECTIVES MAY BE REINFORCED 
BY THE HOUSE PLAN EMPHASIS ON IN- 
TERPERSONAL RELATIONS AND A COHE- 
SIVE STUDENT BODY. IN ADDITION TO 
GENERAL EDUCATION, SOME HOUSES 
COULD EMPHASIZE SPECIFIC OCCUPA- 
TIONAL PROGRAMS. THE AUTHOR CON- 
CLUDES THAT INTRODUCTION OF THE 
HOUSE PLAN IN THE JUNIOR COLLEGE 
WOULD DEVELOP AN ENVIRONMENT 
CONDUCIVE TO INTELLECTUAL AND ACA- 
DEMIC GROWTH AND ACHIEVEMENT. 
THIS DISSERTATION IS AVAILABLE AS 
DOCUMENT NO. 67-654 FOR $3.05 (MICRO- 
FILM) OR $10.60 (XEROGRAPHIC COPY) 
FROM UNIVERSITY MICROFILMS, INC., 313 
NORTH FIRST STREET, ANN ARBOR, 
MICHIGAN 48107. (WO) 


ED 013 628 JC 670 823 
RICHARDS, JAMES M.,JR. LUTZ,SAN- 
DRAW. 

PREDICTING STUDENT ACCOMPLISHMENT 
IN COLLEGE FROM THE ACT ASSESSMENT. 
AMERICAN COLLEGE TESTING PROGRAM, 

IOWA CITY, IOWA 
REPORTNUMBER ACT-RR-21-AUG-67 
PUBDATE AUG67 
EDRS PRICE MF-$0.25 HC-$1.72 41P. 

DESCRIPTORS *COLLEGE ENTRANCE 
EXAMINATIONS, *JUNIOR COLLEGES, 
*PREDICTION, *TEST VALIDITY, ACADEM- 
IC ACHIEVEMENT, AMERICAN COLLEGE 
TESTING PROGRAM, HIGHER EDUCATION, 
PREDICTIVE VALIDITY, 

TO EVALUATE THE PREDICTIVE VALID- 
ITY OF THE’ ACT TESTS AND THE NON- 
ACADEMIC ACHIEVEMENT SCALES OF 
THE STUDENT PROFILE SECTION, AT 14 2- 
YEAR AND 21 4-YEAR COLLEGES STU- 
DENTS WHO HAD COMPLETED THE ACT 
BATTERY PRIOR TO ADMISSION WERE 
SURVEYED FOR THEIR ACADEMIC AND 
NON-ACADEMIC ACCOMPLISHMENTS 
DURING THEIR FRESHMAN YEAR. CRI- 
TERIA INCLUDED COLLEGE GRADES, 12 
SCALES DESIGNED TO MEASURE NOTA- 





BLE EXTRA-CLASSROOM ACCOMPLISH- 
MENT IN COLLEGE, AND ONE SCALE TO 
ASSESS RECOGNITION FOR ACADEMIC 
ACCOMPLISHMENT. PREDICTORS _IN- 
CLUDED SCORES ON ACT TESTS, HIGH 
SCHOOL GRADES, AND THE SIX SCALES 
MEASURING NON-ACADEMIC ACCOM- 
PLISHMENT IN HIGH SCHOOL. THE RE- 
SULTS, WHICH SUPPORT THE AUTHORS’ 
EARLIER FINDINGS, INDICATE THAT 
NON-ACADEMIC ACCOMPLISHMENT CAN 
BE ASSESSED WITH MODERATE RELIA- 
BILITY, THAT BOTH ACADEMIC AND NON- 
ACADEMIC ACHIEVEMENT CAN BE PRED- 
ICTED TO A USEFUL DEGREE, AND THAT 
NON-ACADEMIC ACCOMPLISHMENT IS 
LARGELY INDEPENDENT OF ACADEMIC 
POTENTIAL AND ACHIEVEMENT. (AU- 
THORS/HH) 


ED 013 629 JC 670 824 
GILES, FREDERICT. 

PROCEEDINGS OF THE TECHNICIAN MAN- 
POWER CONFERENCE, A CONFERENCE 
CONCERNING THE EDUCATION AND UTILI- 
ZATION OF SEMI-PROFESSIONAL TECHNI- 
CAL PERSONNEL (UNIVERSITY OF WASH- 
INGTON, SEATTLE, OCTOBER 23-24, 1963). 
WASHINGTON UNIV., SEATTLE 

PUB DATE’ OCT 63 

EDRS PRICE MF-$0.50 HC-$3.44 84P. 

DESCRIPTORS *JUNIOR COLLEGES, 
*SUBPROFESSIONALS, *TECHNICAL EDU- 
CATION, *TECHNICAL OCCUPATIONS, 
*TRADE AND INDUSTRIAL EDUCATION, 
SCHOOL INDUSTRY RELATIONSHIP, 

THIS 1963 CONFERENCE WAS ATTENDED 
BY REPRESENTATIVES FROM BOTH EDU- 
CATION AND INDUSTRY. ITS THREE PUR- 
POSES WERE TO INFORM PROSPECTIVE 
EMPLOYERS OF CURRENT TRENDS IN 
TECHNICIAN EDUCATION, TO PERMIT EX- 
CHANGE OF INFORMATION AND OPINION 
ON THIS TRAINING, AND TO ENCOURAGE 
SUGGESTIONS FOR ITS IMPROVEMENT. 
THE TOPICS COVERED THE OUTLOOK FOR 
TECHNICAL EMPLOYMENT BRIEFLY 
FROM THE NATIONAL VIEWPOINT AND IN 
DETAIL BY THREE NORTHWEST SPEAK- 
ERS-(1) THE EMPLOYER’S VIEW OF THE 
IMPORTANCE OF THE TECHNICIAN (EM- 
PLOYMENT IN THE AIRCRAFT INDUSTRY, 
PROSPECTS IN NURSING AND OTHER 
HEALTH FIELDS, AND OPPORTUNITIES IN 
GOVERNMENT), (2) CURRENT EDUCATION- 
AL PROGRAMS FOR TECHNICIANS (ADULT 
EDUCATION, COMMUNITY COLLEGES, 
STATE COLLEGES, PRIVATE COLLEGES, 
VOCATIONAL-TECHNICAL INSTITUTES, 
AND THE UNIVERSITIES), AND (3) SUGG- 
ESTIONS FOR ACTION (BY BUSINESS AND 
INDUSTRY AND BY EDUCATION). (HH) 


ED 013 630 JC 670 839 
SUVER,J.ALLEN AND OTHERS 
PROBLEMS AND NEEDS OF WASHINGTON 
COMMUNITY COLLEGES-AN EXPLORATO- 
RY SURVEY OF IMPORTANT RESEARCH 
AREAS. 

WASHINGTON UNIV., SEATTLE, 
REPORTNUMBER CDCCE-OP-2 
PUBDATE JUN67 

EDRS PRICE MF-$0.25 HC-$2.04 49P. 

DESCRIPTORS *ADMINISTRATIVE PER- 
SONNEL, *COLLEGE FACULTY, *JUNIOR 
COLLEGES, ‘OPINIONS, *RESEARCH 
PROBLEMS, RESEARCH NEEDS, STATE 
PROGRAMS, SURVEYS, WASHINGTON, 

TO DETERMINE THE TYPES OF RE- 
SEARCH PROBLEMS CONSIDERED IMPOR- 
TANT IN WASHINGTON COMMUNITY COL- 
LEGES, A QUESTIONNAIRE SURVEY WAS 
CONDUCTED AMONG THE. FULL-TIME 


PROFESSIONAL STAFF MEMBERS. THE 
RESEARCHERS IDENTIFIED 38 PROBLEM 
AREAS, ALL OF WHICH WERE REPORTED 
TO BE OF AT LEAST MODERATE IMPORT- 
ANCE. RESULTS WERE TABULATED IN 
FOUR CATEGORIES—(1) RESPONSES FROM 
THE TOTAL GROUP, (2) RESPONSES FROM 
FACULTY, (3) RESPONSES FROM ADMIN- 
ISTRATORS, AND (4) RESPONSES FROM 
PRESIDENTS. IN THE TEN MOST IMPOR- 
TANT AREAS, ALL GROUPS INCLUDED 
LONG RANGE PLANNING AND THE MEANS 
OF MEETING COMMUNITY NEEDS FOR VO- 
CATIONAL-TECHNICAL PROGRAMS. FA- 
CULTY AND ADMINISTRATORS ALSO IN- 
CLUDED IN THEIR 10 MOST IMPORTANT 
AREAS (1) DEVELOPMENT OF SALARY 
SCHEDULES, (2) DISTRIBUTION OF FED- 
ERAL AND STATE GRANTS, (3) MATCHING 
OF COLLEGE PROGRAMS TO STUDENT 
NEEDS, AND (4) RELATIONSHIP OF TRANS- 
FER AND VOCATIONAL PROGRAMS. THE 
FACULTY AND PRESIDENTS AGREED ON 
THE IMPORTANCE OF ARTICULATION OF 
HIGH SCHOOL, COMMUNITY COLLEGE, 
AND 4YEAR COLLEGE COUNSELING 
PROGRAMS. TABLES SHOW DETAILS OF 
THE FINDINGS, AND THE INSTRUMENTS 
USED IN THE SURVEY ARE REPRODUCED. 
(WO) 


ED 013 631 JC 670 840 
CITIZENS LEAGUE REPORT ON COMMUNITY 
COLLEGES FOR THE TWIN CITIES AREA. 
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DESCRIPTORS *COMMUNITY ACTION, 
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*POST SECONDARY EDUCATION, *STATE 
PROGRAMS, CITIZENS COUNCILS, COM- 
MUNITY COLLEGES, EDUCATIONAL 
PLANNING, MINNEAPOLIS, MINNESOTA, 
ST. PAUL, VOCATIONAL EDUCATION, 

A COMMITTEE OF THE CITIZENS 
LEAGUE RECOMMENDS THAT THE MIN- 
NESOTA STATE LEGISLATURE ESTAB- 
LISH COMPREHENSIVE “COMMUNITY” 
COLLEGES TO REPLACE THE PRESENT 
PARALLEL AND UNCOORDINATED DE- 
VELOPMENT OF VOCATIONAL-TECHNI- 
CAL POST-HIGH SCHOOLS AND JUNIOR 
COLLEGES, THE FORMER OFFERING NO 
ACADEMIC COURSES AND ONLY THE LAT- 
TER PROVIDING TRAINING IN THE SEMI- 
PROFESSIONAL, TECHNICAL, AND UN- 
DERGRADUATE FIELDS. THIS COMPLETE 
SEPARATION OF INSTITUTIONS HAS SE- 
RIOUS DRAWBACKS, AMONG THEM LACK 
OF OPPORTUNITY FOR STUDENTS OF LOW 
ABILITY, DUPLICATION OF PHYSICAL FA- 
CILITIES IN THE SAME NEIGHBORHOOD, 
AND NO CHANCE FOR STUDENTS TO 
CHANGE CAREER GOALS. THE VOCATION- 
AL SCHOOLS ARE NOW UNDER THE LOCAL 
SCHOOL DISTRICTS AND THE JUNIOR COL- 
LEGES ARE UNDER THE STATE JUNIOR 
COLLEGE BOARD. THE COMMITTEE 
THEREFORE SUGGESTS THAT A NEW 
BOARD BE FORMED, RESPONSIBLE FOR 
THE COMPREHENSIVE INSTITUTIONS. 
THESE COULD THEN PROVIDE THE 
BROAD RANGE OF VOCATIONAL, TECHNI- 
CAL, AND ACADEMIC CURRICULA NECES- 
SARY TO MEET THE NEEDS OF ALL HIGH- 
SCHOOL GRADUATES. (HH) 


ED 013 632 JC 670 843 
KNOELL, DOROTHY M. MEDSKER, LE- 
LAND L. 

FROM JUNIOR TO SENIOR COLLEGE-~A NA- 
TIONAL STUDY OF THE TRANSFER STUD- 
ENT. 


AMERICAN COUNCIL ON. EDUCATION, 

WASHINGTON, D.C. 

PUBDATE 65 
EDRS PRICE MF-$0.50 HC-$4.52 111P. 

DESCRIPTORS ‘*JUNIOR COLLEGES, 
*PROGRAM IMPROVEMENT, *STUDENT 
CHARACTERISTICS, *TRANSFER PRO- 
GRAMS, *TRANSFER STUDENTS, ACADEM- 
IC ACHIEVEMENT, ACADEMIC PERFOR- 
MANCE, ARTICULATION (PROGRAM), 
COUNSELING PROGRAMS, EDUCATIONAL 
BACKGROUND, FINANCIAL SUPPORT, 
ORIENTATION, STUDENT ATTITUDES, 
STUDENT PERSONNEL SERVICES, 

IN THIS NATIONAL STUDY OF THE 
PREDICTION OF SUCCESS OF THE JUNIOR 
COLLEGE TRANSFER STUDENT, THE AU- 
THORS FOUND THAT HIS SUCCESS DE- 
PENDED ON THE INTERACTION OF MANY 
VARIABLES, SUCH AS HIS OWN ATTRI- 
BUTES AND THOSE OF THE SENIOR INSTI- 
TUTION, ITS ACADEMIC STANDARDS AND 
GENERAL CLIMATE, AND THE ALTERNA- 
TIVES OFFERED THE STUDENT. THESE 
FINDINGS SUGGEST THAT CERTAIN AC- 
TIONS COULD BE TAKEN NOW, HOWEVER, 
ON THE ASSESSMENT OF INDIVIDUAL 
CHARACTERISTICS, ON DETERMINING 
ATTRIBUTES OF THE 4-YEAR INSTITUT- 
ION, ON COUNSELING AND PLACEMENT 
OF STUDENTS, AND ON ARTICULATION 
AMONG BOTH JUNIOR AND SENIOR COLL- 
EGES. SUCH IMMEDIATE ACTIONS WOULD 
HELP TO ACCOMMODATE SOME OF THE 
CONTINUING INCREASE IN STUDENT 
TRANSFERS EVEN WHILE OTHER AREAS 
FOR RESEARCH (WHICH WOULD EMERGE 
AS THE EXPECTED NEW PRACTICES EV- 
OLVE), ARE BEING PURSUED. THE TECH- 
NICAL REPORT OF THE ORIGINAL STUDY 
IS AVAILABLE AS ED 003 047 AND A RE- 
LATED REPORT AS ED 003 327. THIS DOCU- 
MENT IS AVAILABLE FOR $2.50 FROM AM- 
ERICAN COUNCIL ON EDUCATION, 1785 
MASSACHUSETTS AVENUE, N.W., WASH- 
INGTON, D.C. 20036. (HH) 


ED 013 633 C 670 850 
MARTORANA,S.V. HUNTER, PAULINE F. 
ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS PRE- 
SENTED AT THE ANNUAL CONFERENCE OF 
THE UNIVERSITY COUNCIL FOR EDUCATIO- 
NAL ADMINISTRATION (9TH, BUFFALO, 
1966). BUFFALO STUDIES. 

STATE UNIV. OF N.Y., BUFFALO 

REPORT NUMBER SUNY-B-VOL-2-NO-1- 

JUN-66 
UNIVERSITY COUNCIL FOR EDUCATION- 

AL ADMINISTRATION 
PUB DATE JUN 66 
EDRS PRICE MF-$0.75 HC-$7.88 195P. 

DESCRIPTORS *ADMINISTRATIVE POLI- 
CY, *ADMINISTRATOR RESPONSIBILITY, 
*COLLEGE ADMINISTRATION, *JUNIOR 
COLLEGES, ARTICULATION (PROGRAM), 
CONFERENCE REPORTS, CURRICULUM 
DEVELOPMENT, EDUCATIONAL  FI- 
NANCE, FINANCIAL SUPPORT, TEACHER 
ADMINISTRATOR RELATIONSHIP, 

THIS 1966 CONFERENCE EXPLORED THE 
INTERNAL AND EXTERNAL FACTORS 
THAT INFLUENCE TEACHING, RE- 
SEARCH, PLANNING, AND ADMINISTRA- 
TION IN THE JUNIOR COLLEGE. THE PRE- 
SENTATIONS INCLUDED (1) THE ROLE OF 
THE COMMUNITY COLLEGE IN FUTURE 
EDUCATION, (2) GENERAL SOCIAL, CUL- 
TURAL, AND INDUSTRIAL CHANGES THAT 
AFFECT THE JUNIOR COLLEGES, (3) THE 
URBANIZATION OF SOCIETY, (4) DEVEL- 
OPMENTS IN ECONOMICS AND PUBLIC FI- 
NANCE, (5) OCCUPATIONAL CHANGES, (6) 
DEVELOPMENT AND MAINTENANCE OF 





EFFECTIVE CURRICULUMS, (VTHE NEED 
FOR RESPONSIVE ADMINISTRATORS, (8) 
THE ENCOURAGEMENT OF CONSTRUC- 
TIVE FACULTY-ADMINISTRATOR RELAT- 
IONSHIPS, (9) AN INTERIM REPORT ON A 
TRANSFER-STUDENT STUDY, AND (10) AR- 
TICULATION BETWEEN 2- AND 4-YEAR 
COLLEGES. SPECIAL ATTENTION WAS 
GIVEN TO THE RELATIONSHIP OF THE 
UNIVERSITY TO THE JUNIOR COLLEGE, 
WITH PARTICULAR REFERENCE TO (1) 
PREPARATION OF FACULTY AND ADMIN- 
ISTRATORS, (2) PROGRAMS OF SERVICE 
AND ASSISTANCE, AND (3) RESEARCH 
PROGRAMS IN JUNIOR COLLEGE EDUCAT- 
ION. (HH) 


ED 013 634 JC 670 854 
ANDERSON, JOHN E. 
THE AUTO-CRITIQUE METHOD OF INSTRUC- 
TIONAL EVALUATION. 
PUBDATE JUL 64 
EDRS PRICE MF-$0.25 HC-$0.68 15P. 
DESCRIPTORS ‘JUNIOR COLLEGES, 
*SELF EVALUATION, *TEACHER EVALUA- 
TION, COLUMBUS, COLUMBUS COLLEGE, 
GEORGIA, INSTRUCTIONAL IMPROVEM- 
ENT, TEACHER IMPROVEMENT, : 
OF 26 FULL-TIME MEMBERS AT COLUM- 
BUS COLLEGE, 19 VOLUNTARILY PARTI- 
CIPATED IN A STUDY OF A SELF-EVALUA- 
TION PROCEDURE. USING A _ 1-POINT 
SCALE, EACH PARTICIPANT RATED HIM- 
SELF ON (1) SPEAKING VOICE, (2) MAN- 
NERISMS, (3) KNOWLEDGE OF SUBJECT, (4) 
HIS ENTHUSIASM, (5) CLASS ENTHUSI- 
ASM, (6) DIGRESSIONS, (7) ORGANIZATION 
AND PREPARATION, (8) USE OF ANALOG- 
IES, EXAMPLES, AND ILLUSTRATIONS, (9) 
HANDLING OF QUESTIONS, AND (10) GEN- 
ERAL CLASS ATMOSPHERE. HE THEN RE- 
CORDED TWO CLASS SESSIONS DURING A 
2-WEEK PERIOD, AND FOLLOWED HIS RE- 
VIEW OF THE TAPES BY ANOTHER SELF- 
RATING. ALTHOUGH NO SIGNIFICANT 
DIFFERENCES WERE FOUND IN THE TWO 
RATINGS, AFTER LISTENING TO THE 
TAPES OF THEIR CLASSES, FIVE TEACH- 
ERS RATED THEMSELVES MORE FAVORA- 
BLY AND SIX PLACED THEMSELVES 
LOWER ON THE SCALES. THUS, THERE IS 
EVIDENCE THAT OVER HALF OF THE PAR- 
TICIPANTS WERE SENSITIVE TO THE IN- 
FORMATION OBTAINED FROM THE 
TAPES. THE AUTHOR CONCLUDED THAT, 
ALTHOUGH LACK OF EXTERNAL CRITER- 
IA MAKES THIS PROCEDURE UNSUITA- 
BLE FOR MERIT RATING PURPOSES OR 
FOR COMPARISON OF ONE INSTRUCTOR 
WITH ANOTHER, THE METHOD HAS PROM- 
ISE FOR THE INDIVIDUAL TEACHER’S 
SELF-IMPROVEMENT ACTIVITIES. (WO) 


ED 013 635 JC 670 855 
SADLER,WILLIAM AND OTHERS 
IMPROVEMENT OF INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COLLEGE 
ADMINISTRATIVE TEAMS INSTITUTE (4TH, 
PENSACOLA, FLORIDA, JULY 27-31, 1964). 
FLORIDA ST. UNIV., TALLAHASSEE 
FLORIDA UNIV., GAINESVILLE 
PUBDATE JUL 64 
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“DESCRIPTORS *EDUCATIONAL COUN- 
SELING, *INSTRUCTIONAL, TELEVISION, 
*JUNIOR COLLEGES, *TEACHER AIDES, 
*TEACHER EVALUATION, ARTICULATION 
(PROGRAM), COLLEGE LIBRARIES, COUN- 
SELORS, FACULTY ADVISORS, LANGUAGE 
HANDICAPS, LIBRARIES, REMEDIAL 
READING, TELEVISION, 

THESE 1964 PROCEEDINGS INCLUDE 
DISCUSSIONS OF THE FOLLOWING TO- 


PICS--(1) ACADEMIC ADVISING, BY TEACH- 
ERS AND BY COUNSELORS, (2) PROFES- 
SIONAL ASSISTANCE FOR INSTRUCTORS, 
(3) ASTATEWIDE TV TEACHING EXPERIM- 
ENT, (4) THE BENEFITS OF A REMEDIAL 
READING COURSE FOR STUDENTS ON 
PROBATION, 5) A COMMUNICATIONS 
CLINIC TO CORRECT LANGUAGE DEFI- 
CIENCIES ON AN UNSCHEDULED, AS-RE- 
QUIRED BASIS, (6) THE VALUE OF STAFF 
SEMINARS IN ARTICULATING HIGH 
SCHOOL AND JUNIOR COLLEGE ENGLISH 
COURSES, (7) THE USE OF TAPES FOR INS- 
TRUCTIONAL SELF-EVALUATION, (8) INS- 
TRUCTIONAL SELF-STUDY, FOLLOWED 
BY EVALUATION BY VISITING EXPERTS, 
(9) THE IMPORTANCE OF THE LIBRARY IN 
THE LEARNING PROCESS, AND (10) THE 
NECESSITY OF COOPERATION IN BOOK 
SELECTION BY FACULTY, ADMINISTRAT- 
ION, AND LIBRARY STAFF. (HH) 


ED 013 636 JC 670 860 
MEALEY, F.R. 

ADMINISTERING COMMUNITY COLLEGE 
STUDENT PERSONNEL SERVICES, REPORT 
OF THE ANNUAL PRESIDENTS’ INSTITUTE, 
MIDWEST COMMUNITY COLLEGE LEADER- 
SHIP PROGRAM (5TH, ANN ARBOR, 1965). 
MICHIGAN UNIV., ANN ARBOR 

PUBDATE 65 
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DESCRIPTORS *COUNSELING SERVICES, 
*COUNSELOR FUNCTIONS, *COUNSELOR 
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PERSONNEL SERVICES, MIDWEST COMM. 
COLL. LEADERSHIP PROGRAM, 

THIS INSTITUTE (JULY 1965) COVERED 
BOTH IMMEDIATE AND PERIPHERAL AS- 
PECTS OF STUDENT PERSONNEL SERV- 
ICES, WITH APPROPRIATE EMPHASIS ON 
THE SEMIPROFESSIONAL AND OCCUPA- 
TIONAL CURRICULUM. COUNSELING 
SHOULD PROVIDE THE STUDENT WITH (1) 
ORIENTATION TO COLLEGE LIFE, (2) AP- 
PRAISAL OF HIS ABILITIES AND APTI- 
TUDES, (3) FIRM REGULATIONS FOR SUI- 
TABLE COURSE SELECTION, (4) CONSUL- 
TATION (CAREER ADVICE, PERSONAL 
COUNSELING) WITH A PROFESSIONAL 
COUNSELOR OR FACULTY MEMBER, (5) 
ENCOURAGEMENT OF HIS PARTICIPA- 
TION IN COCURRICULAR ACTIVITIES, 
AND (6) SERVICES SUCH AS FINANCIAL 
AID, JOB PLACEMENT, HEALTH, AND 
HOUSING. AMONG OTHER TOPICS DIS- 
CUSSED WERE THE ROLE OF ETHICAL 
VALUES IN PERSONAL COUNSELING, THE 
USE OF ELECTRONIC DATA SYSTEMS FOR 
EFFICIENT PROCESSING OF STUDENT RE- 
CORDS, CAREFUL SELECTION OF STAFF 
FOR GOOD RELATIONS WITH THE ADMI- 
NISTRATION, THE FACULTY, AND THE 
STUDENTS, THE USE OF OLDER STU- 
DENTS TO ORIENT THE YOUNGER, AND 
THE HAZARDS OF CULTURAL BIAS IN IN- 
TELLIGENCE TESTS. SPECIAL CONSIDER- 
ATION WAS GIVEN TO THE “NON-STU- 
DENTS”, E.G., WORKERS NEEDING ONLY 
ADDITIONAL OR RETRAINING COURSES, 
OR OTHER ADULTS REQUIRING SELECT- 
ED VOCATIONAL OR AVOCATIONAL INS- 
TRUCTION. THIS DOCUMENT IS AVAILA- 
BLE FOR $1.25 FROM F. R. MEALEY, EDI- 
TOR, MIDWEST COMMUNITY COLLEGE 
LEADERSHIP PROGRAM, UNIVERSITY OF 
MICHIGAN, ANN ARBOR, MICHIGAN. (HH) 
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RAINES, MAX S. 
THE ESSENTIAL SUPPORTIVE FUNCTIONS 
IN THE COLLEGE INSTRUCTIONAL PROG- 


RAM. 


JC 670 865 


PUBDATE 65 
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DESCRIPTORS ‘JUNIOR COLLEGES, 
*STUDENT PERSONNEL SERVICES, STU- 
DENT PERSONNEL PROGRAMS, 

VISITS TO 70 JUNIOR COLLEGES RE- 
SULTED IN THE COMPILATION OF A LIST 
OF 21 FUNCTIONS WHICH ARE ESSENTIAL 
IN A BASIC STUDENT PERSONNEL PRO. 
GRAM FOR ANY JUNIOR COLLEGE, RE- 
GARDLESS OF ITS TYPE, SIZE, LOCATION, 
OR STAGE OF DEVELOPMENT. THESE 
FUNCTIONS MAY BE GROUPED INTO 
SEVEN MAJOR CATEGORIES--(1) ORIENTA- 
TION, INCLUDING PRECOLLEGE INFOR- 
MATION, CAREER INFORMATION, STU- 
DENT INDUCTION, AND GROUP ORIENTA- 
TION, (2) APPRAISAL, INCLUDING APPLI- 
CANT APPRAISAL, EDUCATIONAL TESTI- 
NG, AND PERSONNEL RECORDS, (3) CON- 
SULTATION, WITH SUBCATEGORIES OF 
APPLICANT CONSULTING, ADVISING, AND 
COUNSELING, (4) PARTICIPATION IN CO- 
CURRICULAR ACTIVITIES AND STUDENT 
GOVERNMENT, (5) REGULATION, IN SUCH 
MATTERS AS RECORDS, ACADEMIC POLI- 
CY AND PROCEDURE, AND SOCIAL BEHA- 
VIOR, (6) SERVICES OF PLACEMENT AND 
FINANCIAL ASSISTANCE, (7) ORGANIZAT- 
ION, WITH RESPECT TO PROGRAM AR- 
TICULATION, INSERVICE EDUCATION, 
STUDENT PERSONNEL EVALUATION, 
AND ADMINISTRATION. (WO) 
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SEIBEL, DEAN W. 

PUBLISHED STANDARIZED TESTS - AN AN- 

NOTATED LIST FOR JUNIOR COLLEGES. 

FIELD STUDIES REPORT SERIES, 3. 

EDUCATIONAL TESTING SERVICE, PRIN- 
CETON, NJ. 
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DESCRIPTORS *ANNOTATED BI- 
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GENCE TESTS, INTEREST TESTS, OCCUPA- 
TIONAL TESTS, 

FROM THE CATALOGS AND OTHER DES- 
CRIPTIVE MATERIALS OF 23 PUBLISHERS 
OF STANDARDIZED TESTS, THE AUTHOR 
SELECTED GROUP-TYPE, PAPER AND 
PENCIL, POST-HIGH SCHOOL LEVEL 


- MEASUREMENT INSTRUMENTS. INFOR- 


MATION ABOUT EACH ENTRY INCLUDES 
(1) THE TITLE, (2) THE PUBLISHER, (3) 
WORKING TIME, (4) NUMBER OF EQUIVA- 
LENT FORMS, (5) A DESCRIPTION, (6) A RE- 
FERENCE NUMBER FOR THE RELEVANT 
MENTAL MEASUREMENTS YEARBOOK 
ENTRY, AND (7) REFERENCE TO OTHER 
RELEVANT LISTINGS. INCLUDED ARE 
ABILITY TESTS, ACHIEVEMENT TESTS, 
VOCATIONAL TESTS, “PUPIL SKILLS” 
TESTS (STUDY METHODS, SOCIAL SKILLS, 
ETC.), AND INTEREST INVENTORIES, THIS 
DOCUMENT IS AVAILABLE FOR $2.00 
FROM EVALUATION AND ADVISORY 
SERVICE, EDUCATIONAL TESTING SERV- 
ICE, PRINCETON, NEW JERSEY 08540. (WO) 


ED 013 639 JC 670 875 
SONDALLE, MARVIN P. 

PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
COLLEGE OF ARCHITECTURE AND URBAN 
PLANNING AND THE CENTER FOR THE DE- 
VELOPMENT OF COMMUNITY COLLEGE 
EDUCATION (UNIVERSITY OF WASHING- 
TON, APRIL 24-25, 1967). 





WASHINGTON UNIV., SEATTLE, 
PUBDATE JUL67 
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DESCRIPTORS ‘*BUILDING DESIGN, 
*COLLEGE BUILDINGS, *EDUCATIONAL 
FACILITIES, *JUNIOR COLLEGES, 
*SCHOOL ARCHITECTURE, ARCHITEC- 
TURE, CAMPUSES, 

PARTICIPANTS AT THIS CONFERENCE 
DEFINED THE ESSENTIAL MAJOR STEPS 
IN FACILITY PLANNING FOR A NEW CAM- 
PUS AS SITE SELECTION, FINANCIAL PRO- 
GRAMMING, CAMPUS PLANNING, AND 
CONSTRUCTION. THEY ALSO AGREED 
THAT THE COLLEGE ADMINISTRATION 
AND THE ARCHITECTURAL STAFF MUST 
WORK TOGETHER AT EVERY STAGE OF 
THE PROGRAM. PRESENT TECHNIQUES 
OF ENROLLMENT PREDICTION PERMIT 
REASONABLE CERTAINTY IN PLANNING 
TO MEET A COLLEGE’S BUILDING RE- 
QUIREMENTS, AND WITH THE CURRENT 
MODULAR CONCEPT OF CONSTRUCTION, 
FACILITIES CAN BE DESIGNED NOT ONLY 
FOR IMMEDIATE USE AND FUTURE EX- 
PANSION, BUT ALSO FOR EASE OF ALTER- 
ATION TO SUIT CHANGES IN PROGRAMS. 
AS A LAST STEP, THE FINISHED FACILITY 
SHOULD BE EVALUATED TO DETERMINE 
WHETHER IT REALLY FULFILLS BOTH 
THE PRAGMATIC AND THE AESTHETIC 
FUNCTIONS EXPECTED OF IT. (HH) 


ED 013 640 JC 670 877 
BANDLEY, MARION K. 

RELATIONSHIPS OF FACULTY SENATES 
(COUNCIL) TO THE ADMINISTRATIVE 
STAFF, PRESIDENTS AND/OR SUPERINTEN- 
DENTS, AND BOARD OF TRUSTEES IN 
SIXTY-EIGHT CALIFORNIA JUNIOR COLLEG- 
ES AS REPORTED BY THE PRESIDENTS OR 
VICE PRESIDENTS. 

SAN JOAQUIN DELTA COLL., STOCKTON, 

CALIF. 

PUBDATE AUG67 
EDRS PRICE MF-$0.25 HC-$0.84 19P. 

DESCRIPTORS *FACULTY ORGANIZAT- 
IONS, *JUNIOR COLLEGES, *POLICY FOR- 
MATION, CALIFORNIA, COLLEGE ADMI- 
NISTRATION, COLLEGE FACULTY, TEACH- 
ER ADMINISTRATOR RELATIONSHIP, 
TEACHER ROLE, 

PRESIDENTS OF 68 CALIFORNIA PUBLIC 
JUNIOR COLLEGES RESPONDED TO A 
QUESTIONNAIRE CONCERNING THE 
PLACE OF THE FACULTY SENATE IN POL- 
ICY DEVELOPMENT. AT A MAJORITY OF 
THE COLLEGES (1) AN ADMINISTRATIVE 
COUNCIL REVIEWED SENATE RECOM- 
MENDATIONS BEFORE ACTION BY THE 
PRESIDENT, (2) THE SENATE MADE RE- 
COMMENDATIONS IN MATTERS OTHER 
THAN POLICY, (3) THE SENATE DID NOT 
MAKE RECOMMENDATIONS DIRECTLY TO 
THE GOVERNING BOARD, (4) CREDIT ON 
TEACHING LOAD, OR RELEASED TIME, 
WAS NOT GRANTED FOR SENATE SERVI- 
CE. AREAS OF MAJOR CONCERN TO FA- 
CULTY WERE RANKED IN ORDER OF THE 
NUMBER OF RECOMMENDATIONS PRE- 
SENTED--(1) INSTRUCTIONAL POLICY, (2) 
FACULTY SALARIES AND SALARY SCHED- 
ULES, (8) FACULTY PERSONNEL MATTERS 
SUCH AS LEAVES, RECRUITMENT, AND 
INSURANCE, (4) CLASS SIZE AND WORK 
LOAD POLICIES, (65) ACADEMIC FREEDOM 
AND CONTROVERSIAL ISSUES, (6) IM- 
PROVEMENT OF -ARTICULATION AND 
TRANSFER PROGRAMS, (7) DEVELOPMENT 
OF VOCATIONAL EDUCATION PROGRAMS, 
AND (8) AIDING THE LESS ABLE STUDENT. 
A COPY OF THE QUESTIONNAIRE AND 
THE LEGISLATION AUTHORIZING FACUL- 
TY SENATE IS INCLUDED IN THE REPORT. 
(WO) - \ 


ED 013 641 JC 670 888 
GUIDED STUDIES MEASUREMENT AND EV- 
ALUATION REPORT FOR FIRST SEMESTER, 
1966-67. 

DAYTONA BEACH JUNIOR COLL., FLA. 
PUBDATE 67 

EDRS PRICE MF-$0.25 HC-$2.32 56P. 

DESCRIPTORS *JUNIOR COLLEGES, 
*LOW ABILITY STUDENTS, *LOW ACHIEV- 
ERS, *REMEDIAL PROGRAMS, *STUDENT 
CHARACTERISTICS, COLLEGE ENTRANCE 
EXAMINATIONS, DAYTONA BEACH JU- 
NIOR COLLEGE, FLORIDA, SCAT, STATIS- 
TICAL ANALYSIS, STEP, TEST INTER- 
PRETATION, 

DESIGNED FOR STUDENTS WHO ARE 
DEFICIENT IN ACADEMIC SKILLS AT THE 
TIME OF ADMISSION, THE GUIDED 
STUDIES PROGRAM AT DAYTONA BEACH 
JUNIOR COLLEGE IS INTENDED TO HELP 
SUCH STUDENTS TOWARD ULTIMATE EN- 
ROLLMENT IN THEIR DESIRED PRO- 
GRAMS OR TOWARD DISCOVERY OF MORE 
APPROPRIATE GOALS. THE PROGRAM IN- 
CLUDES ENGLISH, READING, SOCIAL 
SCIENCE, AND MATHEMATICS. SELECTED 
ON THE BASIS OF PREVIOUS GRADES, 
COUNSELOR RECOMMENDATIONS, OR 
TEST SCORES AT ENTRANCE, STUDENTS 
MAY PROGRESS AT THEIR OWN RATES TO- 
WARD MEETING PREREQUISITES FOR EN- 
ROLLMENT IN REGULAR COLLEGE 
LEVEL CLASSES. ANALYSIS OF TEST 
SCORES OF STUDENTS IN THE PROGRAM 
SHOWED A WIDE RANGE OF ABILITY 
WITH PRONOUNCED NEGATIVE SKEWN- 
ESS. IN THE SCHOOL AND COLLEGE ABIL- 
ITY TESTS, THE MEAN OF THE GROUP WAS 
SIGNIFICANTLY BELOW NATIONAL 
NORMS, ALTHOUGH THERE WAS CONSI- 
DERABLE OVERLAPPING BETWEEN THE 
STUDY AND THE NORM GROUPS. SIMILAR 
RESULTS WERE OBSERVED IN THE WRIT- 
ING SAMPLE OF THE SEQUENTIAL TESTS 
OF EDUCATIONAL PROGRESS. BRIEF DES- 
CRIPTIONS OF THE COURSES AND TA- 
BLES OF TEST SCORES, WITH DETAILED 
STATISTICAL ANALYSIS, ARE INCLUDED. 
(WO) 


ED 013 642 JC 670 889 
MCGEEVER,JOHN BURTON.R.L. 

A SURVEY OF DROP-OUTS AND DISCON- 
TINUING STUDENTS AND THEIR ATTITUDES 
TOWARD SELECTED ASPECTS OF THE JU- 
NIOR COLLEGE PROGRAM. 

PALOMAR COLL.,SAN MARCOS, CALIF. 
PUB DATE 15 MAY'65 

EDRS PRICE MF-$0.50 HC-$2.68 65P. 

DESCRIPTORS *DROPOUT RESEARCH, 
*JUNIOR COLLEGES, *STUDENT CHARAC- 
TERISTICS, *TRANSFER STUDENTS, DRO- 
POUT CHARACTERISTICS, STUDENT OPI- 
NION, 

THIS SURVEY, PREPARED TO DISCOVER 
HOW TO REDUCE STUDENT DROPOUT 
RATES, FOUND THE FOLLOWING GENER- 
AL AREAS OF SIGNIFICANT DISSATISFAC- 
TION-(1) PERSONAL COUNSELING AND 
ACADEMIC ADVISEMENT, (2) INSTRUC- 
TION IN FOREIGN LANGUAGES, ENGLISH, 
AND BUSINESS, AND (3) STUDENT ACT- 
IVITIES. OTHER, LESS CRITICAL AREAS 
NEEDING IMPROVEMENT WERE ALSO 
DISCLOSED. TABLES SHOW THE DATA AC- 
CORDING TO AGE, SEX, HIGH-SCHOOL RE- 
CORDS, REASONS FOR DROP-OUT OR 
TRANSFER, AND OTHER CRITERIA. PRO- 
GRAMS PLANNED TO CORRECT THE 
SOURCES OF THESE DISSATISFACTIONS 
ARE NOT INCLUDED IN THE REPORT. (HH) 


ED 013 643 JC 670 890 
MORGENFELD, GEORGE ROBERT 
THE PREDICTION OF JUNIOR COLLEGE 


ACHIEVEMENT FROM ADJUSTED SECONDA- 
RY SCHOOL GRADE AVERAGES. 

ARIZONA UNIV., TUCSON 

PUBDATE 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *GRADE PREDICTION, 
*“HIGH SCHOOL GRADES (SCHOLASTIC), 
*JUNIOR COLLEGES, *PREDICTIVE ABILI- 
TY (TESTING), ALFRED STATE AG. AND 
TECH. COLLEGE, APTITUDE TESTS, COL- 
LEGE ENTRANCE EXAMINATIONS, COL- 
LEGE GRADES (SCHOLASTIC), NEW YORK, 
STATE UNIVERSITY ADMISSIONS EXAM- 
INATION, 

THE PURPOSE OF THE STUDY WAS THE 
DEVELOPMENT OF A MEANS OF IMPROV- 
ING UPON THE USE OF HIGH SCHOOL 
GRADE AVERAGES AS PREDICTORS OF 
GRADES AT ALFRED STATE COLLEGE. 
THE SAMPLE CONSISTED OF STUDENTS 
FROM 15 HIGH SCHOOLS WHICH HAD SENT 
AT LEAST 20 STUDENTS TO THE COLLEGE 
DURING A 6-YEAR PERIOD. AN “INTER- 
NAL” SCALING OF HIGH SCHOOL GRADES 
WAS DEVELOPED FROM THE REGRES- 
SION OF COLLEGE GRADE INDEXES ON 
HIGH SCHOOL GRADE AVERAGES. AN “EX- 
TERNAL” METHOD INTRODUCED SCORES 
ON THE STATE UNIVERSITY ADMISSIONS 
EXAMINATION INTO THE REGRESSION 
EQUATION. USE OF THE INTERNAL 
METHOD OF COMPENSATING FOR INSTI- 
TUTIONAL DIFFERENCES IN HIGH 
SCHOOL GRADING STANDARDS IM- 
PROVED THE COEFFICIENT OF CORRELA- 
TION BETWEEN HIGH SCHOOL AND COL- 
LEGE GRADES FROM .47 TO .54, A DIFFER- 
ENCE SIGNIFICANT AT THE .01 LEVEL. 
USE OF THE EXTERNAL METHOD RE- 
DUCED THE COEFFICIENT TO .44. THE AU- 
THOR DESCRIBES PRACTICAL PROBLEMS 
IN PREPARATION OF THE INTERNAL 
SCALES AND SUGGESTS THAT USE OF A 
TEST WITH BETTER PREDICTIVE ABILITY 
THAN THE ONE USED IN THIS STUDY MAY 
RESULT IN’ BETTER’ PREDICTION 
THROUGH THE EXTERNAL METHOD. THIS 
DISSERTATION IS AVAILABLE FROM UNI- 
VERSITY MICROFILMS, INC., 313 NORTH 
FIRST ST., ANN ARBOR, MICHIGAN 48107. 
(wo) 


ED 013 644 
HAKANSON, JOHN W. 
SELECTED CHARACTERISTICS, SOCIOECO- 
NOMIC STATUS, AND LEVELS OF ATTAIN- 
MENT OF STUDENTS IN PUBLIC JUNIOR 
COLLEGE OCCUPATION-CENTERED EDUC- 
ATION. 

CALIFORNIA UNIV., BERKELEY, SCHOOL 

OF EDUC. 

REPORTNUMBER BR-6-8420 

PUB DATE 30 APR 67 

GRANT OEG-4-6-68420-1581 

EDRS PRICE MF-$0.25 HC-$1.96 47P. 

DESCRIPTORS *JUNIOR COLLEGES, *SO- 
CIOECONOMIC BACKGROUND, *TERMI- 
NAL STUDENTS, *VOCATIONAL EDUCAT- 
ION, TERMINAL EDUCATION, 

A STUDY OF 1,000 STUDENTS WHO EN- 
TERED SIX PUBLIC JUNIOR COLLEGES IN 
FALL 1959 WAS DESIGNED TO IDENTIFY 
CERTAIN CHARACTERISTICS OF STU- 
DENTS IN TERMINAL OCCUPATIONAL 
PROGRAMS. THE EMPHASIS WAS ON SO- 
CIOECONOMIC BACKGROUND. OF THE 319 
STUDENTS WHO SPENT SOME TIME IN OC- 
CUPATIONAL PROGRAMS, (1) MOST EN- 
ROLLED IN SUCH PROGRAMS DIRECTLY 
FOLLOWING HIGH SCHOOL GRADUATION, 
RATHER THAN AS A RESULT OF LACK OF 
SUCCESS IN TRANSFER PROGRAMS, (2) 
MOST, ESPECIALLY AMONG THE WOMEN, 
HAD TAKEN OCCUPATIONAL COURSES IN 
HIGH SCHOOL, (3) 60 PERCENT DID NOT 
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COMPLETE THE PROGRAM, AND (4) MOST 
ENROLLMENTS AND COMPLETIONS 
WERE FROM THE MIDDLE SOCIOECONOM- 
IC LEVEL. ALTHOUGH ONLY 14 PERCENT 
OF THOSE WHO FAILED TO COMPLETE 
TRANSFER PROGRAMS CHANGED TO OC- 
CUPATIONAL CURRICULA, ALMOST ONE- 
THIRD OF MALE TERMINAL STUDENTS 
WITH MIDDLE SOCIOECONOMIC STATUS 
HAD TRIED A TRANSFER PROGRAM BE- 
FORE ENROLLING IN AN OCCUPATIONAL 
PROGRAM. THE AUTHOR CONCLUDES 
THAT (1) LOW AND MIDDLE SOCIOECO- 
NOMIC GROUPS ARE MORE LIKELY TO 
COMPLETE OCCUPATIONAL PROGRAMS 
THAN ARE THOSE OF HIGH STATUS, (2) 
THE COLLEGES ARE FAILING IN AN IM- 
PORTANT FUNCTION OF HELPING ACADE- 
MIC PROGRAM DROPOUTS TO REASSESS 
THEIR GOALS RATHER THAN WITHDRAW, 
(3) THE COLLEGES SHOULD RECRUIT 
MORE HIGH SCHOOL GRADUATES DIRECT- 
LY INTO OCCUPATIONAL PROGRAMS, AND 
(4) STUDENTS MUST BE BROUGHT TO A 
BETTER UNDERSTANDING OF THEIR AP- 
TITUDES AND LIMITATIONS, AND OF 
THEIR OWN RESPONSIBILITIES FOR THE 
DEGREE TO WHICH THEY COMMIT THEM- 
SELVES TO A CHOSEN COURSE OF STUDY. 
(wo) 


ED 013 645 JC 670 892 
TOMLINSON,ROBERTM. AND OTHERS 
PRACTICAL NURSING IN ILLINOIS--A PROF- 
ILE. 

ILLINOIS UNIV., URBANA, COLL. OF EDUC- 

ATION 
ILLINOIS STATE BOARD OF VOC. EDUC. 

AND REHABIL. 

EDRS PRICE MF-$0.75 HC-$6.96 172P. 

DESCRIPTORS ‘JUNIOR COLLEGES, 
*MEDICAL SERVICES, *PARAMEDICAL OC- 
CUPATIONS, *PRACTICAL NURSES, *SUB- 
PROFESSIONALS, CURRICULUM PLANN- 
ING, EMPLOYMENT TRENDS, ILLINOIS, 
NURSES, VOCATIONAL EDUCATION, 

THIS DOCUMENT, THE FIRST OF FIVE 
PLANNED REPORTS, PRESENTS THE HIS- 
TORY AND BACKGROUND OF PRACTICAL 
NURSING, WITH PARTICULAR’ REF- 
ERENCE TO ILLINOIS. IT DESCRIBES THE 
BETTER LICENSING PROCEDURES AND 
STANDARDS THAT HAVE COME WITH THE 
INCREASED RECOGNITION OF THE 
VALUE OF THE OCCUPATION TO THE MED- 
ICAL PROFESSION. THE REPORT ALSO 
DESCRIBES A 1600-HOUR CURRICULUM, 
INCLUDING THEORY AND PRACTICE, SUG- 
GESTED BY THE ILLINOIS DEPARTMENT 
QF REGISTRATION AND EDUCATION IN 
1965. TABLES GIVE DATA ON THE PRE- 
SENT BACKGROUND OF THE NURSES (BY 
EDUCATION AND EXPERIENCE), ON 
THEIR CHARACTERISTICS (MOST NOTAB- 
LY, DEVOTION TO THEIR CAREERS AND 
STABILITY IN THE LABOR MARKET), ON 
PRESENT EMPLOYMENT IN ILLINOIS 
AND ADJACENT AREAS, AND ON THE 
NEED FOR ADDITIONAL RECRUITMENT 
AND TRAINING TO FILL CURRENT AND 
FUTURE NEEDS. (HH) 


ED 013 646 JC 670 897 

GODDARD, MERL LEE 

THE POTENTIAL ROLE OF THE JUNIOR COL- 

LEGE IN EDUCATION FOR BUSINESS, MO- 

NOGRAPH C-15. 

PUBDATE FEB67 

EDRS PRICE MF-$0.50 HC-$2.60 63P. 
DESCRIPTORS *BUSINESS EDUCATION, 

*JUNIOR COLLEGES, *OFFICE OCCUPA- 

TIONS EDUCATION, CURRICULUM DEVEL- 


OPMENT, ECONOMICS, SUBPROFES- 
SIONALS, VOCATIONAL EDUCATION, 

THE AUTHOR ANALYZED THE RELA- 
TIONSHIP BETWEEN TRENDS IN JUNIOR 
COLLEGE EDUCATION IN GENERAL AND 
EDUCATION FOR BUSINESS IN PARTICUL- 
AR. ACCORDING TO COMMUNITY RE- 
QUIREMENTS, THE COLLEGE ADMIN- 
ISTRATION CAN CHOOSE AND DEVELOP 
COURSE OFFERINGS SUCH AS THE FOL- 
LOWING--(1) A PROGRAM BASED ON SPECI- 
FIC NEEDS OF LOCAL BUSINESS AND IN- 
DUSTRY, (2) A TERMINAL VOCATIONAL 
PROGRAM FOR THE SEMIPROFESSIONAL, 
WITH ENOUGH GENERAL EDUCATION TO 
AVOID OVERSPECIALIZATION, (3) A 
TRANSFER PROGRAM WHICH INCLUDES 
BUSINESS AND ECONOMICS’ BACK- 
GROUND COURSES, (4) BUSINESS AND 
ECONOMICS COURSES IN THE GENERAL 
CURRICULUM FOR THE STUDENT’S PER- 
SONAL USE (DAILY BUSINESS TRANSACT- 
IONS, INFORMED VOTING, ETC.), (5) A PRO- 
GRAM ARTICULATED WITH THOSE OF 
OTHER INSTITUTIONS TO PREVENT LOSS 
OF CREDITS, AND (6) COURSES FOR RE- 
TRAINING OR UPDATING THOSE ALREA- 
DY EMPLOYED OR WISHING TO RE-ENTER 
THE JOB MARKET. WHATEVER PROGRAM 
OF COURSES IS CHOSEN, IT MUST BE CON- 
STANTLY EVALUATED AND IMPROVED 
WHERE POSSIBLE. THIS DOCUMENT IS 
AVAILABLE FROM SOUTH-WESTERN PUB- 
LISHING CO., 11 GUITTARD RD., BURLIN- 
GAME, CALIF. 94010. (HH) 


ED 013 647 JC 670 898 


STRELOFF, ALEXANDER N. 

GUIDE TO PUBLIC RELATIONS FOR JUNIOR 
COLLEGES, MONOGRAPH C-8. 

PUB DATE MAR61 

EDRS PRICE MF-$0.25 HC-$1.80 43P. 

DESCRIPTORS ‘*COMMUNITY  ATTI- 
TUDES, *JUNIOR COLLEGES, *PROMOTION 
(PUBLICIZE), *PUBLIC RELATIONS, 
*“SCHOOL COMMUNITY RELATIONSHIP, 
COMMUNICATIONS, 

THE AUTHOR DEFINES PUBLIC RELA- 
TIONS AND DESCRIBES ITS RECIPROCAL 
VALUE TO THE COLLEGE AND ITS “PUBL- 
ICS.” THE OFFICE OF PUBLIC RELATIONS, 
WHETHER STAFFED BY FACULTY AND 
ADMINISTRATIVE PERSONNEL OR BY 
OUTSIDE EXPERTS, MUST BE ABLE (1) AS- 
SEMBLE ITS FACTS ON (A) THE COLLEGE 
GOALS, (B) AREAS OF PUBLIC IGNO- 
RANCE, (C) JUSTIFIED CRITICISM, AND (D) 
AVAILABLE RESOURCES, (2) BLUEPRINT 
ITS TARGET IN ORDER TO SET UP (A) ITS 
ORGANIZATIONAL CHANNELS, (B) ITS 
PHYSICAL FACILITIES, AND (C) ITS 
SOURCES OF INFORMATION, AND (3) 
MAKE FULL USE OF SUCH SOURCES OF 
INFORMATION AS (A) FACULTY, (B) CUR- 
RICULUM AND INSTRUCTION, (C) ADMI- 
NISTRATION, (D) STUDENTS, (E) CLASSI- 
FIED PERSONNEL, (F) COLLEGE EVENTS, 
AND (G) COMMUNITY SERVICES. TO AC- 
COMPLISH THESE THREE MAJOR TASKS, 
THE PUBLIC RELATIONS STAFF MUST (1) 
SELECT SUITABLE TOOLS AND TECH- 
NIQUES OF COMMUNICATION, (2) STRESS 
INSERVICE TRAINING OF PERSONNEL, 
AND (3) CONSTANTLY REVIEW, EVALUA- 
TE, AND REVISE THE PROGRAM ACCORD- 
ING TO ITS SUCCESS IN MEETING ITS 
OBJECTIVES. THE STAFF MUST RECOG- 
NIZE THAT IT HAS TO RECEIVE AS WELL 
AS DISSEMINATE INFORMATION. A 
CHECKLIST OF STEPS FOR SETTING UPA 
PUBLIC RELATIONS PROGRAM IS _ INC- 
LUDED. THIS DOCUMENT IS AVAILABLE 
FROM SOUTH-WESTERN PUBLISHING CO., 
11 GUITTARD RD., BURLINGAME, CALIF. 
94010. (HH) 


ED 013 648 JC 670 900 
MONTEREY PENINSULA JUNIOR COLLEGE 
DISTRICT, MONTEREY, CALIFORNIA 93940, 
ADOPTION BUDGET, FISCAL YEAR 1967-68. 
MONTEREY .PENINSULA JUNIOR COLL. 

DISTRICT, CALIF. 

PUBDATE 67 
EDRS PRICE MF-$0.50 HC-$2.84 s9P. 

DESCRIPTORS *BUDGETS, *EDUCATION- 
AL FINANCE, *JUNIOR COLLEGES, EX- 
PENDITURES, INCOME, 

AN EXAMPLE OF AN ADOPTED BUDGET 
FOR A JUNIOR COLLEGE OF MEDIUM SIZE 
IS PRESENTED IN TABULAR FORM, SHOW- 
ING CHANGES IN FINANCES OVER A PER- 
IOD OF FIVE YEARS, PLUS AN ESTIMATE 
FOR THE COMING YEAR. THE FIGURES 
ARE GIVEN IN DOLLAR VALUES AND IN 
PERCENTAGES FOR ALL SOURCES OF IN- 
COME AND, IN DETAIL, FOR TEN MAJOR 
CATEGORIES OF EXPENDITURE. (HH) 


ED 013 649 JC 670 901 
KEIM,WILLIAM A. AND OTHERS 
REPORT AND RECOMMENDATION 
LEARNING MATERIALS CENTER. 
CERRITOS COLL., NORWALK, CALIF. 
PUB DATE SEP 67 
EDRS PRICE MF-$0.50 HC-$3.08 75P. 
DESCRIPTORS *COLLEGE BUILDINGS, 
*EDUCATIONAL SPECIFICATIONS, *INS- 
TRUCTIONAL MATERIALS CENTERS, *JU- 
NIOR COLLEGES, LIBRARY FACILITIES, 
THIS REPORT IS A HISTORY OF THE DE- 
VELOPMENT OF A SET OF EDUCATIONAL 
SPECIFICATIONS FOR THE EXPANSION 
OF AN EXISTING LIBRARY AND THE 
ADDITION OF AN INSTRUCTIONAL MA- 
TERIALS CENTER. PRELIMINARY CONSI- 
DERATION WAS GIVEN TO THE METHODS 
OF INSTRUCTION AT THE COLLEGE, THE 
STUDENTS, THE FACULTY, AND THE 
AVAILABLE FINANCIAL RESOURCES. A 
GENERAL STUDY COMMITTEE WAS DIVID- 
ED INTO SUBCOMMITTEES ON (1) LIBRA- 
RY SERVICES, (2) AUDIOVISUAL AND MA- 
TERIALS PREPARATION, (3) COMPUTER- 
IZED LEARNING, AND (4) STUDENT EV- 
ALUATION AND INDEPENDENT STUDY. 
FROM THE WORK OF THESE COMMITTEES, 
EDUCATIONAL SPECIFICATIONS WERE 
DEVELOPED FOR BUILDING AREAS FOR 
LIBRARY SERVICES, TECHNICAL SERV- 
ICES, PUBLIC SERVICES (REFERENCE, 
CIRCULATION, AND OTHERS), A REF- 
ERENCE ROOM, A PERIODICAL ROOM, A 
CIRCULATION DESK, A RESERVE BOOK 
READING ROOM, OPEN STACKS FOR GEN- 
ERAL COLLECTIONS, A CARD CATALOG, A 
CLASSROOM, A FACULTY READING ROOM, 
ADMINISTRATIVE SERVICES, AUDIOV- 
ISUAL SERVICES, MATERIALS PREPARA- 
TION, INDEPENDENT STUDY, AND EXPER- 
IMENTAL CLASSROOM, LISTENING SERV- 
ICES, AND ELECTRONIC DISTRIBUTION 
SERVICES. SCHEMATIC DRAWINGS, COM- 
MITTEE REPORTS, AND DETAILED EDU- 
CATIONAL SPECIFICATIONS ARE PROV- 
IDED. (WO) 


FOR 
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REPORT OF THE STUDY MADE AS PART OF 
THE FIFTH ADMINISTRATIVE TEAMS INSTI- 
TUTE FROM JEFFERSON STATE JUNIOR 
COLLEGE. 
EDRS PRICE MF-$0.25 HC-$0.32  6P. 
DESCRIPTORS *COLLEGE FACULTY, *IN- 
SERVICE TEACHER EDUCATION, *JUNIOR 
COLLEGES, *TEACHER ORIENTATION, AL- 
ABAMA, BIRMINGHAM, NEW COLLEGES, 
WHEN JEFFERSON STATE JUNIOR COL- 
LEGE OPENED IN 1965, 49 PERCENT OF ITS 
FACULTY WERE FORMER ALABAMA SEN- 
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I0OR COLLEGE PROFESSORS, 41 PERCENT 
WERE FORMER SECONDARY SCHOOL 
TEACHERS, AND 10 PERCENT CAME FROM 
PUBLIC JUNIOR COLLEGES IN OTHER 
STATES. THIS VARIETY, PLUS THE SPE- 
CIAL CHARACTERISTICS OF THE ALABA- 
MA JUNIOR COLLEGE SYSTEM, NECESSI- 
TATED A COMPREHENSIVE FACULTY OR- 
IENTATION PROGRAM. A COURSE IN JU- 
NIOR COLLEGE EDUCATION WAS ORGAN- 
IZED FOR THE FACULTY, WHO TOOK THE 
COURSE FOR CREDIT, AUDITED, OR AT- 
TENDED CERTAIN SESSIONS, IN ACCOR- 
DANCE WITH THEIR BACKGROUND. A 
PRACTICAL RESULT OF THE COURSE WAS 
THE DEVELOPMENT OF SEVERAL INS- 
TRUCTIONAL PROGRAMS AS CLASS PROJ- 
ECTS. CLASSROOM VISITS WERE FOL- 
LOWED BY CONFERENCES WITH FACUL- 
TY MEMBERS. INFORMAL AND FORMAL 
DISCUSSION GROUPS SERVED AS ANOTH- 
ER MEANS OF ORIENTATION. PRE- AND 
POST-TESTING IN THE COURSE SHOWED 
DESIRABLE CHANGES, AND THE ADMIN- 
ISTRATION NOTED CHANGES IN ATTI- 
TUDES OF MANY STAFF MEMBERS. RE- 
SULTS OF A QUESTIONNAIRE ADMIN- 
ISTERED AT THE END OF THE COURSE 
COMPARED FAVORABLY WITH RESPONS- 
ES OF A NATIONWIDE SURVEY, AND THE 
AUTHOR CONCLUDED THAT THE LOCAL 
RETRAINING AND ORIENTATION PRO- 
GRAM WAS BASICALLY SUCCESSFUL IN 
AT LEAST 90 PERCENT OF THE CASES. 
(WO) 


ED 013 651 JC 670 904 
FACULTY PARTICIPATION IN COMMUNITY 
COLLEGE GOVERNANCE-AN ANNOTATED 
BIBLIOGRAPHY. 

WASHINGTON UNIV.,SEATTLE, 

REPORT NUMBER CDCCE-OP-3 

PUBDATE SEP67 

EDRS PRICE MF-$0.25 HC-$0.96 22P. 

DESCRIPTORS *COLLEGE FACULTY, 
*EDUCATIONAL ADMINISTRATION, *INS- 
TRUCTIONAL STAFF, *JUNIOR COLLEGES, 
ADMINISTRATIVE POLICY, CALIFORNIA, 
POLICY FORMATION, TEACHER ADMIN- 
ISTRATOR RELATIONSHIP, TEACHER 
ROLE, 

THIS BIBLIOGRAPHY IS AN ANNOTATED 
LISTING OF PAPERS WRITTEN BETWEEN 
1956 AND 1967, PERTINENT TO THE QUES- 
TION AMONG FACULTY AND ADMIN- 
ISTRATION AS TO WHAT PART THE FA- 
CULTY SHOULD TAKE IN POLICY FORMU- 
LATION AND DECISION MAKING IN THE 
JUNIOR COLLEGE. JOURNAL ARTICLES, 
BOOKS, AND DISSERTATIONS DETAILING 
THE PROBLEM AND OFFERING SOLU- 
TIONS ARE LISTED AND DESCRIBED. (HH) 


ED 013 652 JC 670911 

FOLGUERAS, LUIS E. 

NURSING EDUCATION THROUGH MULTI- 

SENSORY APPROACHES, REPORT OF A 

WORKSHOP (DELTA COLLEGE, UNIVERSITY 

CENTER, MICHIGAN, DECEMBER 8, 1966). 

DELTA COLL., UNIVERSITY CENTER, 
MICH. 

PUB DATE 08 DEC 66 

EDRS PRICE MF-$0.25 HC-$2.28 55P. 

DESCRIPTORS ‘*AUDIOVISUAL _eIN- 
STRUCTION, *AUTOINSTRUCTIONAL PRO- 
GRAMS, *JUNIOR COLLEGES, *NURSES, 
*PARAMEDICAL OCCUPATIONS, DELTA 
COLLEGE, HEALTH OCCUPATIONS EDU- 
CATION, MICHIGAN, SUBPROFESSIONALS, 
UNIVERSITY CENTER, 

THIS 1966 WORKSHOP DEALT WITH THE 
PREPARATION OF AUTO-TUTORIAL LABO- 
RATORY TECHNIQUES FOR NURSING 
TRAINING FOR GRADUATES, STUDENTS, 


AIDES, AND PATIENTS. TAPE RECOR- 
DERS, FORMS, TRANSPARENCIES, AND 
OTHER AUDIO-VISUAL AIDS BRING DIS- 
CUSSION, DEMONSTRATION, AND PRAC- 
TICE INTO CLOSE SEQUENCE. THEY ARE 
USEFUL (1) IN THE PRESENTATION OF 
MANY NURSING PROCEDURES (CARE OF 
CASTS, TRACTION, GOWNING, BED-MAKI- 
NG, ETC.), (2) IN PRECONDITIONING THE 
STUDENT TO TRAUMATIC SIGHTS (EPI- 
LEPTIC SEIZURE, MAJOR SURGERY, AU- 
TOPSY), (3) IN CLARIFICATION OR ADDED 
COMPREHENSION OF LECTURE MATERI- 
ALS, (4) IN PRESENTING INTERVIEW 
TECHNIQUES, (5) IN PROVIDING IMMEDI- 
ATE FEEDBACK AND THEREBY 
STRENGTHENING STUDENT-INSTRUCTOR 
RELATIONSHIPS, AND (6) IN ALLOWING 
MORE EFFECTIVE USE OF THE FACULTY 
IN TEACHING INCREASING NUMBERS OF 
STUDENTS. THE STUDENT SETS HIS OWN 
PACE AND, WITHIN REASON, MAY TAKE 
HIS TEST WHEN READY. THIS HAS SEVER- 
AL POSITIVE RESULTS-(1) HIS MOTIVA- 
TION IS MAINTAINED, (2) HE GAINS SATIS- 
FACTION BY SHOWING THAT HE IS SURE 
OF HIS KNOWLEDGE, (3) HE IS NOT FRUS- 
TRATED BY WORKING BESIDE SLOWER 
OR FASTER LEARNERS, (4) HE CAN USE 
THE INSTRUCTOR’S TIME MORE FLEXIB- 
LY, AND (5) HE FINDS NO FLUCTUATION 
IN THE QUALITY OF HIS INSTRUCTION. 
(HH) 
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HOUSTON UNIV., TEX., COLL. OF EDUCA- 
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PUB DATE AUG66 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *FOLLOWUP STUDIES, 
*JUNIOR COLLEGES, *STUDENT CHARAC- 
TERISTICS, *STUDENT OPINION, *SUR- 
VEYS, CURRICULUM EVALUATION, DOC- 
TORAL THESES, QUESTIONNAIRES, STU- 
DENT ATTITUDES, STUDENT COLLEGE 
RELATIONSHIP, TEXAS, WHARTON, 
WHARTON COUNTY JUNIOR COLLEGE, 

IN A 4-YEAR STUDY OF 598 FRESHMEN 
WHO ENTERED WHARTON COUNTY JU- 
NIOR COLLEGE, TEXAS, IN FALL 1961, THE 
AUTHOR USED A QUESTIONNAIRE, PLUS 
HIGH SCHOOL, JUNIOR COLLEGE, AND 
SENIOR COLLEGE RECORDS TO IDENTIFY 
THE SOURCES AND ABILITIES OF THE 
STUDENTS, TO TRACE THEIR ACHIEVE- 
MENTS THROUGH JUNIOR AND SENIOR 
COLLEGE, TO DISCOVER THEIR OPINIONS 
OF THE JUNIOR COLLEGE, AND TO IDEN- 
TIFY THEIR PROBLEMS OF ADJUSTMENT 
(ACADEMIC, PERSONAL, OR VOCATIONAL). 
THE DATA INDICATED THAT, WHILE THE 
JUNIOR COLLEGE WAS HELD IN HIGH ES- 
TEEM BY MOST OF THE RESPONDING 291 
STUDENTS, IT SHOULD TAKE STEPS TO (1) 
INCREASE THE PROBABILITY OF STU- 
DENT SUCCESS, (2) ENCOURAGE COMPLE- 
TION OF JUNIOR COLLEGE BEFORE 
TRANSFER, (3) INSTILL BETTER STUDY 
HABITS WITH A RESULTANT RAISING OF 
ASPIRATIONS, (4) FIND A WAY TO MAIN- 
TAIN RELATIONSHIPS WITH THOSE WHO 
DID NOT REPLY TO THE QUESTIONNAIRE, 
(5) IDENTIFY POTENTIAL DROPOUTS EAR- 
LIER AND ENCOURAGE THEM TO STAY IN 
COLLEGE, (6) EXPERIMENT WITH SCHO- 
LASTIC PROBATION TO PREPARE THE 
STUDENTS FOR SENIOR COLLEGE STAN- 
DARDS, AND (7) IMPROVE GUIDANCE 
SERVICES TO HELP STUDENTS FIND 
MORE SATISFACTORY JOBS. THIS DISSER- 


TATION IS AVAILABLE AS DOCUMENT NO. 
67-2023 FOR $3.75 (MICROFILM) OR $13.05 
(XEROGRAPHIC COPY) FROM UNIVERSITY 
MICROFILMS, INC., 313 NORTH FIRST 
STREET, ANN ARBOR, MICHIGAN 48107. 
(HH) 
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PUBDATE' 67 
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DESCRIPTORS *JUNIOR COLLEGES, *MA- 
THEMATICAL MODELS, *QUARTER SYS- 
TEM, *SEMESTER DIVISION, CALIFORNIA, 
MODELS, SCHOOL CALENDARS, SCHOOL 
SCHEDULES, YEAR ROUND SCHOOLS, 
BASED ON EMPIRICAL DATA ACCUMU- 
LATED FROM TWELVE JUNIOR COLLEGES 
UNDER THE 2-SEMESTER CALENDAR, 
THE MODEL DEVELOPED IN THIS STUDY 
CAN BE USEFUL IN PREDICTING CHANG- 
ES IN PLANT USE UNDER THE 4-QUARTER 
CALENDAR. THIS CALENDAR REVISION 
HAS FOUR CONSTRAINTS--(1) THE SENIOR 
INSTITUTIONS IN THE STATE HAVE AD- 
OPTED IT, (2) THE STUDENT'S CHOICE OF 
QUARTER IN WHICH TO ENROLL CAN NOT 
BE CONTROLLED, (3) FEEDER HIGH 
SCHOOLS GENERALLY FOLLOW THE 
JUNE GRADUATION PATTERN, MAKING 
ARTICULATION OF TERMS DIFFICULT, 
AND (4) JUNIOR COLLEGE STUDENTS 
HAVE A HIGH-ATTRITION AND LOW-PER- 
SISTENCE CHARACTERISTIC. WITHIN 
THESE PARAMETERS, THE MODEL PRO- 
VIDES A COMPARISON OF PLANT USE 
UNDER VARIOUS ENROLLMENT PAT- 
TERNS AND VARYING PROPORTIONS OF 
STUDENTS ELECTING YEAR-ROUND ATT- 
ENDANCE. THE MODEL CAN ALSO BE 
USED TO EXAMINE SUBPOPULATIONS 
(E.G., BY SEX AND BY SCHOLASTIC ABILI- 
TY) AND TO COMPUTE THEIR EFFECTS ON 
FACILITY USE. THE EVIDENCE ALSO IN- 
DICATES THAT, AS PART OF THIS PREDIC- 
TIVE STUDY, FURTHER RESEARCH IS 
NEEDED ON THE CHARACTERISTICS OF 
COLLEGES AS THEY RELATE TO EACH 
OTHER AND TO THEIR COMMUNITIES, 
AND ON THE RELATIVE APTITUDES OF 
MEN AND WOMEN STUDENTS IN URBAN 
COLLEGES. THE COMPUTATIONS ARE IL- 
LUSTRATED BY GRAPHS AND CHARTS. 
(HH) 
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AND DEV. CTR. 
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COGNITIVE MEASUREMENT, EVALUA- 
TION METHODS, TAXONOMY OF EDUCA- 
TIONAL OBJECTIVES, TESTING, 

THE AUTHORS HAVE COMPILED AN AN- 
NOTATED LIST OF 61 REPORTS OF 
STUDIES AND OTHER DOCUMENTS CON- 
CERNING THE USE OF THE TAXONOMY AT 
VARIOUS LEVELS OF EDUCATION. (WO) 
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ROUECHE,JOHN E. 

THE JUNIOR AND COMMUNITY COLLEGE--A 

BIBLIOGRAPHY OF DOCTORAL DISSERTAT- 

IONS, 1964-1966. 

CALIFORNIA UNIV., LOS ANGELES 

AMERICAN ASSN. OF JUNIOR COLLEGES, 
WASHINGTON, D.C. 

PUBDATE 67 

EDRS PRICE MF-$0.25 HC NOT AVAILABLE 

FROMEDRS. 22P. 

DESCRIPTORS *BIBLIOGRAPHIES, *DOC- 
TORAL THESES, *JUNIOR COLLEGES, 

IN ADDITION TO AN ALPHABETICAL 
LISTING OF 214 DISSERTATIONS ABOUT 
THE JUNIOR COLLEGE, A SUBJECT INDEX 
AND AN INDEX OF INSTITUTIONAL 
SOURCES ARE PROVIDED. THIS DOCU- 
MENT IS AVAILABLE IN HARD COPY FOR 
$1.00 FROM AMERICAN ASSOCIATION OF 
JUNIOR COLLEGES, 1315 SIXTEENTH ST., 
NW, WASHINGTON, D.C. 20036. (WO) 
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ED BIBLIOGRAPHY. 

EDRS PRICE MF-$0.25 HC-$0.52 _11P. 

DESCRIPTORS ‘*ANNOTATED _ BI- 
BLIOGRAPHIES, *COLLEGE DEANS, *HI- 
GHER EDUCATION, *JUNIOR COLLEGES, 
ADMINISTRATIVE PERSONNEL, 

THIS ANNOTATED BIBLIOGRAPHY CON- 
TAINS INFORMATION CONCERNING 43 
BOOKS AND OTHER DOCUMENTS ABOUT 
THE WORK OF THE ACADEMIC DEAN IN 
UNDERGRADUATE COLLEGIATE EDUCAT- 
ION. (WO) 
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LINDSEY,SYLVIA AND OTHERS 

JUNIOR COLLEGE JOURNAL INDEX, 1930- 
1967. 

AMERICAN ASSN. OF JUNIOR COLLEGES, 

WASHINGTON,D.C. 

PUBDATE 67 
EDRS PRICE MF-$1.25 HC-$11.72 291P. 

DESCRIPTORS *INDEXES (LOCATERS), 
*JUNIOR COLLEGES, PERIODICALS, 

ALL ARTICLES IN THE JUNIOR COL- 
LEGE JOURNAL (OCTOBER 1930-MAY 1967) 
ARE LISTED BY SUBJECT, AUTHOR AND 
TITLE. (WO) 
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TIONS), CLEARINGHOUSES, DROPOUT 
ARACTERISTICS, 

A REVIEW OF 16 INSTITUTIONAL RE- 
SEARCH REPORTS IN THE CLEARING- 
HOUSE FOR JUNIOR COLLEGE INFORMA- 
TION INDICATES THE TYPE OF EFFORTS 
BEING MADE BY JUNIOR COLLEGES TO 
REDUCE THEIR NUMBERS OF DROPOUTS. 
QUESTIONNAIRE STUDIES, ANALYSIS OF 
STUDENT CHARACTERISTICS, AND AD- 
JUSTMENT OF INSTITUTIONAL POLICIES 
AND PROCEDURES ARE TYPICAL PRACT- 
ICES. INSTITUTIONAL REPORTS INDI- 
CATE THAT ALTHOUGH THERE IS LITTLE 
RELATIONSHIP BETWEEN ATTRITION 
AND ABILITY AS SHOWN BY GRADE RE- 


70 


CORDS OR COLLEGE ENTRANCE EXAM- 
INATIONS, A RELATIONSHIP APPEARS TO 
EXIST BETWEEN DROPOUT RATES AND 
CERTAIN NONINTELLECTIVE FACTORS. 
THE AUTHOR RECOMMENDS FURTHER 
RESEARCH INTO SUCH FACTORS, THE 
REASONS FOR- DROPOUTS, AND THE AC- 
COMPLISHMENTS OF STUDENTS WHO 
LEAVE JUNIOR COLLEGES BEFORE COM- 
PLETION OF THEIR PROGRAMS. (WO) 
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*JUNIOR COLLEGES, *PUBLIC RELAT- 
IONS, *SCHOOL COMMUNITY RELATIONS- 
HIP, 

FROM A STUDY OF 99 JUNIOR COLLEGE- 
S, THE AUTHOR DESCRIBES FOUR MAJOR 
PROGRAM OBJECTIVES OF COMMUNITY 
SERVICES--(1) TO MAKE THE COLLEGE A 
CENTER OF COMMUNITY LIFE THROUGH 
USE OF ITS FACILITIES BY COMMUNITY 
GROUPS, (2) TO PROVIDE EDUCATIONAL 
SERVICES OF THE PROFESSIONAL STAFF 
TO ASSIST IN THE SOLUTION OF COMMUN- 
ITY PROBLEMS, (3) TO PROMOTE THE CUL- 
TURAL, INTELLECTUAL, SOCIAL, AND RE- 
CREATIONAL LIFE OF THE COMMUNITY, 
AND (4) TO INTERPRET THE COLLEGE AND 
ITS PROGRAM TO THE COMMUNITY AND 
ELICIT ITS ACTIVE SUPPORT. TABLES 
LIST DETAILS OF THE SERVICES THAT A 
BASIC COMMUNITY SERVICE PROGRAM 
SHOULD INCLUDE. THE AUTHOR POINTS 
OUT THAT EFFECTIVE ADMINISTRATION 
INCLUDES DETERMINING THE NATURE 
AND SCOPE OF THE PROGRAM, SECURING 
COMMUNITY AND COLLEGE SUPPORT FOR 
IT, ORGANIZING THE COMPLETE OPERAT- 
ION, AND MAINTAINING CONSTANT SU- 
PERVISION AND EVALUATION. (HH) 
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A REVIEW OF 20 DOCUMENTS IN THE 
ERIC CLEARINGHOUSE FOR JUNIOR COL- 
LEGE INFORMATION WAS THE BASIS FOR 
THIS REPORT ON REMEDIAL INSTRUCT- 
ION. MOST JUNIOR COLLEGES, HAVING AN 
“OPEN DOOR” ADMISSION POLICY, ARE 
ENROLLING INCREASING NUMBERS OF 
LOW ABILITY STUDENTS, AND ACCEPT 
REMEDIATION AS A LEGITIMATE FUNCT- 
ION. WHILE REMEDIAL PROGRAMS ARE 
COMMON AMONG JUNIOR COLLEGES, 
MOST AVAILABLE MATERIAL ABOUT 
SUCH PROGRAMS IS DESCRIPTIVE, AND 
THERE IS LITTLE RESEARCH EVIDENCE 
OF THEIR EFFECTIVENESS. LACK OF SUC- 
CESS APPEARS TO BE DUE TO FAILURE 
TO FORMULATE APPROPRIATE OBJECTI- 
VES, INADEQUATE STUDENT SELECTION 
PROCESSES, AND LACK OF TEACHERS 
QUALIFIED FOR SUCH PROGRAMS. RE- 


SEARCH IS NEEDED FOR EVALUATION OF 
PRESENT PROGRAMS AND FOR A FOUN. 
DATION ON WHICH TO BUILD NEW REM- 
EDIAL SERVICES. (WO) ~ 
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DESCRIPTORS *CHILD DEVELOPMENT, 
*CONCEPT FORMATION, *READINESS 
(MENTAL), *RETENTION STUDIES, 
*THOUGHT PROCESSES, COGNITIVE DE- 
VELOPMENT, INTELLECTUAL DEVEL- 
OPMENT, LEARNING PROCESSES, LEARN- 
ING THEORIES, LOGICAL THINKING, LON- 
GITUDINAL STUDIES, MATURITY TESTS, 
PIAGET, PRIMARY GRADES, 

TWO STUDIES DEAL WITH THE 
THOUGHT PROCESSES CHILDREN DIS- 
PLAY WHEN FACED WITH PROBLEMS IN- 
VOLVING THE CONCEPTS OF QUANTITY 
AND NUMBER. INVOLVING CHILDREN IN 
KINDERGARTEN, FIRST GRADE AND SE- 
COND GRADE, THE STUDIES USE PIAGET'S 
THEORIES IN BOTH A CROSS-SECTIONAL 
AND A LONGITUDINAL APPROACH TO 
STUDY CHILDREN’S THINKING IN AN 
EDUCATIONAL SETTING. TO DETERMINE 
THE VALIDITY OF THE STAGES OF 
THOUGHT AS DESCRIBED BY PIAGET, THE 
STUDIES DEAL WITH ONE ASPECT OF A 
CHILD’S THINKING, HIS ABILITY TO CON- 
SERVE NUMBER AND QUANTITY AS RE- 
VEALED IN THREE TASKS. STUDIED ALSO 
ARE HOW THAT ABILITY RELATES IT- 
SELF TO OTHER INTELLECTUAL ABILI- 
TIES AND TO SCHOOL READINESS AND 
ACHIEVEMENT, AND HOW THAT ABILITY 
CHANGES AND DEVELOPS OVER TIME. 
RESULTS OF THE CROSS-SECTIONAL 
STUDY CONFIRMED THE RELEVANCE OF 
PIAGET’S THEORY TO THE STUDY OF © 
YOUNG CHILDREN. RESULTS OF THE LON- 
GITUDINAL STUDY CONFIRMED CROSS- 
SECTIONAL RESULTS AND UNDERLINED 
THE RELEVANCE OF THE CHILD’S PRO- 
GRESS IN CONSERVATION OF NUMBER 
AND QUANTITY TO HIS PERFORMANCE IN 
THE CLASSROOM. THE DOCUMENT IN- 
CLUDES A BIBLIOGRAPHY AND TABLES. 
THIS DOCUMENT IS AVAILABLE FROM 
TEACHER’S COLLEGE PRESS, TEACHER’S 
COLLEGE, COLUMBIA UNIVERSITY, NEW 
YORK 10027. (EF) 
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THE OBJECTIVE FOR THIS STUDY WAS 
TO FOSTER PREKINDERGARTEN 
CHILDREN’S DEVELOPMENT THROUGH A 
PERSONALIZED PROGRAM BASED ON AS- 
SESSMENTS OF EACH CHILD’S DEVELOP- 
MENTAL SKILLS, USING NEW TESTS AND 
INSTRUCTIONAL MATERIALS ADAPTED 
TO INDIVIDUAL NEEDS. OF FOUR EXPERI- 
MENTAL CLASSES, THREE FOCUSED ON 
AN AREA OF WEAKNESS (MOTOR, AUDITO- 
RY-LANGUAGE, OR VISUAL,) FOR 20 MIN- 
UTES DAILY, WITHIN A FRAMEWORK OF 
A NURSERY SCHOOL PROGRAM. CHIL- 
DREN WITH NO WEAKNESS IN THESE 
AREAS WERE PLACED IN THE FOURTH 
GROUP WHICH FOCUSED ON COGNITIVE 
SKILL DEVELOPMENT. PRE-TEST AND 
POST-TEST DATA AND GROWTH DIFFER- 
ENCES WERE ANALYZED FOR THE SIGNI- 
FICANCE OF DIFFERENCES AMONG THE 
FOUR EXPERIMENTAL CLASSES, THE 
COMBINED EXPERIMENTAL GROUPS, 
AND CONTROL GROUPS WITH AND CON- 
TROL GROUPS WITHOUT NURSERY 
SCHOOL EXPERIENCE. THE DATA WERE 
ANALYZED SEPARATELY FOR GIRLS AND 
BOYS. SIGNIFICANT GAINS RESULTED 
FROM PROGRAMS GIVEN TO HELP OVER- 
COME WEAKNESSES IN THE EXPERIMEN- 
TAL CHILDREN. THE EXPERIMENTAL 
GROUP GREW SIGNIFICANTLY IN MORE 
SKILLS DEVELOPMENT AREAS THAN DID 
THE CONTROL GROUP. THEY ALSO GREW 
SIGNIFICANTLY IN SKILL AREAS NOT 
SPECIFICALLY PROGRAMMED. THE CON- 
TROL CHILDREN WITH PREVIOUS NURS- 
ERY SCHOOL EXPERIENCE GAINED IN 
MORE SKILLS DEVELOPMENT AREAS 
THAN THOSE CHILDREN WITHOUT 
SCHOOL EXPERIENCE. IN GENERAL, 
GIRLS SEEMED TO BENEFIT MORE THAN 
BOYS FROM NURSERY SCHOOL EXPERI- 
ENCE. (LG) 
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THE LEARNING RESEARCH AND DE- 
VELOPMENT CENTER AT THE UNIVERSI- 
TY OF PITTSBURGH IS WORKING ON AN 
EXPERIMENTAL PROJECT TO EXAMINE 
METHODS OF INDIVIDUALIZED INSTRUC- 
TION IN SCIENCE AT THE ELEMENTARY 
SCHOOL LEVEL. AT THIS TIME, THE EX- 
PERIMENT IS FOCUSED UPON NON-READ- 
ERS IN GRADES K-3. EACH STUDENT RE- 
CEIVES A TAPE CARTRIDGE AND A PLAS- 
TIC BOX CONTAINING MATERIALS FOR 
HIS LESSON. TESTS PUT ON TAPE ARE 
USED FOR THE PURPOSE OF DIAGNOSIS 
SO THAT WORK CAN BE PROPERLY ASS- 
IGNED. AS FEW AS THREE SETS OF EQUIP- 
MENT FOR EACH EXPERIMENT ARE 
USED. A COMPARISON TEST WAS MADE 
BETWEEN UPPER ELEMENTARY CHIL- 
DREN AND SOME COLLEGE FRESHMAN 
ENGLISH STUDENTS WITH THE RESULTS 
THAT THE ELEMENTARY CHILDREN 
LEARNING THROUGH DIRECT EXPER- 
IENCE PERFORMED AS WELL AS OR BET- 
TER THAN COLLEGE STUDENTS WHO 


LEARNED THROUGH TEXT BOOKS. THIS 
DOCUMENT APPEARED IN “SCIENCE AND 
CHILDREN,” VOLUME 4, NO. 4, DECEMBER 
1966. (COD) 
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CONCEPT FORMATION IN 50 KINDER- 
GARTENERS WAS STUDIED BY REQUIR- 
ING THE CHILDREN TO SORT CARDS AC- 
CORDING TO ONE OF FOUR ATTRIBUTES 
OF THREE DIFFERENT DIMENSIONS. THE 
OBJECTIVE WAS TO EXPLORE THE VALID- 
ITY AND LIMITATIONS OF AN ALL-OR- 
NONE LEARNING MODEL FOR COMPLEX 
CLASSIFYING RESPONSES. INFORMA- 
TION WAS PRESENTED TO THE SUBJECT 
BY TWO POSITIVE EXAMPLES IN ONE 
PROBLEM SET AND BY A POSITIVE AND A 
NEGATIVE EXAMPLE IN THE OTHER SET. 
POSITIVE PROGRAM SETS WERE GIVEN 
FIRST. HALF OF THE CHILDREN BEGAN 
WITH GEOMETRICAL PROBLEM CARDS 
AND, AFTER REACHING CRITERION ON 
THESE, TRANSFERRED TO MORE DIFFI- 
CULT “PEOPLE” CARDS. THE OTHER HALF 
RECEIVED PROBLEMS IN REVERSE 
ORDER. WHEN POSITIVE EXAMPLES 
WERE GIVEN, POSITIVE TRANSFER EF- 
FECTS WERE EVIDENCED. WHEN POSI- 
TIVE AND NEGATIVE EXAMPLES WERE 
GIVEN, CRITERION WAS REACHED RAP- 
IDLY. GENERALLY, SUBJECTS ACHIEVED 
FEW CORRECT SOLUTIONS BEFORE 
REACHING CRITERION, AND BACKWARD 
AND FORWARD LEARNING CURVES 
SHOWED NO INCREASE IN PROPORTION 
OF CORRECT RESPONSE JUST BEFORE 
REACHING CRITERION. AN ALL-OR-NONE 
MODEL WAS REJECTED ON THE BASIS OF 
TESTS FOR INDEPENDENCE ON PAIRS OF 
ADJACENT RESPONSES AND FOR NUM- 
BERS OF SUCCESSES IN BLOCKS OF 
THREE PROBLEMS. SUBJECTS LEARNED 
MEDIATING CONCEPTS, BUT REQUIRED 
ADDITIONAL SESSIONS TO APPLY CON- 
CEPTS TO SPECIFIC PROBLEMS. (LB) 
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VARIOUS POINTS OF VIEW ARE PRE- 
SENTED ON THE EFFECT OF TELEVISION 
UPON CHILDREN. CONTENTS--(1) TELEVI- 
SION, TIGER BY THE TAIL-ERNA CHRIST- 
ENSEN. (2) TELEVISION’S IMPACT ON THE 
CHILD--RALPH GARRY. (3) SOME RE- 
SEARCH ON TV--PAUL A. WITTY. (4) THE 
CURRICULUM CONTENT OF CHILDREN’S 
TELEVISION PROGRAMS AND COMMER. 
CIALS-MARIE TOWNSEND MOORE AND 
JULIANA TOWNSEND GENSLEY. (5) 
TEACHERS AND TV--ELINOR RICHARDS. 
ON. EDUCATIONAL TELEVISION AND 
CHILDREN--FREDERICK BREITENFELD, 
JR. (7) TEACHING CHILDREN TO ANALYZE 
TELEVISION ADVERTISING-LEE BEN- 
NETT HOPKINS. (8) THE UNGUARDED 
HOURS--BETTY LONGSTREET AND FRANK 
ORME. PARENTS, THEIR CHILDREN AND 
TELEVISION--PATRICIA L. SWENSON. (10) 
A PARENT’S VIEW OF TV--LYN DAY. (11) 
PARENTS SAY... (12) OUR CHILDREN 
LEARN FROM TV--ARTHUR D. MCINTIRE. 
(13) PUBLIC TELEVISION, A CULTURAL 
OVERKILL--RICHARD SCHICKELL. THIS 
DOCUMENT IS AVAILABLE AS BULLETIN 
21-A FOR $1.25 FROM THE ASSOCIATION 
FOR CHILDHOOD EDUCATION INTERNA- 
TIONAL, 3615 WISCONSIN AVENUE, N.W., 
WASHINGTON, D.C. 20016. (LG) 
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ERICANS, *SOCIAL DISADVANTAGEMENT, 
CALIFORNIA, COMMUNITY INVOLVEM- 
ENT, COMMUNITY RESOURCES, COMMUN- 
ITY SUPPORT, FAMILY INFLUENCE, FOL- 
LOW THROUGH, HEAD START, PARENT AT- 
TITUDES, TEACHER AIDES, TEACHER 
BACKGROUND, TEACHER EXPERIENCE, 
IN CALIFORNIA, THE MEXICAN-AMERI- 
CAN STUDENT IS TWO YEARS BEHIND 
THE NEGRO STUDENT AND THREE AND A 
HALF YEARS BEHIND THE ANGLO-AMER- 
ICAN IN SCHOLASTIC ACHIEVEMENT. 
SINCE HE REPRESENTS TWO DISTINCT 
AND OFTEN DIVERGENT CULTURES, EN- 
GLISH-SPEAKING, MIDDLE-CLASS OR- 
IENTED SCHOOLS MAKE ASSIMILATION 
VIRTUALLY IMPOSSIBLE. A HEAD START 
AND A FOLLOW THROUGH PROJECT IN 
THE SPANISH-SPEAKING COMMUNITY 
ARE EVALUATED IN TERMS OF SOCIAL 
ATTITUDES TOWARD THE LEARNING 
TASKS AND EXPERIENCES OF THE MEXI- 
CAN-AMERICAN CHILD. THE PRE-SCHOOL 
PROGRAM IS DISCUSSED BY EACH OF 
THESE REPORTING GROUPS (1) TEACH- 
ERS, (2) PARENTS, (3) TEACHER AIDES, 
AND (4) “FOLLOW-UP” TEACHERS. (CD) 


ED 013 668 PS 000 203 
PORTER, PHILIPJ. AND OTHERS 
EVALUATION OF HEADSTART EDUCATION- 
AL PROGRAM IN CAMBRIDGE, MASSACHUS- 
ETTS. FINAL REPORT. 
HARVARD UNIV., CAMBRIDGE, MASS. 
PUBDATE DEC65 
EDRS PRICE MF-$0.25 HC-$1.72 41P. 
DESCRIPTORS *ECONOMIC DISADVAN- 
TAGEMENT, *POST TESTING, *PRESCHOOL 
EDUCATION, *PRESCHOOL TESTS, CAM- 
BRIDGE, GOODENOUGH DAP, GROUP BE- 


71 





” 

HAVIOR, HEAD START, PPVT, PRESCHOOL 
EVALUATION, PSYCHOLOGICAL TESTING, 
SFB, STANFORD BINET, VERBAL TESTS, 

BEGINNING WITH A REVIEW OF THE 
NURSERY SCHOOL MOVEMENT (FROE- 
BEL, MONTESSORI, AND MCMILLAN,) THIS 
EVALUATION RELATES THE HISTORICAL 
MATERIAL TO HEAD START, SPECIFICAL- 
LY IN CAMBRIDGE MASS. DURING THE 
SUMMER OF 1965, MATCHED GROUPS OF 33 
HEAD START CHILDREN AND 33 NON- 
HEAD START CHILDREN (CONTROL 
GROUP) WERE STUDIED. SCHOOL PRE-RE- 
GISTRATION LISTS PROVIDED NAMES 
AND SOCIO-ECONOMIC INFORMATION 
FOR BOTH THE HEAD START CHILDREN 
AND THE CONTROL GROUP CHILDREN. 
BOTH GROUPS WERE TESTED DURING 
THE TWO WEEKS BETWEEN THE CLOSE 
OF HEAD START SESSIONS AND THE 
FIRST DAY OF PUBLIC SCHOOL. SCORES 
ON MEASUREMENT INSTRUMENTS WERE 
ANALYZED ON THE BASIS OF (1) SEX, (2) 
MOTHER’S EDUCATIONAL LEVEL, AND (3) 
FAMILY INCOME LEVEL. THE MEASURE 
OF LEARNING RATE AS DETERMINED BY 
THE SEGUIN FORM BOARD WAS THE MOST 
CONSISTENT IN SHOWING DIFFERENCES 
RESULTING FROM HEAD START INTERV- 
ENTION. THE CHIEF DIFFERENCE SEEMS 
TO BE THAT HEAD START EXPERIENCE 
AIDED A CHILD IN ATTACKING LEARN- 
ING TASKS. FOLLOW-UP RESEARCH IS 
NEEDED INTO HEALTH, SOCIAL CASE 
WORK, EFFECTS ON FORMAL SCHOOLING, 
AND EVALUATION AND REFINEMENT OF 
THE PROGRAM. (LG) 
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CHANDLER,MARVIN AND OTHERS 

PROJECT HEAD START AND THE CULTU- 
RALLY DEPRIVED IN ROCHESTER, NEW 
YORK, A STUDY OF PARTICIPATING AND 


NON-PARTICIPATING FAMILIES IN AREAS 
SERVED BY PROJECT HEAD START IN RO- 
CHESTER, FINAL REPORT. 
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CHURCHES, INC., N.Y. 
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DESCRIPTORS *COMMUNITY STUDY, 
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VERTY PROGRAMS, CHURCH RESPONSIBI- 
LITY, COMMUNITY ACTION, COMMUNITY 
ATTITUDES, ECOLOGICAL FACTORS, ECO- 
NOMIC FACTORS, FAMILY ATTITUDES, 
HEAD START, IMPROVEMENT PROGRAMS, 
N.Y, POLICE ACTION, POLITICAL ATTI- 
TUDES, ROCHESTER, SOCIAL INFLUENCE- 
S, SOCIALIZATION, 

A COMMUNITY PROFILE OF ROCHEST- 
ER, N.Y. CITES HISTORY, PRESENT COM- 
MUNITY CHARACTERISTICS, AND CUR- 
RENT IMPROVEMENT PROGRAMS AS 
THEY RELATE TO CULTURAL DEPRIVA- 
TION AND AN ANTI-POVERTY PROGRAM. 
TO DETERMINE WHAT EFFECTS HISTORI- 
CAL, ECONOMIC, POLITICAL, ECOLOGI- 
CAL, AND SOCIAL FORCES HAVE UPON 
HEAD START CHILDREN, MATCHED 
GROUPS OF EIGHT HEAD START FAMI- 
LIES AND EIGHT NON-HEAD START FAMI- 
LIES WERE INTERVIEWED CONCERNING 
ATTITUDES TOWARD POLITICAL 
PARTIES, POLICE, CHURCH, AND HEAD 
START AND CONCERNING EXPECTATIONS 
FOR THEIR CHILDREN’S HEAD START 
PARTICIPATION, FOR THE ANTI-POVERTY 
PROGRAM, AND FOR THE FUTURE. OTHER 
FACTORS INCLUDING EDUCATIONAL LE- 
VELS, SPEECH CLARITY, SOCIALIZATION, 
FAMILY RELATIONSHIPS, HOME CONDIT- 
IONS, FINANCIAL STATUS, AND MOBILITY 
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COUNCIL OF 


WERE ALSO ASKED ABOUT. CONCLU- 
SIONS WERE THAT HEAD START DID NOT 
REACH THE MORE SEVERELY CULTU- 
RALLY DEPRIVED. RECOMMENDATIONS 
WERE THAT AN ANTI-POVERTY PROGRAM 
STRESS INCREASE IN INCOME, THAT IN- 
CREASED USE BE MADE OF INDIGENOUS 
PERSONS, THAT HEAD START FAMILIES 
BE COMPENSATED FOR PARTICIPATION, 
AND THAT REALISTIC EVALUATION BE 
MADE OF CURRENT PROGRAMS. (LG) 
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TICIPATION, 

THE PROBLEMS OF GAINING COMMUNI- 
TY PARTICIPATION IS A MAJOR ONE IN 
MANY OF THE PROGRAMS AIMED AT AS- 
SISTING THE AMERICAN INDIAN. THIS 
PROBLEM IS USUALLY INTENSIFIED 
WHEN WHITE PERSONS, ASSUMING THAT 


. THEY CAN DO MORE THAN THE COMMUNI- 


TY ITSELF, INTERVENE TO THE PARTIAL 
EXCLUSION OF THE INDIANS. IN SPITE OF 
THIS PROBLEM, THE HEAD START PRO- 
GRAMS FOR INDIANS WERE JUDGED, 
WITH FEW EXCEPTIONS, TO BE HIGHLY 
SUCCESSFUL. THIS IS PART OF THE 
TOTAL REPORT “INDIAN COMMUNITIES 
AND PROJECT HEAD START--SUMMARY 
AND OBSERVATIONS IN THE DAKOTAS 
AND MINNESOTA.” (COD) 
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AT THE TIME OF THIS REPORT, TO THE 
AUTHOR’S KNOWLEDGE, NO ACTION EITH- 
ER BY THE POTOWATOMI OR INTERESTED 
WHITES HAD BEEN TAKEN TOWARD SET- 
TING UP A HEAD START PROGRAM FOR 
THE POTOWATOMI OF KANSAS. THE AU- 
THOR STATES WHY, IN THIS OPINION, THE 
POTOWATOMI DO NOT NEED A HEAD 
START PROGRAM. IN SPITE OF THE BEL- 
IEF, THE REPORT ATTEMPTS TO GIVE 
BASIC INFORMATION TO AID IN PLAN- 
NING FOR SUCH A PROGRAM FOR THOSE 
NOT SHARING THE SAME BELIEF. THIS IS 
PART OF THE TOTAL REPORT “INDIAN 
COMMUNITIES AND PROJECT HEAD 
START--SUMMARY AND OBSERVATIONS 
IN THE DAKOTAS AND MINNESOTA.” (COD) 
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TION RES. PROJ, LANGUAGE, METHODS, 
NAVAHO, NAVAHO AGENCY, RELIGION, 
SCIENTIFIC CONCEPTS, TECHNIQUES, 
VALUES, WAGES, 

THE PURPOSE OF THIS BOOK IS TO PRO. 
VIDE BACKGROUND NEEDED BY ADMIN- 
ISTRATORS AND TEACHERS TO WORK EF. 
FECTIVELY WITH THE NAVAHO PEOPLE. 
INITIALLY IT DISCUSSES THEIR ECONOM- 
IC AND SOCIAL LIFE, THE SECONDARY 
PORTION DESCRIBES THEIR RELIGIOUS 
LIFE, AND THE REMAINDER EXPLAINS 
PROBLEMS OF THE NAVAHOS AND TECH- 
NIQUES THEY HAVE DEVELOPED TO 
COPE WITH THESE PROBLEMS. INCLUDED 
ARE NAVAHO HISTORY, ECONOMY, PER- 
SONAL RELATIONSHIPS, NON-NAVAHO 
RELATIONSHIPS, VIEWS ON THE SUPER- 
NATURAL, LANGUAGE, AND THEIR CON. 
CEPT OF LIFE. THE AUTHORS STATE 
THAT THE LESSONS LEARNED AMONG 
THE NAVAHO ARE GENERALLY APPLICA- 
BLE IN DEALING WITH ANY SOCIETY. 
THIS DOCUMENT IS AVAILABLE AS NO. 
N28 FOR $1.45 FROM THE AMERICAN MU- 
SEUM OF NATURAL HISTORY, NEW YORK, 
N. Y. (RB) 
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PORT, CREATIVE DEVELOPMENT, DAY 
CARE SERVICES, ECONOMIC OPPORTUNI- 
TY ACT, EDUCATION, EDUCATIONAL FA- 
CILITIES, HEALTH, JOBS, MIGRANT 
HEALTH ACT, MIGRANT HOUSING, MIGRA- 
TION, PRIVATE AGENCIES, RECREATION- 
AL FACILITIES, SALARIES, SCHOLARS- 
HIPS, SECURITY, SOCIAL STATUS, TEACH- 
ERS, 

ONE HUNDRED PARTICIPANTS REP- 
RESENTING FOURTEEN EAST COAST 
STATES WERE INVITED TO A CONFER- 
ENCE ON SERVICES TO CHILDREN IN THE 
EAST COAST MIGRANT STREAM. THE KEY- 
NOTE SPEAKER EXPRESSED CONCERN 
FOR THE SOUTHERN WORKERS WHO MI- 
GRATE TO THE EASTERN SEABOARD, AND 
SUGGESTED A COORDINATION OF SERVIC- 
ES TO PROVIDE EDUCATION, HEALTH, 
SECURITY, JOBS, SOCIAL STATUS, AND 
PERSONAL CREATIVE DEVELOPMENT 
FOR THESE PEOPLE. A PANEL OF MI- 
GRANT WORKERS STATED THAT SPECIFIC 
IMPROVEMENTS WERE NEEDED IN 
HOUSING, SALARIES, RECREATIONAL FA- 
CILITIES, DAY CARE SERVICES, EDUCA- 
TIONAL FACILITIES, AND THE NUMBER 
OF TEACHERS AND SCHOLARSHIPS 
AVAILABLE. ANOTHER PANEL, REP- 
RESENTING A CROSS SECTION OF COM- 
MUNITY AND PRIVATE AGENCIES, INDI- 
CATED THAT A LACK OF COMMUNICATION 
AND COMMUNITY SUPPORT IN PROVID- 





ING SERVICES WERE THE MAJOR PROB- 
LEMS ENCOUNTERED BY THESE AGENC- 
IES. A THIRD PANEL, REACTING TO THE 
TWO PREVIOUS PANELS, CONCLUDED 
THAT BETTER PLANNING OF SERVICES 
WAS NEEDED. REPORTS AND RECOMMEN- 
DATIONS WERE PRESENTED FROM IN- 
TEREST AND WORK GROUPS AND THE 
CONFERENCE CONCLUDED WITH A RE- 
COMMENDATION THAT SEVERAL PRO- 
GRAM GUIDES BE SUBMITTED TO THE 
OEO. (JS) 
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TAGED YOUTH, EMPLOYMENT PRO- 
GRAMS, MANPOWER UTILIZATION, MI- 
NORITY GROUPS, SOCIAL SERVICES, VO- 
CATIONAL EDUCATION, WORK EXPER- 
IENCE PROGRAMS, YOUTH OPPORTUNI- 
TIES, ° 

THE CONTRIBUTION POTENTIALS OF 
THE INDIGENOUS NONPROFESSIONAL 
WORKER IN YOUTH EMPLOYMENT PRO- 
GRAMS ARE SEEN AS NUMEROUS. THEY 
CAN EFFECTIVELY HANDLE TEDIOUS OR 
MENIAL JOBS AND CAN RELATE WELL 
WITH UNDERPRIVILEGED YOUTH. WITH 
TRAINING IN (1) THE SOCIAL AND PSY- 
CHOLOGICAL PROBLEMS OF YOUTH, (2) 
YOUTH AND THE LABOR MARKET, (3) OP- 
ERATION OF PUBLIC AND PRIVATE SO- 
CIAL AGENCIES, AND (4) COMMUNICA- 
TION SKILLS, THE EVIDENCE INDICATES 
THAT THE NONPROFESSIONAL’S BACK- 
GROUND CAN BE EFFECTIVELY UTILI- 
ZED. (SF) 
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THE INTERRELATEDNESS OF THE EDU- 
CATION, NUTRITION, HEALTH, CLOTHING, 
SOCIAL CUSTOMS, AND HOUSING PROB- 
LEMS OF THE MIGRANT CHILD ARE DIS- 
CUSSED WITH THE POINT BEING TO SHOW 
THEIR IMPORTANCE AND THE EFFECT OF 
THEIR LACK ON A CHILD’S DEVELOPM- 
ENT. FURTHER DISCUSSION TAKES UP 
THE EFFECT OF THESE FACTORS UPON 
THE CHILD’S PERSONALITY DEVELOP- 
MENT AND HIS ADJUSTMENT TO A DIF- 
FERENT CULTURAL SETTING. THE IN- 
FLUENCE OF THE MIGRANT CHILD’S 
LACK OF KNOWLEDGE OF SCIENCE, MA- 
THEMATICS, READING, WRITING, SPEAKI- 
NG, AND THE ARTS, UPON HIS-ENVIRON- 


MENT MUST ALSO BE CONSIDERED. THE 
PAPER CONCLUDES WITH A DISCUSSION 
OF THE AMERICAN PEOPLE’S RESPONSI- 
BILITIES TO THESE MIGRANT WORKERS, 
UPON WHOM THEY DEPEND SO MUCH. 
CHILD CARE CENTERS, ENGLISH LANGU- 
AGE INSTRUCTION, SUMMER SCHOOLS, 
PRE-SCHOOLS, AND BETTER HOUSING 
MUST BE PROVIDED. AN EFFORT SHOULD 
ALSO BE MADE TOWARD PARENT-TEACH- 
ER COOPERATION TO FOSTER BETTER 
RELATIONSHIPS BETWEEN THE MI- 
GRANTS AND THE COMMUNITY. THIS 
PAPER WAS PRESENTED AT THE FOURTH 
ANNUAL STATEWIDE CONFERENCE ON 
FAMILIES WHO FOLLOW THE CROPS, SA- 
CRAMENTO, CALIFORNIA, FEBRUARY 
1964. (CL) 


ED 013 676 RC 000 477 
METZLER, WILLIAM H. 

FARM WORKERS IN A SPECIALIZED SEASO- 
NAL CROP AREA, STANISLAUS COUNTY, 
CALIFORNIA. 

CALIFORNIA UNIV., BERKELEY, GIAN- 

NINI FOUND. OF AG. 

REPORT NUMBER GF-RR-289 
PUB DATE JUL66 
EDRS PRICE MF-$0.50 HC-$3.96 97P. 

DESCRIPTORS *LABOR MARKET, *MI- 
GRANT PROBLEMS, *MIGRANTS, AGRI- 
CULTURAL LABORERS, BRACEROS, CALI- 
FORNIA AGR. EXPER. STA, ETHNIC 
GROUPS, FARM LABOR, FOREIGN WORK- 
ERS, GIANNINI FOUND. OF AGR. ECON, IM- 
MIGRANTS, LABOR FORCE, LABOR PROB- 
LEMS, MEXICAN AMERICANS, MIGRANT 
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SPECIALIZATION IN THE CROPS BEST 
ADAPTED TO THE LOCAL AREA IS SEEN 
AS A HIGHLY PRODUCTIVE SYSTEM OF 
AGRICULTURE, BUT BY CREATING THE 
NEED FOR LARGE NUMBERS OF WORK- 
ERS FOR SHORT PERIODS OF TIME, IT 
CAUSES UNEMPLOYMENT AND MIGRAT- 
ION. A SURVEY OF FRUIT AND VEGETA- 
BLE WORKERS IN STANISLAUS COUNTY, 
CALIFORNIA IN 1962-63 REVEALS~(1) 
THEIR EARNINGS ARE ABOUT ONE- 
THIRD THE WAGES OF THOSE IN NON- 
FARM EMPLOYMENT, (2) A MAJORITY 
HAVE NO FIRM ATTACHMENT TO SEASON- 
AL FARM WORK, AND (3) THERE IS A 
SHARP DIVISION OF LABOR FORCES, IN 
WHICH THE ANGLO AND SPANISH-AMERI- 
CAN PERFORMED FRUIT OPERATIONS 
AND IMPORTED WORKERS PICKED TOMA- 
TOES AND MELONS. TWO CONSIDERA- 
TIONS ARE PRESENTED TOWARD DEVEL- 
OPING A STABLE LABOR FORCE-(1) IN- 
CREASED YEAR AROUND EMPLOYMENT 
IS NEEDED, AND (2) A LOCAL SEASONAL 
LABOR FORCE SHOULD BE DEVELOPED 
TO TAKE CARE OF PEAK SEASONAL 
NEEDS. THREE GROUPS OF MIGRANTS 
ARE IDENTIFIED AND POSSIBLE COURS- 
ES OF ACTION PRESENTED TO STABILIZE 
THE LABOR FORCE. INFORMATION PRE- 
SENTED ABOUT MIGRANTS INCLUDES TA- 
BLES SHOWING EARNINGS, EXPERIENCE, 
HOUSEHOLD CHARACTERISTICS, MI- 
GRANCY PATTERNS, TYPES OF WORK PER- 
FORMED, AGE AND EDUCATION, AND 
DAYS. (SF) 
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TWELVE HAND TOOLS BASIC TO WOOD- 
WORKING ARE ILLUSTRATED AND DIS- 
CUSSED WITH REFERENCE TO THEIR 
SAFE USAGE AND MAINTENANCE. IN- 
STRUCTION IS ALSO PROVIDED IN THE 
COMMON USES OF DIFFERENT KINDS OF 
WOOD, HOW TO BUY LUMBER, AND HOW 
TO READ A DRAWING. EXERCISES ARE IN- 
CLUDED WHICH ENCOURAGE USE OF 
BASIC SKILLS IN SPELLING, WRITING, 
AND GENERAL MATHEMATICS. THIS 
DOCUMENT WAS PUBLISHED BY SOCOR- 
RO PUBLICATIONS, HOME EDUCATION LI- 
VELIHOOD PROGRAM, 131 ADAMS, N.E., 
ALBUQUERQUE, NEW MEXICO 87108. (BR) 
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THIS REPORT DESCRIBES THE ORGAN- 
IZATION, IMPLEMENTATION, AND OPERA- 
TIONAL PROCEDURES FOR A REGIONAL 
LABORATORY IN THE APPALACHIAN 
REGION. A SUMMARY DESCRIPTION OF 
THE SOCIOECONOMIC BACKGOUND AND 
SCHOOL SYSTEMS IN THIS AREA IS INI- 
TIALLY PRESENTED. THE REGIONAL LA- 
BORATORY WAS IMPLEMENTED WITH 
THE GOALS OF REDUCING CULTURAL DI- 
SADVANTAGEMENT, MODERNIZING CUR- 
RICULUM, COMBATING REGIONAL ISOLA- 
TION, IMPROVING JOB PLACEMENT, RAIS- 
ING LEVELS OF EDUCATIONAL ASPIRA- 
TION AND EXPECTATION, AND MAKING 
EDUCATIONAL CHANGE. ONE PROJECT 
REPRESENTING EACH GOAL IS TO BE- 
COME OPERATIONAL EVERY YEAR. THE 
PROGRAM FOR THE FIRST YEAR IN- 
VOLVES EASING THE TRANSITION OF 
YOUNG MEN AND WOMEN FROM SCHOOL 
TO WORK. THE REPORT CONCLUDES WITH 
A DESCRIPTION OF A LANGUAGE PRO- 
GRAM DIRECTED TOWARD THE IMPROVE- 
MENT OF VERBAL AND LANGUAGE ABILI- 
TY. (JS) 
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AGRICULTURAL LABORERS HAVE 
BEEN INEFFECTIVE IN ORGANIZING A 
LABOR UNION. THE NATIONAL LABOR 
RELATIONS ACT WRITTEN IN 1935 ORIGI- 
NALLY HAD PROVISIONS FOR AGRICUL- 
TURAL LABORERS, BUT IT WAS DELETED 
BEFORE FINAL PASSAGE. EARLY ORGAN- 
IZING ATTEMPTS OCCURRED IN THE 
LATE YEARS OF THE 19TH CENTURY 
WHEN CHINESE IMMIGRANTS ORGAN- 
IZED PROTECTIVE ASSOCIATIONS KNOWN 
AS TONGS. THE WOBBLIES WERE ORGAN- 
IZED IN 1905 AS A RESULT OF A MERGER 
OF MINERS AND LABOR UNIONS. FARM 
LABOR ORGANIZING DURING THE DE- 
PRESSION YEARS WAS VIRTUALLY NON- 
EXISTENT, UNTIL 1934, WHEN THE SOUTH- 
ERN TENANT FARMERS UNION WAS OR- 
GANIZED IN ARKANSAS, AND ITS ACTIVI- 
TIES PROVIDED GREAT IMPETUS TO ALL 
UNION ORGANIZATION. IN 1946, THE AFL 
GRANTED A CHARTER TO THE NATIONAL 
FARM UNION AND THIS UNION IN TURN 
BECAME THE NATIONAL AGRICULTURAL 
WORKERS UNION. THE MISSISSIPPI 
FREEDOM LABOR UNION WAS ORGAN- 
IZED IN 1964 AND PROVIDED A BREAK- 
THROUGH FOR OTHER LABOR UNIONS 
SUCH AS THE NATIONAL FARM WORKERS 
ASSOCIATION, UNITED FARM WORKERS 
ORGANIZING COMMITTEE, AND AGRICUL- 
TURAL WORKERS. ORGANIZATIONAL AC- 
TIVITIES ARE TAKING PLACE IN CALI- 
FORNIA, LOUISIANA, TEXAS, WISCONSIN, 
MICHIGAN, FLORIDA, NEW JERSEY, AND 
NEW YORK. THE AFL-CIO HAS BEEN IN- 
STRUMENTAL IN PROVIDING GUIDANCE 
AND INITIATIVE TO THESE ORGANIZA- 
TIONAL ACTIVITIES. (JS) 


ED 013 680 C 001 649 
TEXAS STATE DEPARTMENT OF HEALTH MI- 
GRANT PROJECT. ANNUAL REPORT. 

TEXAS STATE DEPT. OF HEALTH, AUSTIN 
PUBDATE 66, 

EDRS PRICE MF-$0.25 HC-$1.84 44P. 

DESCRIPTORS *AGRICULTURAL LABOR- 
ERS, *HEALTH EDUCATION, *MIGRANT 
HEALTH SERVICES, *PUBLIC HEALTH, 
*SANITATION, COMMUNITY AGENCIES 
(PUBLIC), CONSULTATION PROGRAMS, 
FOLLOWUP STUDJES, HEALTH SERVICES, 
IMMUNIZATION PROGRAMS, INSERVICE 
PROGRAMS, MIGRANTS, MIGRATION PAT- 
TERNS, NURSES, ORIENTATION, PRO- 
GRAMS, PROJECTS, STAFF MEETINGS, 

IN THE STATE OF TEXAS APPROXI- 
MATELY 167,000 AGRICULTURAL LABOR- 
ERS MIGRATED DURING 1965, USUALLY 
FOLLOWING FOUR DESCRIBED MIGRA- 
TION PATTERNS. SEVEN PUBLIC HEALTH 
NURSES PROVIDED HEALTH SERVICES 
TO THESE MIGRANTS IN THE FORM OF IM- 
MUNIZATION PROGRAMS, TUBERCULIN 
TESTING, AND FOLLOWUP SERVICES. 
SANITATION SERVICES IN THE VARIOUS 
COMMUNITIES INCLUDED WATER SAMP- 
LING, RODENT CONTROL, AND VECTOR 
CONTROL. HEALTH EDUCATION SERVIC- 
ES ARE CATEGORIZED IN THE FORM OF 
STAFF MEETINGS, INSERVICE PROGRAMS 
AND ORIENTATION, CONSULTATION PRO- 
GRAMS, WORKING WITH OTHER COMMUN- 
ITY AGENCIES, PROVIDING HEALTH EDU- 
CATION MATERIALS, AND SPONSORING 
SPECIAL ACTIVITIES. TWENTY-TWO AP- 
PROVED MIGRANT HEALTH PROJECTS 
ARE LISTED ACCORDING TO ADDRESSES 
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AND SERVICES. APPENDICES WHICH CON- 
TAIN PERTINENT FORMS USED IN VAR- 
IOUS MIGRANT PROGRAMS CONCLUDE 
THE REPORT. (JS) 


ED 013 681 RC 001651 
STATE OF CALIFORNIA MIGRANT MASTER 
PLAN. 

CALIFORNIA STATE OFFICE OF ECONOM- 

IC OPPORTUNITY 
PUBDATE 65 
EDRS PRICE MF-$0.50 HC-$3.00 73P. 

DESCRIPTORS *MIGRANT WELFARE 
SERVICES, *MIGRANT WORKER PRO- 
JECTS, *MIGRANTS, MIGRANT PROBLEMS, 
MIGRANT WORKERS, 

THE ECONOMIC OPPORTUNITY ACT OF 
1964 PROVIDED FUNDS FOR ESTABLISH- 
ING MIGRANT SERVICE CENTERS 
THROUGHOUT CALIFORNIA. THE STA- 
TEWIDE PLAN, WHICH ENVISIONED A 
COMPREHENSIVE SERVICE SUPPORT 
PLAN FOR MIGRANTS AWAY FROM HOME, 
CONSISTED OF PROGRAMS WITH THE FOL- 
LOWING SERVICES-- (1) HOUSING, (2) 
HEALTH, (3) DAY CARE, (4) EDUCATION, (5) 
FIELD AND CAMP SANITATION, AND (6) 
REST STOPS. THIS PAMPHLET INCLUDES 
INSTRUCTIONS FOR PREPARING APPLI- 
CATIONS FOR MIGRANT PROGRAMS, AND 
THE FISCAL POLICY CONTROLLING THE 
PROGRAMS. (ES) 


ED 013 682 RC 001 653 


GUNDERSON, RALPH 

TEXT OF STATEMENT PRESENTED TO U.S. 
SENATE SUB-COMMITTEE ON EMPLOYM- 
ENT, MANPOWER AND POVERTY. 

PUBDATE 67 

EDRS PRICE MF-$0.25 HC-$0.44 9P. 

DESCRIPTORS *HOUSING DEFICIEN- 
CIES, *HOUSING NEEDS, *MIGRANT 
HOUSING, ECONOMIC DEVELOPMENT, 
LOW RENT HOUSING, MIGRANT CHILD 
CARE CENTERS, MIGRANT PROGRAMS, MI- 
GRANT WELFARE SERVICES, PUBLIC 
HOUSING, 

THE CALIFORNIA STATE OFFICE OF 
ECONOMIC OPPORTUNITY CONDUCTED A 
SURVEY OF LIVING CONDITIONS OF MI- 
GRANT FARM WORKERS, OUT OF WHICH 
THE CALIFORNIA MIGRANT MASTER 
PLAN DEVELOPED. THIS STUDY DOCU- 
MENTED THE FACT THAT 1,000 FAMILIES 
WERE LIVING OUT OF THEIR CARS, ON 
DITCH BANKS, IN FIELDS, AND UNDER 
BRIDGES, WiTHOUT EVEN THE BASICS OF 
SHELTER AND SANITATION FACILITIES. 
BECAUSE OF THIS SITUATION, 932 PLY- 
DOM UNITS WERE ERECTED IN 12 LOCA- 
TIONS IN 1966. NOW 500 UNITS OF A MORE 
DURABLE MATERIAL ARE UNDER CON- 
STRUCTION, WHICH WILL GIVE A TOTAL 
OF 1,551 HOUSES READY FOR OCCUPANCY. 
THE STATE OFFICE OF OEO IS REQUEST- 
ING PERMISSION TO CHARGE A SMALL 
RENTAL FEE OF UP TO $1.00 PER DAY FOR 
THE HOUSES. (SF) 


ED 013 683 24 RC 001 667 

SMITH, DAVID WAYNE 

FOSTERING AND REINFORCING INNOVA- 

TIVE BEHAVIOR IN SELECTED SCHOOL 

PERSONNEL, A MONOGRAPH OF SELECTED 

PAPERS PRESENTED AT TWO INSTITUTES 

(TUCSON, SUMMER AND FALL, 1966). 

SOUTHWESTERN COOP. EDUC. LAB., 
ALBUQUERQUE, N.MEX. 

REPORTNUMBER BR-6-2827 

PUBDATE MAY 67 

CONTRACT OEC-4-7-062827-3078 


EDRS PRICE MF-$0.50 HC-$3.72 91P. 

DESCRIPTORS *EVALUATION, *INNOVA- 
TION, ‘INSTITUTES (TRAINING PRO. 
GRAMS), *INSTRUCTIONAL INNOVATION, 
*RESEARCH, ACADEMIC ACHIEVEMENT, 
ACHIEVEMENT, ADMINISTRATIVE PER- 
SONNEL, ALBUQUERQUE, ARIZONA, BI- 
BLIOGRAPHIES, CHANGE AGENTS, CLASS- 
ROOM RESEARCH, DISADVANTAGED 
YOUTH, FEDERAL PROGRAMS, HOSTILI. 
TY, MODELS, NEW MEXICO, OBJECTIVES, 
PROGRAMED MATERIALS, PROGRAMED 
TEXTS, PROJECTS, SOCIAL MOBILITY, 
TEACHERS, TUCSON, UNIT PLAN, UNIV. 
OF ARIZONA, VALUES, 

PRESENTED ARE A SELECTED GROUP 
OF PAPERS CHOSEN FROM THOSE GIVEN 
AT TWO INSTITUTES ON FOSTERING AND 
REINFORCING INNOVATIVE BEHAVIOR 
IN SELECTED SCHOOL PERSONNEL. THE 
TOPICS PRESENTED INCLUDE-(1) THE 
VALUE OF RESEARCH IN THE CLASSR- 
OOM, (2) THE NECESSITY FOR TEACHERS 
TO BE INNOVATIVE, (3) THE FACTORS RE- 
LATED TO ACADEMIC ACHIEVEMENT, (4) 
THE USE OF PROGRAMED MATERIAL IN 
THE CLASSROOM, (5) THE NEED FOR 
SCHOOLS AND TEACHERS TO HAVE SPECI- 
FIC OBJECTIVES, AND (6) THE NECESSITY 
FOR INNOVATION AND EVALUATION 
WHEN APPLYING FOR FUNDS UNDER THE 
ELEMENTARY AND SECONDARY EDUCA- 
TION ACT. SOME BIBLIOGRAPHICAL REF- 
ERENCES ARE INCLUDED WITH THE PAP- 
ERS. (ES) 


ED 013 684 RC 001 671 
PROGRAM PLANS FOR FAR WEST LABORA- 
TORY FOR EDUCATIONAL RESEARCH AND 
DEVELOPMENT, MARCH 1, 1967. 

FAR WEST LAB. FOR EDUCATIONAL RES. 

AND DEV. 

PUB DATE 01 MAR 67 
EDRS PRICE MF-$0.50 HC-$2.68 65P. 

DESCRIPTORS ‘DECISION MAKING 
SKILLS, *EDUCATIONAL RESEARCH, *IN- 
SERVICE TEACHER EDUCATION, *TEACH- 
ING TECHNIQUES, COMMUNICATION 
PROBLEMS, CURRICULUM, DEVELOP- 
MENTAL TASKS, EDUCATIONAL METH- 
ODS, EDUCATIONAL PLANNING, MEAS- 
UREMENT, OBJECTIVES, OPERATIONS RE- 
SEARCH, PROGRAMS, PROJECTS, RE- 
SEARCH, SCHOOL PERSONNEL, TEACHER 
QUALIFICATIONS, 

FUTURE EDUCATIONAL RESEARCH 
PLANNED BY THE FAR WEST LABORATO- 
RY FOR EDUCATIONAL RESEARCH AND 
DEVELOPMENT IS THE SUBJECT OF THIS 
REPORT. ONE OF THE PROJECTS CON- 
CERNED INSERVICE TEACHER EDUCAT- 
ION. THE FOUR MAJOR AREAS OF EMPHA- 
SIS IN THIS PROJECT WERE BASIC TEACH- 
ING TECHNIQUES, TEACHING IN NEW 
PROGRAMS, TEACHING NON TYPICAL 
GROUPS, AND TEACHING NEW CURRICUL- 
A. IMMEDIATE, INTERMEDIATE, AND 
LONG RANGE OBJECTIVES ARE DESCRI- 
BED, AS ARE THE COMPONENTS IN THE 
AFOREMENTIONED FOUR AREAS OF EMP- 
HASIS. CHARTS INDICATE THE SCOPE OF 
THE TEN YEAR PLAN. THE OTHER PRO- 
JECT WAS A COMMUNICATION PROGRAM 
IN WHICH THE OBJECTIVE WAS TO CON- 
DUCT RESEARCH, DEVELOPMENT TASKS, 
AND OPERATIONS RESEARCH THAT 
WOULD AID SCHOOL PERSONNEL AS 
THEY MADE DECISIONS IN THE ORGANI- 
ZATION AND OPERATION OF SCHOOLS. 
SHORT TERM AND LONG RANGE OBJEC- 
TIVES ARE ALSO PRESENTED. SEVEN 
OTHER PROJECTS CONCERNING EDUCA- 
TIONAL METHODS, RESEARCH, TEACHER 
QUALIFICATIONS, COMMUNICATIONS 





PROBLEMS, CURRICULUM, AND MEAS- 
UREMENT ARE DISCUSSED AS A CONCLU- 
SION TO THE REPORT. (JS) 


ED 013 685 24 RC 001 725 
HOWE, ELLIOT C. 

A PILOT STUDY TO DETERMINE THE IN- 
FLUENCE UPON TEACHERS AND UPON STU- 
DENTS OF A TELEVISION PROGRAM DE- 
SIGNED TO PROVIDE IN-SERVICE TRAINING 
AND CLASSROOM INSTRUCTION IN SPAN- 


iH. 

UTAH STATE BOARD OF EDUCATION, 

SALT LAKE CITY,UTAH 
REPORTNUMBER CRP-467 
REPORTNUMBER BR-5-8390 
PUB DATE DEC66 
EDRS PRICE MF-$0.50 HC-$3.48 85P. 

DESCRIPTORS *INSERVICE TEACHER 
EDUCATION, *LANGUAGE INSTRUCTION, 
*SPANISH, *TELEVISED INSTRUCTION, 
EDUCATIONAL TELEVISION, FOREIGN 
LANGUAGE FILMS, INSERVICE PRO- 
GRAMS, TEACHING METHODS, TELEVI- 
SION TEACHERS, 

THREE SMALL SCHOOLS IN UTAH, IN- 
CLUDING THREE TEACHERS AND THEIR 
SPANISH I STUDENTS, PARTICIPATED IN 
THIS STUDY. ONE TEACHER RECEIVED 
CONVENTIONAL IN-SERVICE TRAINING, 
THE OTHER TWO WERE GIVEN IN IN- 
SERVICE TRAINING IN TEACHING SPAN- 
ISH AS THEY OBSERVED THE TELEVI- 
SION CLASS. ONE GROUP OF STUDENTS 
OBSERVED THE TELEVISION CLASS 
THREE TIMES PER WEEK FOR THIRTY 
MINUTES AS THEIR TEACHER OBSERVED 
THE PROGRAM. FEW, IF ANY, CONCLU- 
SIONS CAN BE MADE ON THE BASIS OF 
THIS PILOT STUDY BECAUSE OF UNFOR- 
SEEN EVENTS THAT INVALIDATED THE 
BASIC PREMISES OF THE INVESTIGAT- 
ION. THE MAJOR FACTORS IN REGARD TO 
THIS FAILURE WERE SEEN AS--(1) MAL- 
FUNCTION OF THE SUBSTATIONS, (2) FAI- 
LURE TO GET THE ANTENNA OPERATING 
AT ONE SCHOOL, AND (3) REFUSAL OF ONE 
TEACHER TO COOPERATE WITH THE PRO- 
JECT AFTER ABOUT TWO MONTHS. (SF) 


ED 013 686 RC 001 748 
ISENBERG, ROBERT M. 

REPORT OF THE EXECUTIVE SECRETARY, 
DEPARTMENT OF RURAL EDUCATION, NA- 
TIONAL EDUCATION ASSOCIATION, OCTO- 
BER, 1967. 

NATIONAL EDUCATION ASSN., WASHING- 

TON, D.C. 

PUBDATE OCT67 
EDRS PRICE MF-$0.25 HC-$1.28 30P. 

DESCRIPTORS *PROFESSIONAL ASSO- 
CIATIONS, *RURAL EDUCATION, *RURAL 
ENVIRONMENT, *RURAL SCHOOLS, 
*RURAL YOUTH, OBJECTIVES, 

THE GOALS FOR RURAL EDUCATION, 
THE ACTIVITIES OF THE DEPARTMENT, 
AND STATISTICAL DATA ABOUT MEM- 
BERSHIP AND FINANCIAL STATUS ARE 
PRESENTED IN THE MAIN BODY OF THE 
REPORT. THE APPENDICES INCLUDE--(1) 
A FINANCIAL STATEMENT, (2) REPORTS 
FROM THE ADVISORY COMMITTEE TO 
THE STATE DIRECTORS, FROM THE COM- 
MITTEE ON RURAL LIFE AND EDUCAT- 
ION, FROM THE COMMITTEE ON PROFES- 
SIONAL PERSONNEL, AND FROM THE 
COMMITTEE ON PUBLICATIONS AND CON- 
STRUCTIVE STUDIES, (3) MINUTES OF THE 
MEETINGS OF THE EXECUTIVE COMMIT- 
TEES AND THE JOINT ANNUAL BUSINESS 
MEETING OF THE DEPARTMENT WITH 
THE DIVISION OF COUNTY AND INTER- 


MEDIATE UNIT SUPERINTENDENTS, (4) 
RESOLUTIONS, AND THEIR FOLLOW-UP, 
OF THE ADVISORY COMMITTEE OF STATE 
DIRECTORS, AND (5) A BRIEF SUMMARY 
OF THE ACTIVITIES OF THE PAST YEAR 
AT THE DIVISION OF RURAL SERVICES. 
(ES) 


ED 013 687 RC 001 763 
DULL,LLOYDW. AND OTHERS 
TEACHING CRITICAL THINKING IN THE SE- 
CONDARY SCHOOL. 

OHIO EDUCATION ASSN., COLUMBUS 
PUBDATE 64 

EDRS PRICE MF-$0.75 HC-$6.60 163P. 

DESCRIPTORS *CLASSROOM  TECH- 
NIQUES, *CRITICAL THINKING, ‘*INS- 
TRUCTIONAL PROGRAM DIVISIONS, *IN- 
TELLECTUAL DISCIPLINES, *TEACHING 
PROCEDURES, ART, ENGLISH, MATHEMA- 
TICS, OHIO ASCD, PROBLEM SOLVING, 
SCHOOLS, SCIENCES, SOCIAL STUDIES, 
TEACHERS, 

IT IS THE EXPRESSED HOPE OF THE AU- 
THORS THAT THE PRACTICES DESCRIBED 
HERE WILL STIMULATE READER MODIFI- 
CATIONS OF THE MATERIAL PRESENTED, 
FOR EFFECTIVENESS IN ANY SCHOOL 
SITUATION. THE BOOK PRESENTS METH- 
ODS, PROCEDURES, AND TECHNIQUES 
FOR TEACHING CRITICAL THINKING IN 
JUNIOR AND SENIOR HIGH SCHOOL. CRI- 
TICAL THINKING AND PROBLEM SOLVI- 
NG, USED SYNONYMOUSLY, ARE DE- 
FINED AS SUSPENSION OF JUDGEMENT 
IN PROBLEM SOLUTION. NECESSARY 
FACTORS CITED IN THE PROCESS ARE--(1) 
MASTERY OF SUB-SKILLS, (2) CORRECT 
CLASSROOM CLIMATE, (3) INDEPENDENT 
STUDY, AND (4) GROUP COOPERATION. IN- 
TELLIGENT QUESTIONING IS SEEN AS A 
PART OF GOOD TEACHING, TO EMPHASIZE 
THIS CONCEPT SAMPLE QUESTIONS ARE 
PRESENTED, AIMED TO PROVIDE HELP IN 
THE FOLLOWING AREAS-(1) SETTING THE 
STAGE FOR LEARNING, (2) CALLING UP 
MENTAL IMAGES, (3) CLARIFYING SIGNI- 
FICANT DETAILS, (4) BRINGING OUT THE 
WHYS, (5) HIGHLIGHTING IMPORTANT 
IDEAS, AND (6) HELPING STUDENTS CON- 
SOLIDATE IDEAS AND APPLY NEW UND- 
ERSTANDINGS. FURTHER DISCUSSION IN- 
CLUDES TEACHER ROLE AND RESPONSI- 
BILITIES IN DEALING WITH CONTROVER- 
SIAL ISSUES, AN OUTLINE OF THE STEPS 
AND SKILLS IN CRITICAL THINKING, AN 
OBSERVATION RECORD OF CRITICAL 
THINKING, RECOMMENDATIONS FOR 
BRAINSTORMING, AND AN EVALUATION 
METHOD FOR CRITICAL THINKING. CON- 
SIDERABLE ATTENTION IS DEVOTED TO 
SPECIFIC TECHNIQUES AND SUGGES- 
TIONS FOR TEACHING CRITICAL THINK- 
ING IN THE ENGLISH PROGRAM, THE SO- 
CIAL AND PHYSICAL SCIENCES, MATHE- 
MATICS, AND THE ARTS. A BRIEF BIB- 
LIOGRAPHY IS INCLUDED. (JS) 


ED 013 688 RC 001 766 

MUNK, MICHAEL 

RURAL YOUTH-WORK PROGRAMS--PROB- 

LEMS OF SIZE AND SCOPE. 

NEW YORK UNIV.,N.Y. 

PUBDATE JUN 67 

EDRS PRICE MF-$0.50 HC-$2.64 64P. 
DESCRIPTORS *DEMOGRAPHY, ‘*EM- 

PLOYMENT PROGRAMS, *GEOGRAPHY, 

*PROBLEMS, *RURAL YOUTH, ADMI- 

NISTRATION, CENTER FOR THE STUDY OF 

UNEMPLOYED YOUTH, CENTRALIZATION, 

HUMAN RESOURCES, POLITICAL ISSUES, 

POPULATION DISTRIBUTION, RELAT- 

IONSHIP, RURAL AREAS, STATE PRO- 


GRAMS, STATISTICAL ANALYSIS, SU- 
BURBS, T GROUPS, TRANSPORTATION, 
YOUTH PROGRAMS, 

DEMOGRAPHIC AND GEOGRAPHIC 
PROBLEMS IN RURAL YOUTH |l:MPLOY- 
MENT OPPORTUNITY PROGRAMS ARE 
PRESENTED. STATISTICAL ANALYSIS IN- 
DICATES A HIGH PROPORTION OF EM- 
PLOYMENT OPPORTUNITY PROGRAMS 
SHOULD BE DIRECTED IN SUBURBAN 
AND RURAL AREAS OF THE NATION. 
TRANSPORTATION, WORK SITE AVAILA- 
BILITY, AND EXISTING HUMAN RESOURC- 
ES ARE LISTED AS MAJOR PROBLEMS 
CONFRONTING PRESENT PROGRAMS IN 
TERMS OF SCOPE AND SIZE. OTHER PROB- 
LEMS INCLUDE ADMINISTRATION OF 
MULTI COUNTY AND STATEWIDE PRO- 
GRAMS AND LOCAL POLITICAL ISSUES. 
THE CONCLUSION, DESCRIBING AN OPTI- 
MUM RURAL PROGRAM AREA, SUGGESTS 
THAT SUCH AREAS HAVE A MAXIMUM PO- 
PULATION DENSITY OF 100 PEOPLE PER 
SQUARE MILE OR 30,000 TOTAL POPULAT- 
ION, INCLUDING A TOWN OF AT LEAST 
10,000. IT FURTHER SUGGESTS THAT NO 
GROUPS SHOULD HAVE TO TRAVEL MORE 
THAN ONE HOUR FROM HOME TO WORK 
AND THAT CENTRALIZED STATEWIDE 
RURAL PROGRAMS WOULD ENHANCE 
LOCAL AND NATIONAL RELATIONSHIPS. 
(JS) 


ED 013 689 RC 001 774 
PROUTY, ROBERT 

CURRICULUM MATERIALS FOR ADULT 
BASIC EDUCATION. 

PUB DATE 29 APR 67 

EDRS PRICE MF-$0.25 HC-$0.36 7P. 

DESCRIPTORS *ADULT EDUCATION 
PROGRAMS, *INSTRUCTIONAL MATERI- 
ALS, *MATERIAL DEVELOPMENT, CURRI- 
CULUM DEVELOPMENT, CURRICULUM 
GUIDES, MANUALS, RESOURCE MATERI- 
ALS, 

THE AUTHOR PROPOSES THAT--(1) AN 
ADULT EDUCATION CURRICULUM 
SHOULD BE BASED ON SPECIFIC NEEDS, 
INTERESTS, ABILITIES, AND GOALS, (2) 
SPECIFICATIONS FOR CURRICULUM MA- 
TERIALS TO BE USED SHOULD BE ESTAB- 
LISHED BY THE PROJECT STAFF, AND (3) 
THERE IS LITTLE OR NO COMMERCIALLY 
AVAILABLE MATERIAL THAT WILL MEET 
THE ABOVE CRITERIA. GUIDELINES BY 
WHICH CURRICULUM MATERIALS MAY 
BE EVALUATED INCLUDE-(1) THE MA- 
TERIAL MUST RELATE TO THE GOAL OF 
THE LESSON AND THE LEARNING PRO- 
CESS, (2) THE MATERIAL MUST BE AT THE 
PROPER LEVEL OF DIFFICULTY TO IN- 
SURE SUCCESS, AND MUST PROGRESS IN 
DIFFICULTY AT A CHALLENGING PACE, 
(3) THE INTEREST LEVELS MUST BE AP- 
PROPRIATE, (4) THE MATERIAL MUST 
OFFER A VARIETY OF PRESENTATIONS, A 
RANGE OF PRACTICE OPPORTUNITIES, 
AND HAVE A GENERALIZATION CAPABIL- 
ITY, AND (5) THE MATERIAL MUST BE 
READILY AVAILABLE. (SF) 


ED 013 690 RC 001 775 

PALOMARES, UVALDO 

ASSESSMENT OF RURAL MEXICAN-AMERI- 

CAN STUDENTS IN GRADES PRE-SCHOOL 

THROUGH TWELFTH. 

PUB DATE 29 APR 67 

EDRS PRICE MF-$0.25 HC-$0.68 15P. 
DESCRIPTORS *EDUCATIONAL TESTI- 

NG, *INTELLIGENCE TESTS, *MEXICAN 

AMERICANS, *PERCEPTION, *SOCIAL AT- 

TITUDES, ACHIEVEMENT TESTS, CALIF. 

MEXICAN AMER. EDUC. RES. PROJ, INS- 
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TRUCTIONAL MATERIALS, “PRESCHOOL 
CURRICULUM, SOCIAL ADJUSTMENT, 
TESTING PROGRAMS, TITLE III KERN 
COUNTY RESEARCH PROJECT, WASCO 
PUBLIC SCHOOLS, 

THE CALIFORNIA MEXICAN-AMERICAN 
EDUCATION RESEARCH PROJECT INI- 
TIATED AN ASSESSMENT PROPOSAL DI- 
RECTED TOWARD MORE EFFECTIVE EDU- 
CATION OF MEXICAN-AMERICAN STU- 
DENTS IN WASCO PUBLIC SCHOOLS AND 
THROUGHOUT CALIFORNIA. A SAMPLE OF 
THIRTEEN STUDENTS FROM EACH 
GRADE, PRE-SCHOOL THROUGH TWELVE, 
WAS RANDOMLY SELECTED FROM STU- 
DENTS WITH SPANISH SURNAMES AT- 
TENDING THE WASCO PUBLIC SCHOOLS. 
THE FOLLOWING TESTS WERE ADMIN- 
ISTERED--FROSTIG DEVELOPMENTAL 
TEST OF VISUAL PERCEPTION, BENDER 
VISUAL MOTOR GESTALT TEST, CALIFOR- 
NIA TEST OF PERSONALITY, VINELAND 
SOCIAL MATURITY SCALE, CALIFORNIA 
TEST OF MENTAL MATURITY-SHORT 
FORM, GOODENOUGH-HARRIS DRAWING 
TEST, WECHSLER INTELLIGENCE SCALE 
FOR CHILDREN-WECHSLER ADULT IN- 
TELLIGENCE SCALE, AND THE CALIFOR- 
NIA ACHIEVEMENT TEST AND MULTIPLE 
APTITUDE TESTS. CONCLUSIONS INDI- 
CATE THAT THE MEXICAN-AMERICAN 
STUDENTS TEND TO FALL PROGRESSIVE- 
LY BEHIND THE NORMATIVE POPULA- 
TION IN PERCEPTUAL-MOTOR DEVELO- 
PMENT. IN THE SOCIAL AND EMOTIONAL 
CATAGORIES, THIS POPULATION TENDS 
TO SEE ITSELF IN A LESS FAVORABLE 
WAY THAN THE NORMATIVE GROUP. 
THEY HAVE LOW SELF-CONCEPT AND 
FEELINGS OF INADEQUACY, BUT HIGHER 
SOCIAL MATURITY. THEIR ACADEMIC 
ACHIEVEMENT IS CHARACTERIZED BY A 
PROGRESSIVE DROP IN ACHIEVEMENT 
THROUGHOUT THE GRADES. CURRICU- 
LUM RECOMMENDATIONS AND EDUCA- 
TIONAL TECHNIQUE RECOMMENDA- 
TIONS ARE PRESENTED BY TEST AND BY 
CATEGORY. (SF) 


ED 013 691 RC 001 776 
REGAN, TIMOTHY F. 

TEFL AND THE CULTURALLY DEPRIVED. 
PUB DATE 29 APR 67 

EDRS PRICE MF-$0.25 HC-$0.24 4P. 

DESCRIPTORS *CULTURALLY DISAD- 
VANTAGED, *ENGLISH (SECOND LANGU- 
AGE), ‘*INSTRUCTIONAL MATERIALS, 
ADULT EDUCATION PROGRAMS, CULTU- 
RAL DIFFERENCES, MEXICAN AMERI- 
CANS, NEGROES, PROGRAMED INSTRUCT- 
ION, PROGRAMED MATERIALS, 

TWO PROBLEMS ARE IDENTIFIED IN 
TEACHING CULTURALLY DEPRIVED AD- 
ULTS-(1) THE CULTURAL DISORIENTA- 
TION OF THE LEARNER, WHICH DOES NOT 
PERMIT HIM TO IDENTIFY WITH THE 
TEXT CONTENT, TEACHER OR THE 
COURSE GOALS, AND (2) THE COMPLEX 
PROBLEMS OF LEARNING ENGLISH AS A 
SECOND LANGUAGE. AN ATMOSPHERE OF 
UNDERSTANDING AND THE ADOPTION OF 
PROGRAMED MATERIALS DESIGNED 
WITH THE CULTURALLY DIFFERENT IN 
MIND ARE SEEN AS TRENDS TOWARD 
SOLVING THE FIRST PROBLEM. LEARN- 
ING A SECOND LANGUAGE IS DIFFICULT, 
SINCE MOTIVATIONAL FACTORS ARE DIF- 
FERENT FOR ADULTS, AND TIME, EXPO- 
SURE, AND PRACTICE PERIODS ARE LESS 
THAN IN LEARNING THE FIRST LANGU- 
AGE AS A CHILD. (SF) 


ED 013 692 RC 001 777 
PINNOCK, THEODORE J. 
TESTING IN ADULT BASIC EDUCATION PRO- 
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GRAMS CATERING TO SEASONAL AND MI- 
GRANT FARMERS. 

PUB DATE 29 APR 67 

EDRS PRICE MF-$0.25 HC-$0.40 8P. 

‘DESCRIPTORS *ADULT EDUCATION 
PROGRAMS, ‘*MIGRANT EDUCATION, 
*TESTING RBROBLEMS, EDUCATIONAL 
TESTING, GROUP INTELLIGENCE TESTI- 
NG, PREDICTIVE ABILITY (TESTING), PSY- 
CHOLOGICAL TESTING, SCORING, TESTI- 
NG, TESTING PROGRAMS, 

THE PURPOSE OF TESTING IN SEASON- 
AL AND MIGRANT FARMERS’ EDUCATION- 
AL PROGRAMS IS NOT FOR MEASURE- 
MENT BUT FOR DIAGNOSIS OF THE 
DEGREE AND INTENSITY OF HELP 
NEEDED. TESTS SHOULD BE ADMIN- 
ISTERED BY THE TEACHER TWO OR 
THREE WEEKS AFTER CLASS BEGINS 
WHEN POSSIBLE. THEY SHOULD BE 
SCORED CAREFULLY, AND THE RESULTS 
ANALYZED AND INTERPRETED. THE AU- 
THOR RECOMMENDS THAT THE RESULTS 
SHOULD SERVE THE FOLLOWING PUR- 
POSES-(1) DIAGNOSE PARTICIPANTS’ 
NEEDS, EITHER INDIVIDUALLY OR AS A 
GROUP, (2) DETERMINE THE INITIAL 
PLACEMENT OF THE PARTICIPANTS, (3) 
HELP MEASURE ACHIEVEMENT AND 
PROGRESS WITHIN THE GROUP, (4) HELP 
DISCOVER WHAT CHANGES SHOULD BE 
MADE IN THE TEACHING PROGRAM OR 
TEACHING METHODS, AND (5) DETER- 
MINE THE ELIGIBILITY OF THE STUDENT 
FOR AN ELEMENTARY OR SECONDARY 
DIPLOMA. (SF) 


ED 013 693 RC 001 783 
LEWIS, MARY S. 

PROJECT HEAD START, SUMMER 1966, LEC- 
TURES PRESENTED IN THE ORIENTATION 
SESSION FOR PERSONNEL IN THE CHILD 
DEVELOPMENT CENTERS (SAN FRANCISCO 
STATE COLLEGE, JUNE 19-24, 1966). 
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DESCRIPTORS *CHILD CARE CENTERS, 
*CHILD CARE WORKERS, *TRAINING, BE- 
HAVIOR PROBLEMS, HEALTH NEEDS, IN- 
DIVIDUAL DIFFERENCES, LANGUAGE DE- 
VELOPMENT, NURSERY SCHOOLS, NU- 
TRITION, SELF CONCEPT, 

IN JUNE, 1966, SAN FRANCISCO STATE 
COLLEGE CONDUCTED AN ORIENTATION 
SESSION FOR THE PERSONNEL OF CHILD 
CARE CENTERS IN HEAD START PROG- 
RAMS. FOLLOWING THE WASHINGTON, D. 
C., HEAD START STAFF GUIDELINES, THE 
15 SPEAKERS PRESENTED SUCH TOPICS 
AS THE IMPACT OF POVERTY, HEALTH 
AND NUTRITION NEEDS FOR DISADVAN- 
TAGED CHILDREN, LANGUAGE DEVEL- 
OPMENT, BEHAVIOR PROBLEMS, INDIVI- 
DUAL DIFFERENCES, SELF CONCEPT DE- 
VELOPMENT, AND CHARACTERISTICS OF 
A GOOD NURSERY SCHOOL. THIS DOCU- 
MENT PRESENTS THE TEXT OF EACH 
SPEECH. (SF) 
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SCHOOL LUNCH AND LEARNING. 
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PUBDATE 62 

EDRS PRICE MF-$1.00 HC-$10.20 253P. 
DESCRIPTORS *COOKING INSTRUCTION, 

*LEARNING, *LUNCH PROGRAMS, ADULT 

EDUCATION, ALASKA, BIBLIOGRAPHIES, 

ENRICHMENT, HANDWRITING, HEALTH, 

INNOVATION, JUNEAU, LANGUAGE, 

LANGUAGE ARTS, MATHEMATICS, NU- 

TRITION, OBJECTIVES, READING, REF- 


ERENCE MATERIALS, SCIENCES, SOCIAL 
DEVELOPMENT, SOCIAL STUDIES, 
SPELLING, STUDENT TEACHER RELAT- 
IONSHIP, 

A COMPREHENSIVE PRESENTATION OF 
IDEAS IS MADE IN THIS PUBLICATION TO 
HELP THE SCHOOL PRINCIPAL ORGANIZE 
AND CONDUCT A SCHOOL LUNCH PRO. 
GRAM, AND TO FURNISH THE CLASSROOM 
TEACHER PRACTICAL SUGGESTIONS FOR 
ENRICHING THE TOTAL CLASSROOM PRO. 
GRAM THROUGH SCHOOL LUNCH EXPERI- 
ENCES. SCHOOL LUNCH IS THE TOPIC OF 
THE FIRST SECTION AND INCLUDES SUB. 
TOPICS ABOUT--(1) ORGANIZING FOR THE 
SCHOOL LUNCH, (2) HOUSEKEEPING 
PRACTICES, (3) NUTRITION, (4) LUNCH- 
ROOM EQUIPMENT, (5) SAFETY PROCEDU- 
RES, (6) MEASUREMENTS AND EQUIVA- 
LENTS, AND (7) THE USE OF DRIED MILK 
AND EGGS AND BEANS. THE SECOND SEC- 
TION CONTAINS MANY INNOVATIVE 
SUGGESTIONS RELATING TO CORRELA- 
TION OF THE LEARNING PROGRAMS WITH 
THE SCHOOL LUNCH PROGRAM. IT CON- 
TAINS SECTIONS DEVOTED TO--(1) GOALS 
WHICH CAN BE CORRELATED WITH THE 
SCHOOL LUNCH PROGRAM, (2) TEACHER- 
PUPIL PLANNING, (3) LANGUAGE ARTS, (4) 
SOCIAL STUDIES AND DEVELOPMENT, (5) 
MATHEMATICS, (6) SCIENCE AND 
HEALTH, AND (7) ADULT EDUCATION. AN 
APPENDIX SECTION INCLUDES A BIB- 
LIOGRAPHY, REFERENCES FOR TEACHER 
AND PUPIL USE, AND SOURCES OF FREE 
AND INEXPENSIVE MATERIALS. (ES) 
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STOCKBURGER, CASSANDRA 
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PUB DATE 14 AUG 67 

EDRS PRICE MF-$0.25 HC-$0.60 13P. 

DESCRIPTORS *DEPRESSED AREAS 
(GEOGRAPHIC), *ECONOMIC DISADVAN- 
TAGEMENT, *HUMAN RESOURCES, *NA- 
TURAL RESOURCES, *RURAL AREAS, AC- 
CULTURATION, AMERICAN INDIANS, AT- 
TITUDES, EDUCATION, ETHNIC GROUPS, 
HABIT FORMATION, IMMIGRANTS, JOBS, 
LABOR, NEGROES, SPANISH AMERICANS, 
VALUES, 

THERE IS ECONOMIC DISADVANTAGE- 
MENT IN MANY SECTIONS OF OUR COUN- 
TRY, BUT RURAL ECONOMIC DISADVAN- 
TAGEMENT IS CONCENTRATED LARGELY 
IN THE SOUTH AND SOUTHWEST. THE 
SOUTH HAS REMAINED IN ECONOMIC DI- 
SADVANTAGEMENT SINCE THE CIVIL 
WAR, DUE TO THE SHARECROPPER SYS- 
TEM OF FARMING. IN APPALACHIA, OP- 
PORTUNISTIC MINING AND FORESTRY 
OPERATIONS, COUPLED WITH THE G. I. 
BILL, HAVE ROBBED THE REGION OF 
BOTH ITS NATURAL AND HUMAN RES- 
OURCES. IN THE SOUTHWEST, THE COMBI- 
NATION OF A LACK OF ACCULTURATION 
AND A CHEAP LABOR SUPPLY FROM MEX- 
ICO HAS CREATED ECONOMIC DISADVAN- 
TAGEMENT FOR THE SPANISH AMERI- 
CANS, WHILE THE INDIAN HAS ALSO EX- 
PERIENCED EXPLOITATION AND DISCRI- 
MINATION IN RELATION TO EDUCATION 
AND JOBS. CONTRIBUTORY FACTORS IN 
ALL THE DEPRESSED AREAS ARE THE 
LOCALIZED VALUES AND HABITS OF ETH- 
NIC GROUPS. THE AUTHOR CONCLUDES 
THAT ECONOMICALLY DISADVANTAGED 
PEOPLE ARE POOR BECAUSE OF A COMBI- 
NATION OF REASONS, BUT NO PERSON IS 
POOR BY CHOICE. (JS) 
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DEPARTMENT OF AGRICULTURE, WASH- 

INGTON, D.C. 

REPORT NUMBER USDA-AGR-HB-347 
PUB DATE OCT67 
EDRS PRICE MF-$0.50 HC-$3.92 96P. 

DESCRIPTORS *POPULATION DISTRIBU- 
TION, *RURAL POPULATION, *RURAL 
YOUTH, AGRICULTURAL LABORERS, AM- 
ERICAN INDIANS, AREA VOCATIONAL 
SCHOOLS, COLLEGE STUDENTS, DRO- 
POUTS, ECONOMIC RES. SERVICE, EM- 
PLOYMENT OPPORTUNITIES, HEALTH, 
HIGH SCHOOL GRADUATES, LUNCH PRO- 
GRAMS, MENTAL HEALTH, MENTAL 
HEALTH CLINICS, MIGRANT WORKERS, 
NEGROES, PUBLIC LIBRARIES, PUBLIC 
SCHOOLS, REMEDIAL PROGRAMS, RURAL 
AREAS, SOCIAL SERVICES, VOCATIONAL 
AGRICULTURE, VOCATIONAL EDUCAT- 
ION, 

THE WORLD POPULATION IS INCREAS- 
ING VERY RAPIDLY, WITH YOUNG PEO- 
PLE (UNDER 25 YEARS OF AGE) CONSTI- 
TUTING ONE-HALF OR MORE OF THE 
TOTAL. IN THE UNITED STATES, THE PO- 
PULATION HAS INCREASED TO APPROXI- 
MATELY 200 MILLION, AND WITH THIS IN- 
CREASE, THERE HAS BEEN A SHIFT FROM 
A RURAL TO AN URBAN MAJORITY. EX- 
TENSIVE COMPARISONS OF RURAL AND 
URBAN YOUTH ARE GRAPHICALLY AND 
VERBALLY PRESENTED IN THE FOLLOW- 
ING AREAS IN THIS BOOKLET--(1) THE 
WORLD WE LIVE IN, (2) PREPARING FOR 
LIFE, (3) MAKING A LIVING, (4) HEALTH 
AND WELFARE, (5) THE QUALITY OF 
RURAL LIFE, AND (6) THE WORLD OF TOM- 
ORROW. A SELECTED NUMBER OF THE 
CHARTS ARE AVAILABLE AS COLOR 
SLIDES FROM THE PHOTOGRAPHY DIVIS- 
ION, OFFICE OF INFORMATION, USDA, 
WASHINGTON, D. C. THIS DOCUMENT IS 
AVAILABLE AS AGRICULTURAL HAND- 
BOOK NO. 347 FROM SUPERINTENDENT OF 
DOCUMENTS, U. S. GOVERNMENT PRINT- 
ING OFFICE, WASHINGTON, D. C. 20402 FOR 
75 CENTS. (ES) 
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SURVEY OF RESEARCH ON GROUPING AS 
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DESCRIPTORS *ELEMENTARY 
SCHOOLS, *GROUPING (INSTRUCTIONAL 
PURPOSES), *GROUPING PROCEDURES, 
*RESEARCH, ADMINISTRATIVE ORGAN- 
IZATION, GROUP EXPERIENCE, GROUP IN- 
STRUCTION, GROUP STRUCTURE, 
MATCHED GROUPS, RESEARCH PROJECTS, 
IN RESPONSE TO QUESTIONS ABOUT OR- 
GANIZING CHILDREN FOR LEARNING, A 
SURVEY OF THE RESEARCH AND LITERA- 
TURE ON GROUPING OF ELEMENTARY 
SCHOOL PUPILS WAS CONDUCTED BY THE 
U. S. OFFICE OF EDUCATION. AFTER 
MANY RELEVANT STUDIES WERE EXAM- 
INED, THE AUTHORS CONCLUDED THAT- 
(1) LEARNING RESULTS FROM MEMBER- 
SHIP IN MANY DIFFERENT GROUPS, (2) 
ACHIEVEMENT GAINS MADE BY PUPILS 
IN CLASSROOMS REPRESENTING MORE 
THAN A NORMAL SPREAD OF DIFFERENC- 
ES AMONG CHILDREN WERE HIGHER 
THAN AVERAGE GAINS MADE BY PUPILS 
IN ABILITY-GROUPED CLASSROOMS, (3) 
FACTORS OTHER THAN THE PARTICULAR 
GROUPING METHODS USED ACCOUNT FOR 
DIFFERENCES IN ACHIEVEMENT GAINS, 
(4) SUCCESS IN ORGANIZING CHILDREN 
ACCORDING TO ABILITY IS PROBABLY AN 


UNREALISTIC EXPECTATION, AND (5) 
AMPLE OPPORTUNITY FOR FLEXIBILITY 
IN GROUPING CHILDREN IN THE ELEM- 
ENTARY SCHOOL SEEMS ESSENTIAL TO 
PROVIDE OPPORTUNITIES FOR MEETING 
CHANGING NEEDS OF CHILDREN. THIS 
DOCUMENT IS AVAILABLE AS FS 5.220-- 
20089 FOR 40 CENTS FROM SUPERINTEN- 
DENT OF DOCUMENTS, U. S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D. C., 
20402. (SF) 
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FORBES, JACK D. 

THE EDUCATION OF THE CULTURALLY DIF- 

FERENT, A MULTI-CULTURAL APPROACH. 

FAR WEST LAB. FOR EDUCATIONAL RES. 
AND DEV. 

REPORT NUMBER BR-6-2931 

PUBDATE 67 
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DESCRIPTORS *CULTURAL AWAREN- 
ESS, *CULTURAL BACKGROUND, *CULTU- 
RAL DIFFERENCES, *CULTURAL DISAD- 
VANTAGEMENT, ACCULTURATION, AM- 
ERICAN INDIANS, ANGLO AMERICANS, 
CULTURAL FACTORS, CULTURAL PLU- 
RALISM, CULTURE CONFLICT, ENGLISH 
(SECOND LANGUAGE), 

THE CULTURALLY DIFFERENT PUPIL 
IS DISTINGUISHED FROM THE CULTU- 
RALLY DISADVANTAGED IN THIS ESSAY. 
THE SINGLE-CULTURAL ORIENTATION 
OF MOST AMERICAN SCHOOLS HAS 
CREATED EDUCATIONAL DISADVANTAG- 
ES FOR MANY STUDENTS. THE CULTU- 
RALLY DIFFERENT STUDENT WHO 
DOESN’T FIT INTO THE MONO-CULTURAL 
SCHOOL RETALIATES BY WITHDRAWAL, 
WHEREUPON HE IS LABELED AS CULTU- 
RALLY DEPRIVED, AND MORE PROGRAMS 
OF A MONO-CULTURAL ORIENTATION 
ARE DIRECTED TOWARD HIM. THE AU- 
THOR SEES THE MONO-CULTURAL 
SCHOOL IN A MULTI-CULTURAL SOCIETY 
AS UNREALISTIC AND DESTINED TO CON- 
TINUE TO PRODUCE FAILURES AMONG 
CULTURALLY DIFFERENT STUDENTS. 
THE REMEDY, IN THE FORM OF MULTI- 
CULTURAL, REGIONALLY RELEVANT 
SCHOOLS, IS ADVOCATED. THESE 
SCHOOLS SHOULD BE RESPONSIVE TO 
THE DIFFERENT CULTURAL HERITAGE, 
THE DIFFERENT LANGUAGE, AND THE 
CULTURAL ASSETS OF THE RESPECTIVE 
COMMUNITIES THEY SERVE. A BIB- 
LIOGRAPHICAL ESSAY PRESENTS SOURC- 
ES ON THE EDUCATION OF CULTURALLY 
DIFFERENT AND LOW-INCOME GROUPS 
AND SOURCES DEALING WITH THE EF- 
FECTS OF CONQUEST, COLONIALISM, AND 
CULTURE CHANGE. (SF) 
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DESCRIPTORS *ACTIVITIES, *CLINICS, 
*MEDICAL SERVICES, *MIGRANT HEALTH 
SERVICES, *MIGRANT WORKER PRO- 
JECTS, CONFERENCES, DENTAL CLINICS, 
DISEASES, FLORIDA MIGRANT HEALTH 
PROJECT, HEALTH EDUCATION, MIGRANT 
HOUSING, MIGRANTS, NURSING, PERSON- 
NEL, REFERRAL, U. S. PUBLIC HEALTH 
SERVICE, VISION TESTS, 
THE FOURTH ANNUAL PROGRESS RE- 
PORT OF THE FLORIDA MIGRANT HEALTH 


PROJECT INDICATES THAT IN 1966-67 
THERE WAS AN APPRECIABLE INCREASE 
IN THE AMOUNT AND VARIETY OF MI- 
GRANT HEALTH SERVICES RENDERED, 
THE NUMBER OF MIGRANTS CONTACTED, 
AND THE ACTIVITIES PERFORMED BY 
PROJECT PERSONNEL. MIGRANT HEALTH 
SERVICE REFERRALS INCREASED BY 
1,222 OVER THE SAME PERIOD THE PRE- 
VIOUS YEAR. THE NUMBER OF MEDICAL 
CLINICS INCREASED, PROVIDING SUCH 
SERVICES AS DENTAL CLINICS, VISION 
TESTS, MEDICAL SERVICES, NURSING, 
AND DIABETES SCREENING. SOME AD- 
VANCES WERE MADE IN IMPROVED MI- 
GRANT HOUSING AND HEALTH EDUCA- 
TION ACTIVITIES. PLANS FOR THE FU- 
TURE CALL FOR AN INTENSIVE VENER- 
EAL DISEASE PROGRAM, INPATIENT HOS- 
PITAL CARE, RESUMPTION OF VISION, 
DENTAL, AND DIABETES SCREENING, AD- 
DITIONAL MEDICAL AND DENTAL CLIN- 
ICS, AND HOLDING A MIGRANT HEALTH 
SERVICES CONFERENCE. (JS) 
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DESCRIPTORS *CULTURAL DISADVAN- 
TAGEMENT, *CULTURALLY DISADVAN- 
TAGED, *ECONOMIC DISADVANTAGEM- 
ENT, *ECONOMICALLY DISADVANTAGED, 
COOP. EXTENSION SERVICE, EMPLOYM- 
ENT, HEALTH, HOUSING, INCOME, LOW IN- 
COME, MIGRANTS, NEGROES, PART TIME 
JOBS, PARTICIPATION, RETARDATION, 
RURAL POPULATION, SCHOOL HOLDING 
POWER, SEX (CHARACTERISTICS), SOCIAL 
PROBLEMS, SOCIAL RELATIONS, STATUS, 
UNEMPLOYED, URBAN POPULATION, 
WELFARE, 

THE PURPOSE OF THIS PUBLICATION 
WAS TO IDENTIFY POVERTY AND TO DES- 
CRIBE PARTICULAR POVERTY SITUA- 
TIONS IN KENTUCKY. POVERTY IS DES- 
CRIBED AS BEING A CONDITION OF DEP- 
RIVATION IN ANY ASPECT OF LIVING 
WHICH HANDICAPS A PERSON IN ACQUIR- 
ING THE GOOD THINGS OF LIFE. FOR 
MEASURING THE EXTENT OF POVERTY 
IN KENTUCKY, THE FOLLOWING FACTORS 
WERE CONSIDERED-(1) INCOME, (2) EDU- 
CATION, (3) EMPLOYMENT, (4) HOUSING, (5) 
HEALTH, (6) SOCIAL PARTICIPATION, AND 
(7) WELFARE RECIPIENTS. VARIOUS TA- 
BLES ARE PRESENTED WHICH ANALYZE 
THE COMPOSITION OF THE POVERTY- 
STRICKEN SEGMENT OF THE POPULA- 
TION IN KENTUCKY. TO COMBAT THESE 
PROBLEMS OF POVERTY, THE NATIONAL 
COMMITTEE FOR ECONOMIC DEVELOP- 
MENT RECOMMENDED A NINE-POINT 
PROGRAM OF ACTION CONCERNING EDU- 
CATION AND TRAINING, AND CALLING 
FOR A COMBINATION OF FEDERAL, 
STATE, LOCAL, AND PRIVATE EFFORT. 
THE PROGRAM WAS PRESENTED VERY 
BRIEFLY IN THE PUBLICATION. (ES) 
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RAWSON, MARGARET B. 
A BIBLIOGRAPHY ON THE NATURE, RECOG- 
NITION AND TREATMENT OF LANGUAGE 
DIFFICULTIES. 

ORTON SOCIETY, POMFRET, CONN. 
PUBDATE 66 
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DESCRIPTORS *APHASIA, *LANGUAGE 
HANDICAPS, *READING DIFFICULTIES, 
*REMEDIAL INSTRUCTION, ASSOCIATIVE 
LEARNING, BEHAVIOR GENETICS, BEN- 
DER GESTALT TEST FOR YOUNG CHIL- 
DREN, DYNAMIC NEUROLOGY, LATERAL 
DOMINANCE, LEARNING READINESS, 
LINGUISTICS, MONTESSORI METHOD, 
STUTTERING, VERBAL ABILITY, VISUAL- 
LY HANDICAPPED, WISC, 

A SELECTED READING AND REF- 
ERENCE LIST OF PUBLICATIONS FROM 
1896 TO 1966 ON THE NATURE, RECOGNIT- 
ION, AND TREATMENT OF LANGUAGE 
DIFFICULTIES IS PRESENTED. THE TI- 
TLES WERE SELECTED ON THE BASIS OF 
RELEVANCE TO THE GENERAL INTER- 
ESTS AND SPECIFIC NEEDS OF PEOPLE 
CONCERNED WITH LANGUAGE DISOR- 
DERS, PARTICULARLY WITH A SPECIFIC 
LANGUAGE DISABILITY. MATERIALS 
ARE ORGANIZED UNDER THE FOLLOW- 
ING CATEGORIES-—(1) MEDICINE, NEURO- 
LOGY, AND PSYCHOLOGY, (2) LANGUAGE 
AND SEMANTICS, (3) EDUCATION, (4) VAR- 
IOUS DEVELOPMENTAL AND REMEDIAL 
APPROACHES TO LANGUAGE LEARNING, 
(5) SPECIFIC LANGUAGE DISABILITY, (6) 
PSYCHOLOGICAL, ACHIEVEMENT, AND 
DIAGNOSTIC TESTS, (7) MANUALS, WORKB- 
OOKS, INSTRUCTIONAL MATERIALS, AND 
TEXTS FOR STUDENTS, (8) JOURNALS--AN- 
NUAL, QUARTERLY, MONTHLY, AND (9) 
BIBLIOGRAPHIES. AN EVALUATIVE AN- 
NOTATION APPEARS WITH EACH ITEM. 
MANY NEW PAPERBACK EDITIONS ARE 
MENTIONED AND CURRENT PRICES ARE 
GIVEN WHEN KNOWN. THIS DOCUMENT IS 
AVAILABLE FROM THE ORTON SOCIETY, 
BOX 153, POMFRET, CONNECTICUT, AND 
FROM THE EDUCATORS PUBLISHING 
SERVICE, CAMBRIDGE, MASSACHUSETTS 
02139, FOR $1.50. (LS) 


ED 013 702 RE 000 106 
RAYGOR,ALTON L. BENNETT, DALE E. 
A GUIDE TO HIGH SCHOOL AND COLLEGE 
READING TESTS. 

MINNESOTA UNIV., MINNEAPOLIS 
PUBDATE 65 

EDRS PRICE MF-$0.50 HC-$2.40 58P. 

DESCRIPTORS *BIBLIOGRAPHIES, 
*GROUP TESTS, ‘READING TESTS, 
*SCREENING TESTS, ADULT STUDENTS, 
COLLEGE STUDENTS, HIGH SCHOOL STU- 
DENTS, TEST CONSTRUCTION, TEST SE- 
LECTION, TEST VALIDITY, 

FIFTY-ONE SURVEY-TYPE GROUP 
READING TESTS DESIGNED FOR USE 
WITH HIGH SCHOOL AND COLLEGE STU- 
DENTS ARE SUMMARIZED AND RE- 
VIEWED BRIEFLY. INFORMATION IS 
GIVEN ON THE RELIABILITY, VALIDITY, 
CONTENT, NUMBER OF FORMS, GRADE 
LEVEL, WORKING AND ADMINISTRATION 
TIME, DATA, PUBLISHER, GENERAL ABIL- 
ITIES MEASURED, AND AUTHORS OF 
EACH TEST. COMMENTS ABOUT TEST 
WEAKNESSES SELECTED FROM CRITICAL 
REVIEWS BY SPECIALISTS IN THE FIELD 
OF READING FOR THE BENEFIT OF PROS- 
PECTIVE TEST USERS ARE PRESENTED. 
ELEVEN OTHER HIGH SCHOOL AND 
ADULT TESTS ON WHICH ONLY LIMITED 
DATA WERE AVAILABLE ARE DESCRIBED 
IN CHART FORM. THE GUIDE INCLUDES 
ADDRESSES OF TEST PUBLISHERS AND 
REFERENCES FOR REVIEWS OF TEST INS- 
TRUMENTS. (LS) 
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PUB DATE DEC 66 
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DESCRIPTORS *PRESERVICE EDUCAT- 
ION, *READING RESEARCH, *SIMULAT- 
ION, *TEACHER EDUCATION, *TEACHER 
IMPROVEMENT, INFORMAL READING IN- 
VENTORY, INSTRUCTIONAL FILMS, READ- 
ING INSTRUCTION, READING LEVEL, 
READING MATERIALS, UNIVERSITY OF 
OREGON, 

AN ATTEMPT TO IMPROVE THE RELIA- 
BILITY, VALIDITY, AND EFFICIENCY OF 
ALL READING INSTRUCTION BY MODIFY- 
ING CERTAIN DIMENSIONS OF TEACHER 
BEHAVIOR IS REPORTED. A SURVEY IN 
OREGON INDICATED THAT TO DETER- 
MINE THE FUNCTIONAL READING LEVEL 
OF STUDENTS, 74 PERCENT OF THE 
TEACHERS USED GRADE EQUIVALENT 
SCORES FROM ACHIEVEMENT TESTS, 24 
PERCENT USED INFORMATION FROM CU- 
MULATIVE FOLDERS, AND 30 PER CENT 
USED COMBINATIONS, MATERIALS WERE 
DEVELOPED TO GIVE PROSPECTIVE 
TEACHERS AN OPPORTUNITY TO LEARN 
THE MARKING CODE OF THE INFORMAL 
READING INVENTORY, TO PRACTICE, AND 
TO EVALUATE THEIR SKILL. A SERIES OF 
SIMULATED INSTRUCTIONAL FILMS AND 
PRINTED MATERIALS WAS DEVISED. THE 
PROCESS EXPERIENCED BY THE TEACH- 
ERS IN THREE CLASS PERIODS IS DESC- 
RIBED. ONE HUNDRED UNDERGRA- 
DUATE STUDENTS WERE STUDIED TO 
DETERMINE THE EFFICIENCY OF THE 
MATERIAL. THE RESULTS INDICATED 
THAT TEACHERS, AFTER VIEWING SIMU- 
LATED MATERIAL, WERE 92 PERCENT AC- 
CURATE IN ASSESSING FUNCTIONAL 
READING LEVEL, AFTER REVISION OF 
THE MATERIAL, A SECOND STUDY WAS 
CONDUCTED WITH 50 SUBJECTS. THE RE- 
SULTS INDICATED 94 PERCENT ACCURAC- 
Y. A DISCUSSION OF TRANSFER INTO AC- 
TUAL CLASSROOM PRACTICE AND REF- 
ERENCES ARE INCLUDED. (BK) 
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SPACHE, GEORGE D. 
READING TECHNOLOGY. 
PUBDATE DEC 66 
EDRS PRICE MF-$0.25 HC-$0.64 14P. 

DESCRIPTORS *COMPUTER ASSISTED 
INSTRUCTION, *INSTRUMENTATION, 
*READING INSTRUCTION, ‘*REVIEW 
(REEXAMINATION), *TECHNOLOGICAL 
ADVANCEMENT, INSTRUCTIONAL MaA- 
TERIALS, LANGUAGE, PHONICS, READING 
MATERIALS, TEACHING MACHINES, 

THE PRESENT AND FUTURE APPLICA- 
TIONS OF CERTAIN SCIENTIFIC DEVICES 
AND THEORIES TO INSTRUCTION IN 
READING ARE REVIEWED. A NUMBER OF 
DEVICES BASED ON COMPUTER-ASSIST- 
ED INSTRUCTION, INCLUDING THE TALK- 
ING TYPEWRITER, ORTHOGRAPHIC AR- 
RANGEMENT, RELATIONSHIP OF WORD 
LENGTH AND MEANING, LETTER SE- 
QUENCES AND THE RELATIONSHIP TO 
PRONUNCIATION RULES, AND PRO- 
GRAMMED MATERIALS ARE DISCUSSED. 
THE CURRICULAR IMPLICATIONS AND 
APPLICATIONS OF THE DEVICES IN- 
CLUDE THE SEQUENCE IN TEACHING 
PHONICS, THE CONSISTENCY OF PHONIC 
COMBINATIONS AND STRUCTURAL UNITS 
IN MATERIALS TO FORMULATE GEN- 
ERALIZATIONS, THE PREPARATION OF 
TEXTUAL MATERIAL DEALING WITH 
SENTENCE PATTERNS, THE INFLUENCE 
OF SEMANTIC CONSTRAINTS UPON THE 
POSSIBILITY OF DERIVING MEANING 
FROM AN UNKNOWN WORD, THE PRO- 
CESSING AND RECODING OF LANGUAGE, 


RE 000 135 


BETTER TYPES OF READING AND PRE. 
READING EXPERIENCES, THE PROCESS. 
ES AND STAGES OF COMPREHENSION, 
READABILITY MEASURES AND FORMU. 
LAS, AND INFORMATION RETRIEVAL. RE- 
FERENCES ARE INCLUDED. (BK) 
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BEGGS,DONALDL, HIERONYMUS, AL- 
BERT N. 
UNIFORMITY OF GROWTH IN THE BASIC 
SKILLS THROUGHOUT THE SCHOOL YEAR 
AND DURING THE SUMMER. 
PUBDATE FEB 67 
EDRS PRICE MF-$0.25 HC-$0.44 9P. 
DESCRIPTORS *ACHIEVEMENT TESTS, 
*GRADE EQUIVALENT SCALES, *STAN- 
DARDIZED TESTS, *TEST INTERPRETAT- 
ION, GROUP TESTS, INTERNAL SCALING, 
THE ASSUMPTION THAT ONE-TENTH OF 
THE YEARLY GROWTH IN ALL ACHIEVE- 
MENT AREAS TAKES PLACE EACH MONTH 
OF THE SCHOOL YEAR AND THAT ONE- 
TENTH OF THE YEARLY GROWTH OCCURS 
DURING THE SUMMER MONTHS WAS INV- 
ESTIGATED. THE STUDY WAS CONDUCTED 
IN CONNECTION WITH THE ANNUAL IOWA 
BASIC SKILLS TESTING PROGRAM IN THE 
STATE OF IOWA. MEDIANS FOR THE 11 
SUBTESTS WERE ESTABLISHED AS OF 
JANUARY 15, ADDITIONAL ADMINISTRA- 
TIONS OF THE TESTS WERE CONDUCTED 
AROUND APRIL 15 AND OCTOBER 15. DATA 
BEARING ON SUMMER GROWTH WERE OB- 
TAINED LATE IN MAY AND EARLY IN 
SEPTEMBER. THE SCHOOL-YEAR PHASE 
WAS CONDUCTED IN GRADES 3-4, 4-5, AND 
5-6. THE SUMMER PHASE WAS CONDUCT- 
ED IN GRADES 5-6. THE EXPECTED DIS. 
TRIBUTIONS WERE OBTAINED BY INTER- 
POLATING BETWEEN THE DISTRIBU- 
TIONS OBTAINED FOR THE SAMPLES IN 
THE JANUARY PROGRAMS. THE MEDIANS 
OF THE EXPECTED DISTRIBUTIONS 
WERE SIGNIFICANTLY DIFFERENT FROM 
THE MEDIANS OF THE OBTAINED DISTRI- 
BUTIONS OF OCTOBER AND APRIL. FIND- 
INGS INDICATED THAT THE ASSUMPTION 
OF UNIFORM GROWTH THROUGHOUT THE 
SCHOOL YEAR WAS QUESTIONABLE. NO 
ONE ALTERNATIVE ASSUMPTION AP- 
PEARED TO BE MORE APPROPRIATE. THE 
MAJOR RESULTS ARE SUMMARIZED IN 
TABULAR FORM. (RH) 


ED 013 706 E 000 239 
CURTIS,ALICE AND OTHERS 
READING FOR THE GIFTED-GUIDED EX- 
TENSION OF READING SKILLS THROUGH 
LITERATURE. PART 1, APPRECIATING THE 
CONTRIBUTIONS OF ONE AUTHOR... 
LOS ANGELES CITY SCHOOLS, CALIF. 
REPORTNUMBER LACS-INSTR-BULL-EC- 
112 
PUBDATE 66 
EDRS PRICE MF-$0.50 HC-$4.48 110P. 
DESCRIPTORS *GIFTED, *INTERMEDI- 
ATE GRADES, *LITERATURE APPRECIAT- 
ION, *READING INSTRUCTION, *TEACH- 
ING GUIDES, CHILDRENS BOOKS, GRADE 
5, GRADE 6, LOS ANGELES CITY SCHOOLS, 
THIS TEACHING GUIDE IS PRESENTED 
TO ASSIST THE TEACHER IN WHOSE 
CLASSES ARE ONE OR MORE GIFTED PU- 
PILS READING ABOVE GRADE LEVEL. DE- 
SIGNED FOR USE WITH GIFTED PUPILS AT 
GRADES FIVE AND SIX, PART 1 PROVIDES 
GUIDANCE FOR TEACHING THE CONTRI- 
BUTIONS OF ONE AUTHOR’ TO 
CHILDREN’S LITERATURE. THE METHOD 
USES THREE GROUPINGS OF BOOKS. THE 
“A” BOOK, “ALONG CAME A DOG” BY MEIN- 





DERT DE JONG, IS USED TO STIMULATE 
THE CHILDREN TO READ THE “B” AND “C” 
BOOKS AND IS ANALYZED IN DETAIL, 
THE FOUR “B” BOOKS, ALSO BY DE JONG, 
ARE INDIVIDUALLY READ, DISCUSSED, 
EVALUATED, AND COMPARED TO THE “A” 
BOOK AND TO EACH OTHER. THE FIFTEEN 
“C” BOOKS ARE NOT INDIVIDUALLY ANA- 
LYZED, BUT ARE READ INDEPENDENTL- 
Y. THEY PROVIDE A RICHER BACK- 
GROUND FOR AN IN-DEPTH ANALYSIS OF 
THE “A” AND “B” BOOKS AND SHOULD BE 
READ CONCURRENTLY WITH THE OTHE- 
RS. GUIDANCE FOR THE TEACHER IN- 
CLUDES SUGGESTIONS FOR MOTIVATING 
THE PUPILS, FOR INTRODUCING THE 
STORY, FOR SETTING UP PURPOSES FOR 
READING, FOR TEACHING VOCABULARY, 
AND FOR GUIDING QUESTIONS FOR DIS- 
CUSSING IMPORTANT ELEMENTS OF 
CHARACTERIZATION, PLOT DEVELOPM- 
ENT, AND STYLE. SYNOPSES ARE GIVEN 
FOR EACH OF THE “B” AND “C” BOOKS. 
BACKGROUND INFORMATION ABOUT THE 
AUTHOR AND THE ILLUSTRATOR IS PROV- 
IDED. (RH) 


ED 013 707 RE 000 240 
PENROSE,ROBERT AND OTHERS 
READING FOR THE GIFTED-GUIDED EX- 
TENSION OF READING SKILLS THROUGH 
LITERATURE. PART 2, APPRECIATING THE 
CONTRIBUTIONS OF SCIENCE THROUGH 
BIOGRAPHY... 

LOS ANGELES CITY SCHOOLS, CALIF. 
REPORTNUMBER LACS-INSTR-BULL-EC- 

118 
PUBDATE 66 
EDRS PRICE MF-$0.50 HC-$4.12 101P. 

DESCRIPTORS *GIFTED, *READING IN- 
STRUCTION, ‘*SCIENCE EDUCATION, 
*TEACHING GUIDES, BIOGRAPHIES, 
GRADE 5, GR.’ DE 6, LITERATURE APPRE- 
CIATION, L.°S ANGELES CITY SCHOOLS, 
SCIENCE MATERIALS, 

THIS TEACHING GUIDE IS DESIGNED 
FOR USE WITH GIFTED PUPILS AT 
GRADES FIVE AND SIX WHO ARE READ- 
ING TWO OR MORE LEVELS ABOVE THEIR 
GRADE PLACEMENT. THE GUIDE ALSO 
PROVIDES GUIDANCE FOR THE STUDY OF 
BIOGRAPHY THROUGH SCIENCE LITERA- 
TURE. SUCH READING SKILLS AS ANA- 
LYZING THE AUTHOR’S PURPOSE, HIS OR- 
GANIZATION, PERSONALITY AND STYLE, 
UNDERSTANDING FIGURATIVE LANGU- 
AGE, SYMBOLISM, IMPLICATIONS, THE 
THEME OR CENTRAL PURPOSE, AND 
TONE, GAINING INSIGHT INTO HUMAN 
BEHAVIOR, AND UNDERSTANDING THE 
INFLUENCE OF ENVIRONMENT ON CHAR- 
ACTER ARE DEVELOPED. THREE GROUP- 
INGS OF BOOKS ARE USED. THE “A” BOOK 
IS “BREAKTHROUGHS IN SCIENCE” BY 
ISAAC ASIMOV. QUESTIONS ARE PROVID- 
ED TO HELP THE CHILD TO ACQUIRE UN- 
DERSTANDINGS IN THE AREA OF 
SCIENCE AND TO IMPROVE HIS PROFI- 
CIENCY IN THE USE OF READING SKILLS. 
THE FOUR “B” BOOKS, BIOGRAPHIES OF 
GALILEO, ALBERT SCHWEITZER, LOUIS 
AGASSIZ, AND ROBERT GODDARD, ARE 
USED TO DEVELOP APPRECIATIONS IN 
THE AREA OF BIOGRAPHICAL LITERAT- 
URE. THE 15 “C” BOOKS ARE TO BE READ 
INDEPENDENTLY AND USED FOR DISC- 
USSION. IN ADDITION TO TEACHING 
SUGGESTIONS, SYNOPSES OF ALL THE 
BOOKS ARE GIVEN. BACKGROUND INFOR- 
MATION FOR THE TEACHER, A GLOSSARY, 
ein A BIBLIOGRAPHY ARE INCLUDED. 
(RH) 


ED 013 708 RE 000 242 
CUSHENBERY, DONALD C. 

THE JOPLIN PLAN AND CROSS GRADE 
GROUPING. 

PUBDATE MAY 67 

EDRS PRICE MF-$0.25 HC-$0.92 21P. 

DESCRIPTORS ‘ABILITY GROUPING, 
*GROUPING (INSTRUCTIONAL PURPOSES), 
*READING INSTRUCTION, *READING RE- 
SEARCH, INTERMEDIATE GRADES, JO- 
PLIN PLAN, UNIVERSITY OF OMAHA, 

THIS PAPER ON THE JOPLIN PLAN IN- 
CLUDES AN OUTLINE OF HISTORICAL 
MOVEMENTS LEADING TO THE JOPLIN 
PLAN AS IT IS KNOWN TODAY, A DESCRIP- 
TION OF THE PLAN AS IT IS USED IN JO- 
PLIN, A SURVEY OF VARIOUS STUDIES 
WHICH HAVE EMPLOYED THE PLAN, AND 
A DISCUSSION OF ITS ADVANTAGES AND 
LIMITATIONS. TYPICALLY, THE JOPLIN 
PLAN GROUPS MIDDLE-GRADE CHIL- 
DREN FOR READING INSTRUCTION ON 
THE BASIS OF SCORES MADE ON READING 
ACHIEVEMENT TESTS AND TEACHER OB- 
SERVATIONS, REGARDLESS OF GRADE 
PLACEMENT. THE GROUPS ARE NOT CON- 
SIDERED HOMOGENEOUS, HOWEVER, 
AND INDIVIDUAL DIFFERENCES MUST 
STILL BE RECOGNIZED. SOME ADVAN- 
TAGES ARE THAT PUPILS ARE PLACED AT 
READING LEVELS WHERE SUCCESS IS 
POSSIBLE, THAT READING INSTRUCTION 
ACQUIRES NEW IMPORTANCE, THAT 
TEACHERS APPARENTLY ARE STIMULAT- 
ED TO BETTER PERFORMANCE, THAT 
READING ACHIEVEMENT AS MEASURED 
BY STANDARDIZED TESTS MAY BE IN- 
CREASED, AND THAT PARENTS APPROVE 
WHEN THE PLAN IS CAREFULLY EXP- 
LAINED. SOME LIMITATIONS ARE THAT 
SOCIAL PRESSURE MAY RESULT WHEN 
FOURTH- AND SIXTH-GRADE PUPILS ARE 
IN THE SAME READING CLASS, THAT 
POOR ACADEMIC INTEGRATION MAY RE- 
SULT IF COMMUNICATION BETWEEN THE 
READING TEACHER AND THE HOMEROOM 
TEACHER IS INSUFFICIENT, AND THAT 
THE PLAN MAY BE INEFFECTIVE IF NO 
PROVISION IS MADE FOR INDIVIDUAL 
DIFFERENCES WITHIN THE READING 
GROUP. REFERENCES ARE INCLUDED. 
THIS PAPER WAS PRESENTED AT THE IN- 
TERNATIONAL READING ASSOCIATION 
CONFERENCE (SEATTLE, MAY 4-6, 1967). 
(RH) 


ED 013 709 RE 000 257 
HAFNER, LAWRENCE E. 

WHAT MATERIALS SHOULD BE USED IN 
COLLEGE READING COURSES. 

PUB DATE MAY 67 

EDRS PRICE MF-$0.25 HC-$1.16 27P. 

DESCRIPTORS *COLLEGE STUDENTS, 
*LANGUAGE ARTS, *READING DIFFICUL- 
TY, *READING MATERIALS, COMPUTER 
ASSISTED INSTRUCTION, MECHANICAL 
TEACHING AIDS, READING ACHIEVEM- 
ENT, READING INSTRUCTION, READING 
SKILLS, STUDY SKILLS, 

COLLEGE STUDENTS AND THEIR READ- 
ING PROBLEMS AND SOME MATERIALS 
WHICH MIGHT BE USED TO UPGRADE 
READING SKILLS ARE DISCUSSED. PROB- 
LEMS IN LANGUAGE ARTS INCLUDE THE 
LACK OF SKILL IN STUDYING, LISTENING, 
WRITING, SPEAKING, AND DIFFICULTY IN 
UNDERSTANDING THE UNDERLYING 
CONCEPTS OF SPECIALIZED VOCABULAR- 
Y. PERSONAL PROBLEMS SUCH AS ANXIE- 
TY ASSOCIATED WITH POOR ACHIEVEM- 
ENT, LACK OF MOTIVATION, AND LACK OF 
EGO STRENGTH ARE RELATED TO ACHI- 
EVEMENT IN SCHOLASTIC SUBJECTS. 
THE MATERIALS WHICH CAN BE USED TO 


BUILD SKILLS OF COLLEGE READERS 
ARE CLASSIFIED AS READING MANUALS 
AND BOXED MATERIALS. THE USE OF MA- 
CHINES, COMPUTER-ASSISTED IN- 
STRUCTION, NEWSPAPERS, MAGAZINES, 
AND PAPERBACKS IS DISCUSSED. THE 
USE OF MATERIALS DEPENDS ON THE IN- 
STRUCTIONAL TECHNIQUES WHICH AC- 
COMPANY THEM. BRIEF DESCRIPTIONS 
OF 12 SELECTED READING MANUALS, 
STUDY MANUALS, AND BOXED MATERI- 
ALS ARE PROVIDED. REFERENCES ARE 
INCLUDED. THIS PAPER WAS PRESENTED 
AT THE INTERNATIONAL READING ASSO- 
CIATION CONFERENCE (SEATTLE, MAY 4- 
6, 1967). (BK) 


ED 013 710 RE 000 262 
HUMPHREY, JACK W. 

IN-CLASS GROUPING TO CARE FOR INDIVI- 
DUAL NEEDS. 

PUBDATE MAY 67 

EDRS PRICE MF-$0.25 HC-$0.48 10P. 

DESCRIPTORS ‘*ABILITY GROUPING, 
*HIGH SCHOOLS, *REMEDIAL READING 
PROGRAMS, EVANSVILLE PUBLIC 
SCHOOLS, READING MATERIALS, 

AN IN-CLASS GROUPING PLAN IS PRE- 
SENTED FOR AIDING STUDENTS ENTER- 
ING HIGH SCHOOL WITH INSTRUCTIONAL 
READING LEVELS AS LOW AS GRADES 
TWO AND THREE. THESE PUPILS WERE 
ASSIGNED TO A CLASS CALLED READING 
1 AND WERE TO CONTINUE TO READING 2, 
3, OR 4 FOR A TOTAL OF FOUR SEMESTERS 
OR UNTIL THEY HAD REACHED A SE- 
VENTH-GRADE INSTRUCTIONAL LEVEL. 
MOST OF THE TEACHERS HAD A READING 
SPECIALIST LICENSE, AND MOST CLASS- 
ES WERE TAUGHT IN A SPECIALLY 
EQUIPPED DEVELOPMENTAL READING 
ROOM. ON THE BASIS OF TEST SCORES 
ACHIEVED ON THE GATES READING SUR- 
VEY, THE LORGE-THORNDIKE NON-VER- 
BAL INTELLIGENCE TEST, THE STAN- 
FORD-BINET INTELLIGENCE TEST, THE 
BOTEL READING INVENTORY, AND ON 
THE PEABODY PICTURE VOCABULARY 
TEST AS NEEDED, CLASSES WERE DIVID- 
ED INTO THREE GROUPS. FOR EXAMPLE, 
IN A READING 1 CLASS OF 15 STUDENTS, 
GROUP 1 HAD SIX PUPILS WITH A FIFTH- 
GRADE INSTRUCTIONAL LEVEL, GROUP 2 
HAD SIX PUPILS AT THE FOURTH-GRADE 
LEVEL, AND GROUP 3 HAD THREE PUPILS 
AT THE SECOND- OR THIRD-GRADE 
LEVEL. DURING THE READING PERIOD, 
ONE OF THE GROUPS WAS GIVEN IN- 
STRUCTION WHILE THE OTHERS WORKED 
ON A BASIC ASSIGNMENT. A VARIETY OF 
MATERIALS AND TECHNIQUES SUS- 
TAINED INTEREST. A WEEK’S PROGRAM 
IN READING 1 IS DESCRIBED. THE MA- 
TERIALS USED IN THE PLAN ARE LISTED 
IN THE BIBLIOGRAPHY. THIS PAPER WAS 
PRESENTED AT THE INTERNATIONAL 
READING ASSOCIATION CONFERENCE 
(SEATTLE, MAY 4-6, 1967). (RH) 


ED 013711 RE 000 266 
KARLIN, ROBERT 
A THREE-PRONGED ATTACK ON VOCABU- 
LARY DEVELOPMENT. 
PUBDATE MAY 67 
EDRS PRICE MF-$0.25 HC-$0.64 14P. 
DESCRIPTORS *GUIDELINES, *READING 
COMPREHENSION, *TEACHING TECH- 
NIQUES, *VOCABULARY DEVELOPMENT, 
“VOCABULARY SKILLS, CONCEPT FOR- 
MATION, QUEENS COLLEGE OF THE CITY 
UNIVERSITY OF NEW YORK, STUDY 
SKILLS, TEACHING METHODS, WORD 
LISTS, 


79 





STATUS STUDIES OF THE,RELATION- 
SHIP BETWEEN VOCABULARY, SIZE AND 
THE EXTENT OF READING SUPPORT THE 
BELIEF THAT MORE AVID READERS 
HAVE RICHER VOCABULARIES. HOWEV- 
ER, STUDIES OF DIRECT EFFORTS TO IN- 
CREASE VOCABULARY THROUGH WIDE 
READING ALONE HAVE NOT YIELDED SA- 
TISFACTORY RESULTS. HENCE, WIDE 
READING COMBINED WITH DIRECT AND 
INDIRECT APPROACHES IS RECOMMEND- 
ED FOR A COMPREHENSIVE PROGRAM IN 
VOCABULARY DEVELOPMENT. SUGGEST- 
ED GUIDELINES EMPHASIZE THE USE OF 
INDIVIDUAL WEAKNESSES IN DETER- 
MINING THE DEGREE OF INVOLVEMENT 
IN VOCABULARY STUDY, THE STUDY OF 
WORDS IN CONTEXT, THE STUDY OF 
WORKING RATHER THAN ESOTERIC VO- 
CABULARIES, AND THE APPLICATION OF 
WORD LEARNING. THE USE OF CONTEX- 
TUAL AND STRUCTURAL CLUES, THE 
STUDY OF WORD ORIGINS AND MULTIPLE 
MEANINGS, THE STUDY OF WORD LISTS 
IN RELATION TO STUDENTS’ ACTIVITIES, 
AND THE USE OF PROGRAMED MATERI- 
ALS ARE RECOMMENDED TO HELP STU- 
DENTS BROADEN AND EXTEND THEIR 
VOCABULARIES. REFERENCES ARE INC- 
LUDED. THIS PAPER WAS PRESENTED AT 
THE INTERNATIONAL READING ASSOCIA- 
TION CONFERENCE (SEATTLE, MAY 4-6, 
1967). (NS) 


ED 013 712 24 RE 000 296 
YARINGTON, DAVID JON 

A STUDY OF THE RELATIONSHIPS BE- 
TWEEN THE READING DONE BY COLLEGE 
FRESHMEN AND APTITUDE AND SCHOLAS- 
TIC ACHIEVEMENT. 

OHIO UNIV., ATHENS 

REPORTNUMBER BR-5-8421 

PUBDATE 67 

CONTRACT OEC-6-10-315 

EDRS PRICE MF-$1.00 HC-$9.92 246P. 

DESCRIPTORS *COLLEGE FRESHMEN, 
*READING ACHIEVEMENT, *READING RE- 
SEARCH, *TIME BLOCKS, ACADEMIC 
ACHIEVEMENT, ACADEMIC APTITUDE, 
ATHENS, GRADE POINT AVERAGE, OHIO, 
READING SKILLS, READING SPEED, 

THE AMOUNT AND KIND OF READING 
DONE BY COLLEGE FRESHMEN AND THE 
NUMBER OF HOURS DEVOTED TO IT DUR- 
ING AN ACADEMIC YEAR WERE RELATED 
TO APTITUDE AS MEASURED BY THE AM- 
ERICAN COLLEGE TESTING PROGRAM 
BATTERY (ACT) AND GRADE POINT AVE- 
RAGE. TIME CHART FORMS WERE USED 
TO COLLECT THE DATA. CHARTS WERE 
KEPT BY OHIO UNIVERSITY FRESHMEN 
MEN FOR 28 WEEKS. THE TOTAL SAMPLE 
WAS 3,426. MEAN SCORES AND CORRELA- 
TIONS WERE USED TO ANALYZE THE 
DATA. THE MEAN NUMBER OF HOURS 
SPENT READING PER WEEK BY FRESH- 
MEN WAS 14. FRESHMEN SEEMED TO 
READ MORE IMMEDIATELY PRIOR TO 
EXAMINATIONS. THERE WAS A NEGA- 
TIVE CORRELATION BETWEEN HOURS 
SPENT READING SOCIAL SCIENCE AND 
ACT. THE DATA SEEMED TO INDICATE 
THAT THE APPARENTLY MORE INDUS- 
TRIOUS STUDENTS REPORTED THE HI- 
GHEST NUMBER OF PAGES READ. THE 
READING RATES AMONG VARIOUS 
SUBJECT MATTER VARIED SIGNIFIC- 
ANTLY. FRESHMEN SEEMED TO READ 
MORE PAGES IN SOCIAL SCIENCE AND 
ENGLISH THAN IN OTHER SUBJECT 
AREAS. THE NUMBER OF HOURS DEVOT- 
ED TO NEWSPAPERS, MAGAZINES, AND 
UNREQUIRED NOVELS EXCEEDED 3 
HOURS PER WEEK. THE TIME SPENT 
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STUDYING VARIED FROM WEEK TO WEEK, 
ADDITIONAL RESULTS, CONCLUSIONS, A 
BIBLIOGRAPHY, CORRELATION TABLES, 
AND APPENDIXES ARE INCLUDED. (BK) 


ED 013713 | RE 000 304 
SHELDON, WILLIAM D. AND OTHERS 
COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 

SYRACUSE UNIV., N.Y. 

REPORTNUMBER CRP-3231 
REPORTNUMBER BR-5-0582 

PUBDATE 67 

CONTRACT OEC-6-10-076 

EDRS PRICE MF-$0.75 HC-$6.04 149P. 

DESCRIPTORS *BASIC READING, 
*GRADE 2, *READING ACHIEVEMENT, 
*READING COMPREHENSION, *READING 
RESEARCH, ATTITUDES, INTERPRETIVE 
READING, LINGUISTICS, ORAL READING, 
READING INSTRUCTION, READING PRO- 
GRAMS, SEX DIFFERENCES, SILENT 
READING, SYRACUSE UNIVERSITY, WRIT- 
ING SKILLS, 

A CONTINUATION OF A FIRST-GRADE 
STUDY OF THREE APPROACHES TO BE- 
GINNING READING AND OF THEIR EF- 
FECT ON GROWTH IN COMPREHENSION 
AND INTERPRETATION SKILL IS REP- 
ORTED. THE BASAL, THE MODIFIED 
LINGUISTIC, AND THE LINGUISTIC AP- 
PROACHES WERE STUDIED. TWENTY-ONE 
SECOND-GRADE CLASSROOMS IN THREE 
CENTRAL NEW YORK SCHOOL DISTRICTS 
PARTICIPATED IN THE EXPERIMENT 
WHICH LASTED 140 DAYS. THE COMMUNI- 
TIES IN WHICH THE EXPERIMENT TOOK 
PLACE AND THE MATERIALS USED ARE 
DESCRIBED. READINESS, — INTELLI- 
GENCE, AND ACHIEVEMENT TESTS WERE 
ADMINISTERED. ANALYSES OF VARI- 
ANCE AND COVARIANCE WERE USED TO 
ANALYZE THE DATA. THE PARAGRAPH 
MEANING SCORES OF THE STANFORD 
TEST WERE NOT SIGNIFICANTLY DIFFER- 
ENT AMONG THE GROUPS. THE MEAN 
SCORE OF THE LINGUISTIC GROUP WAS 
SUPERIOR ON ORAL READING COMPREH- 
ENSION. NO DIFFERENCE WAS FOUND 
WHEN WRITTEN COMPOSITIONS WERE 
ANALYZED. THE GROUPS DID NOT DIF- 
FER IN ATTITUDES TOWARD READING. 
THE TREATMENTS APPEARED TO BE 
EQUALLY SUCCESSFUL FOR BOYS IN 
BOTH HIGH AND LOW ABILITY RANGES. 
THE TREATMENTS WERE EQUALLY EF- 
FECTIVE FOR GIRLS AT ALL THREE LE- 
VELS OF ABILITY. ADDITIONAL RESULTS, 
CONCLUSIONS, A BIBLIOGRAPHY, AND AN 
APPENDIX ARE INCLUDED. (BK) 


ED 013 714 RE 000 307 
BOND,GUYL. DYKSTRA, ROBERT 
COORDINATING CENTER FOR FIRST-GRADE 
READING PROGRAMS. 

MINNESOTA UNIV., MINNEAPOLIS 
REPORTNUMBEP CRP-X-001 
REPORTNUMBER BR-5-0341 

PUBDATE FEB67 

CONTRACT OEC-5-10-264 

EDRS PRICE MF-$1.50 HC-$15.76 392P. 

DESCRIPTORS *BASIC READING, *BE- 
GINNING READING, *GRADE 1, *READING 
ACHIEVEMENT, *READING RESEARCH, 
READING INSTRUCTION, READING PRO- 
GRAMS, READING READINESS, READING 
SKILLS, SPELLING, UNIVERSITY OF MIN- 
NESOTA, 

THE FINAL REPORT FOR THE COORDI- 
NATED FIRST-GRADE STUDIES FROM THE 
OFFICE OF EDUCATION IS PRESENTED. 
THE STUDIES INVESTIGATED THE FOL- 


LOWING-(1) TO WHAT EXTENT PUPIL, 
TEACHER, CLASS, SCHOOL, AND COMMUN. 
ITY CHARACTERISTICS ARE RELATED TO 
FIRST-GRADE READING AND. SPELLING 
ACHIEVEMENT, (2) WHICH APPROACH TO 
INITIAL READING INSTRUCTION PRO. 
DUCES SUPERIOR READING AND SPELL- 
ING ACHIEVEMENT AT THE. END OF 
GRADE ONE, AND (3) THE EFFECTIVE- 
NESS OF ANY PROGRAM FOR PUPILS 
WITH HIGH OR LOW READING READINESS 
SKILLS. THIS EXTENSIVE REPORT CON. 
TAINS A REVIEW OF THE LITERATURE, 
AN OVERVIEW OF THE INDIVIDUAL 
STUDIES AND OF THE PROCEDURES, 
ANALYSES OF RELATIONSHIPS AND OF 
INSTRUCTIONAL METHODS, ANALYSES 
BY READINESS LEVELS, A COMPARISON 
OF CLASS MEANS AND OF INDIVIDUAL 
ANALYSES, A DISCUSSION OF THE RELA- 
TIVE INFLUENCE OF TREATMENT AND 
PROJECTS, A SUMMARY, AND CONCLUS- 
IONS. A BIBLIOGRAPHY, FIVE APPEN- 
DIXES, AND TABLES ARE INCLUDED. (BK) 


ED 013 715 24 RE 000 317 
HARRIS, THEODORE L. AND OTHERS 
TRANSFER EFFECTS OF TRAINING INTER- 
MEDIATE GRADE PUPILS TO ADJUST READ- 
ING SPEED TO READING PURPOSE. 
WISCONSIN UNIV., MADISON 
REPORTNUMBER CRP-3137 
REPORTNUMBER BR-5-0579 

PUBDATE 66 

EDRS PRICE MF-$0.50 HC-$3.72 91P. 

DESCRIPTORS *READING RESEARCH, 
*READING SKILLS, *READING SPEED, 
*TRANSFER OF TRAINING, INTERMEDI- 
ATE GRADES, LABORATORY FOR RE- 
SEARCH IN BASIC SKILLS, UNIVERSITY 
OF WISCONSIN, 

AN INVESTIGATION WAS CONDUCTED 
TO DETERMINE WHETHER READING 
RATE VARIABILITY DEVELOPED WITH 
SHORT, TIGHTLY-CONSTRUCTED TRAIN- 
ING MATERIALS WOULD TRANSFER TO 
LONGER, MORE SCHOOL-LIKE PASSAGES 
IMMEDIATELY AFTER TRAINING AND 
ONE MONTH LATER. THE PROJECT WAS 
AN EXTENSION OF THE USOE PROJECT 
1755, “THE EXPERIMENTAL DEVELOP- 
MENT OF VARIABILITY IN RATE OF 
READING IN THE INTERMEDIATE 
GRADES.” THE SUBJECTS WERE 72 CHIL- 
DREN IN MADISON, WISCONSIN--12 GIRLS 
AND 12 BOYS IN EACH OF GRADES FOUR, 
FIVE, AND SIX--WITH READING SCORES 
BETWEEN THE 40TH AND 90TH PERCEN- 
TILES ON THE SEQUENTIAL TESTS OF 
EDUCATIONAL PROGRESS, THE CALIFOR- 
NIA ACHIEVEMENT TEST, AND THE IOWA 
READING TEST. DURING THE ORIENTA- 
TION AND TRAINING PERIODS, GROUP 1 
WORKED WITH MATERIALS FROM WHICH 
THE MAIN IDEA WAS DELETED. BOTH 
GROUPS WORKED WITH PASSAGES OF 
IDENTICAL LENGTH AND ESSENTIALLY 
THE SAME SUBJECT MATTER. NEITHER 
TRAINING METHOD, SEX, NOR GRADE 
WAS SIGNIFICANTLY RELATED TO READ- 
ING RATE VARIABILITY AS DEFINED AND 
MEASURED. HOWEVER, DATA INDICATED 
THAT ANY READING RATE VARIABILITY 
EXISTING AFTER TRAINING WAS TRANS- 
FERRED AND THAT FLEXIBILITY COULD 
BE TAUGHT IN FOURTH GRADE. SAMPLES 
OF TRAINING MATERIALS, EXAMINERS’ 
DIRECTIONS, ORIENTATION MATERIALS, 
TABLES FIGURES, AND REFERENCES 
ARE INCLUDED. TRAINING PROCEDURES 
AND MATERIALS ARE DESCRIBED. (RH) 





ED 013 716 24 RE 000 318 
ATHEY,IRENEJ. HOLMES, JACK A. 
READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME-~A THIRTY- 
YEAR THEN AND NOW STUDY AT THE JU- 
NIOR HIGH SCHOOL LEVEL. FINAL REPORT. 
OFFICE OF EDUCATION, WASHINGTON, 

D.C. 

REPORTNUMBER BR-5-8027 
REPORTNUMBER CRP-S-248 

PUBDATE 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS ‘*PERSONALITY AS- 
SESSMENT, *PERSONALITY DEVELOPM- 
ENT, *PERSONALITY STUDIES, *READING 
ACHIEVEMENT, *READING RESEARCH, 
AND WELFARE, EDUCATION, U.S. DE- 
PARTMENT OF HEALTH, UNIVERSITY OF 
CALIFORNIA, UNIVERSITY OF ROCHEST- 
ER, 

ERIKSON’S THEORY ON THE DEVELOP- 
MENT OF A HEALTHY PERSONALITY IS 
INTEGRATED WITH HOLMES’ THEORY OF 
READING IN ORDER TO DERIVE A TESTA- 
BLE HYPOTHESIS REGARDING THE CON- 
TRIBUTION OF SPECIFIED PERSONALITY 
CHARACTERISTICS TO READING SUCCESS 
AND TO VALIDATE THE FINDINGS. THE 
STUDY WAS CONDUCTED IN THE FOLLOW- 
ING THREE PHASES--THE CONSTRUCTION 
OF NEW SCALES COMPOSED OF PERSO- 
NALITY ITEMS WHICH SIGNIFICANTLY 
DIFFERENTIATED GOOD AND POOR 
READERS AT THE NINTH-GRADE LEVEL 
IN 1936, A LONGITUDINAL APPLICATION 
OF THESE SCALES TO THE SAME SAMPLE 
OF STUDENTS WHEN THEY WERE IN THE 
SEVENTH, EIGHTH, AND NINTH GRADES 
IN 1988 AND 1934, AND A CROSS-SECTION- 
AL REPLICATION AFTER 30 YEARS. FIVE 
SAMPLES WERE USED. TWO (N’S-160 AND 
130) WERE DRAWN FROM THE LONGITUDI- 
NAL STUDY (1933-35) AT THE INSTITUTE 
OF HUMAN DEVELOPMENT, UNIVERSITY 
OF CALIFORNIA. THREE COMPARABLE 
SAMPLES WERE SELECTED FROM 
GRADES SEVEN, EIGHT, AND NINE IN 1966. 
SPECIFIC PERSONALITY CHARACTERIST- 
ICS HYPOTHESIZED FROM AN INTEGRAT- 
ED ERIKSON-HOLMES THEORY WERE 
CONSISTENTLY RELATED TO READING IN 
THE SEVENTH, EIGHTH, AND NINTH 
GRADES, AND FOR TWO SIMILAR GROUPS 
30 YEARS LATER. THE REPORT INCLUDES 
TABLES, FIGURES, THE SELF-INTEREST 
INVENTORY, AND A BIBLIOGRAPHY. (RH) 


ED 013 717 E 000 322 
GIBSON,JAMES J. YONAS, PATRICIA 

THE DEVELOPMENT OF GRAPHIC ACTIVITY 
IN THE CHILD--A THEORY AND A FIRST EXP- 
ERIMENT. 

REPORTNUMBER BR-5-1213-1 

CONTRACT OEC-6-10-156 

EDRS PRICE MF-$0.25 HC-$0.76 17P. 

DESCRIPTORS *HANDWRITING DEVEL- 
OPMENT, *PERCEPTUAL DEVELOPMENT, 
*PERCEPTUAL MOTOR LEARNING, *PRES- 
CHOOL CHILDREN, *RESEARCH, COR- 
NELL UNIVERSITY, GRAPHIC ARTS, 
HANDWRITING READINESS, PICTORIAL 
STIMULI, PSYCHOMOTOR SKILLS, REIN- 
FORCEMENT, VISUAL STIMULI, WRITING 
SKILLS, 

THE THEORY OF VISIBLE DISPLAYS 
IMPLIES A CONNECTION BETWEEN THE 
DEVELOPMENT OF PERCEPTION IN THE 
CHILD AND THE DEVELOPMENT OF HIS 
CAPACITY TO MAKE THINGS THAT STIMU- 
LATE PERCEPTION. TO VERIFY THIS, TWO 
STUDIES ON THE FUNDAMENTAL GRA- 
PHIC ACT AMONG YOUNG CHILDREN CON- 
SIDERED MOTIVATING FACTORS LIKE 
THE PLEASURE OF MOVING, KINESTHE- 


SIS, ACTIVITY DRIVE, AND VISIBLE DISP- 
LAYS. ONE STUDY TESTED WHETHER THE 
ELIMINATION OF TRACE REDUCES 
SCRIBBLING ACTIVITY. FOURTEEN CHIL- 
DREN, 15 TO 38 MONTHS OLD, WERE 
ASKED TO SCRIBBLE IN A PLAY SITUA- 
TION WITH A NON-TRACING TOOL AND A 
REGULAR PENCIL. ALL THE CHILDREN 
SCRIBBLED LESS WHEN USING THE NON- 
TRACING TOOL. THIS SUPPORTS THE HY- 
POTHESIS THAT SCRIBBLING IS MOTIVAT- 
ED BY THE SATISFACTION OF SEEING A 
TRACE OF THE MOVEMENT. A SECOND 
STUDY TESTED WHETHER SCRIBBLING IS 
A PURELY MOTOR ACTIVITY. ALL FOUR 3- 
YEAR-OLDS WHO WERE ASKED TO DRAW 
IN THE AIR WITH A TRACING TOOL RE- 
FUSED TO DO SO AND REQUESTED A 
PAPER TO DRAW ON INSTEAD. THIS DOES 
NOT GIVE CONCLUSIVE EVIDENCE THAT 
SCRIBBLING IS A PURELY MOTOR ACTIVI- 
TY. IT DOES INDICATE THE ROLE OF A RE- 
CORD OF THE TRACING MOVEMENT IN 
MOTIVATING THE FUNDAMENTAL GRA- 
PHIC ACT AMONG VERY YOUNG CHILD- 
REN. REFERENCES ARE GIVEN. (NS) 


ED 013 718 RE 000 324 
BERGER, ALLEN 

EFFECTIVENESS OF FOUR METHODS OF IN- 
CREASING READING RATE, COMPREHENS- 
ION, AND FLEXIBILITY. 

SYRACUSE UNIV.,N.Y. 

REPORTNUMBER BR-6-8187 

PUBDATE 66 

CONTRACT OEC-1-6-068187-0845 

EDRS PRICE MF-$1.00 HC-$9.24 229P. 

DESCRIPTORS *COLLEGE STUDENTS, 
*READING COMPREHENSION, *READING 
RESEARCH, *READING SPEED, MECHANI- 
CAL TEACHING AIDS, READING ACHIE- 
VEMENT, READING IMPROVEMENT, 
READING INSTRUCTION, READING PRO- 
GRAMS, READING SKILLS, RETENTION 
STUDIES, SYRACUSE UNIVERSITY, 
TEACHING MACHINES, 

THE EFFECTIVENESS OF FOUR METH- 
ODS OF INCREASING READING RATE, 
COMPREHENSION, AND FLEXIBILITY 
WAS STUDIED. TWO HUNDRED FIFTY- 
FIVE FRESHMEN AT SYRACUSE UNIVER- 
SITY SERVED AS SUBJECTS. TWENTY- 
FIVE LESSONS WERE GIVEN OVER A 6- 
WEEK PERIOD. SUBJECTS WERE TESTED 
IMMEDIATELY FOLLOWING COMPLETION 
OF THE LESSONS AND AGAIN AFTER 8 
WEEKS. THE METHODS OF TEACHING 
WERE THE TACHISTOSCOPE, THE CON- 
TROLLED READER, CONTROLLED PACI- 
NG, AND PAPERBACK SCANNING. THREE 
INSTRUMENTS WERE USED TO TEST 13 
HYPOTHESES. ANALYSIS OF COVARI- 
ANCE, T TESTS, AND CORRELATIONS 
WERE USED TO ANALYZE THE DATA. 
GAINS WERE SUPERIOR FOR RATE IN THE 
PAPERBACK SCANNING GROUP. THERE 
WAS NO CHANGE IN THE LEVEL OF COMP- 
REHENSION. FLEXIBILITY INCREASED 
AS A RESULT OF ALL THE METHODS EX- 
CEPT THE TACHISTOSCOPE METHOD. 
GAINS SEEMED TO HAVE BEEN RE- 
TAINED AFTER 8 WEEKS. FURTHER RE- 
SULTS, CONCLUSIONS, TABLES, APPEN- 
DIXES, AND A BIBLIOGRAPHY ARE INC- 
LUDED. (BK) 


ED 013 719 RE 000 325 
EARLY,MARGARETJ. SHELDON, WIL- 
LIAM D. 

A CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS IN 
GRADES 7-12. 


SYRACUSE UNIV.,N.Y. 
REPORTNUMBER CRP-D-068 
REPORTNUMBER BR-5-0310 
PUBDATE FEB 67 

CONTRACT OEC-3-10-125 

EDRS PRICE MF-$0.25 HC-$1.36 32P. 

DESCRIPTORS *INSERVICE TEACHER 
EDUCATION, *INSTRUCTIONAL FILMS, 
*READING CENTERS, *READING IM- 
PROVEMENT, ‘*SECONDARY GRADES, 
FILM PRODUCTION, 

THE JAMESVILLE-DEWITT JUNIOR-SEN- 
IOR HIGH SCHOOL AND THE READING 
AND LANGUAGE ARTS CENTER, SYRA- 
CUSE UNIVERSITY, JOINTLY ESTAB- 
LISHED A DEMONSTRATION CENTER AT 
JAMESVILLE-DEWITT FOR THE PURPOSE 
OF IMPROVING READING INSTRUCTION 
IN GRADES SEVEN THROUGH 12. THE CEN- 
TER OPERATED FROM SEPTEMBER 1963 
THROUGH JUNE 1966 UNDER THE SPON- 
SORSHIP OF THE PROJECT ENGLISH PRO- 
GRAM, UNITED STATES OFFICE OF EDUC- 
ATION. THE CENTER SERVED TWO PURP- 
OSES. AN ALL-SCHOOL READING PRO- 
GRAM WAS ORGANIZED AND MADE AVAI- 
LABLE FOR OBSERVATION, AND A 
FILMED INSERVICE COURSE ON READ- 
ING INSTRUCTION IN SECONDARY 
SCHOOLS WAS PRODUCED, FIELD TESTED, 
AND REVISED. THE RESULTANT 10 MO- 
TION PICTURE LESSONS WERE THE FOL- 
LOWNG-ORGANIZING READING PRO- 
GRAMS, ANALYZING KEADING ACHIE- 
VEMENT, THE HANDICAPPED READER, 
VOCABULARY DEVELOPMENT, DEVELOP- 
ING COMPREHENSION SKILLS, READING 
TO REMEMBER, THE LIBRARY AND THE 
READING PROGRAM, DEVELOPING 
SKILLS FOR READING LITERATURE, 
EFFICIENT READING, AND REPORT FROM 
THE READING COORDINATOR. MANUALS, 
ONE FOR EACH OF THE 15 SESSIONS COM- 
PRISING THE COURSE, ACCOMPANY THE 
FILMS. AN INCREASING DEMAND FOR 
THE FILMS AND THE IMPROVEMENTS AP- 
PARENT IN READING INSTRUCTION IN 
THE CLASSROOMS OF TEACHERS WHO 
HAD OBSERVED AT THE CENTER TESTIFY 
TO ITS SUCCESS. THE PROCEDURES USED 
IN ESTABLISHING THE CENTER AND IN 
PRODUCING THE FILMS ARE DESCRIBED. 
A DISCUSSION ENTITLED “TEACHING 
READING AND PHYSICS SIMULTANEOUS- 
LY” IS APPENDED. (RH) 


ED 013 720 08 RE 000 326 
GOTKIN, LASSARG. MCSWEENEY,JO- 
SEPH 

THE DEVELOPMENT OF A BEGINNING 
READING SKILLS PROGRAM USING THE ED- 
ISON RESPONSIVE ENVIRONMENTS INS- 
TRUMENT. SECOND PROGRESS REPORT. 
NEW YORK UNIV., N.Y., SCH. OF EDUCA- 

TION 
REPORTNUMBER BR-5-0749 
PUBDATE 66 
CONTRACT OEC-5-85-013 
EDRS PRICE MF-$0.25 HC-$1.32 31P. 

DESCRIPTORS *BEGINNING READING, 
*CULTURALLY DISADVANTAGED, *PRO- 
GRAMED INSTRUCTION, *READING RE- 
SEARCH, *TEACHING MACHINES, BASIC 
READING, EDISON RESPONSIVE ENVI- 
RONMENT INSTRUMENT, INSTITUTE FOR 
DEVELOPMENTAL STUDIES, NEW YORK 
UNIVERSITY, READING READINESS, 
READING SKILLS, 

THE SECOND PROGRESS REPORT OF A 
PROJECT UTILIZING A COMPLEX TEACH- 
ING MACHINE, THE EDISON RESPONSIVE 
ENVIRONMENT INSTRUMENT, TO STUDY 
THE ACQUISITION OF BEGINNING READ- 
ING SKILLS BY 5-YEAR-OLDS FROM DIS- 


81 





ADVANTAGED BACKGROUNDS IS PRES- 
ENTED. THE FIRST REPORT DESCRIBED 
THE EDISON RESPONSIVE ENVIRON- 
MENT INSTRUMENT AND DISCUSSED THE 
PROGRAMING DEVELOPED AS LESSONS 
IN THE AREA OF VISUAL SKILLS WERE 
CONSTRUCTED AND TESTED. THIS RE- 
PORT IS CONCERNED WITH THE PRE- 
READING SKILLS OF LABELING EACH OF 
SEVERAL LETTER SHAPES WITH ONE OF 
ITS SOUNDS OR NAMES AND OF REMEM- 
BERING THOSE RELATIONS OVER A PER- 
IOD OF TIME. SOME IMPORTANT FACTORS 
AFFECTING THE CHILD’S ACQUISITION 
OF THIS SKILL WERE IDENTIFIED, AND 
PROGRAMING TECHNIQUES WERE IMP- 
ROVED. NINE LESSONS WERE WRITTEN 
TO TEACH NINE LETTER NAMES. SPECI- 
FIC EXAMPLES OF THE PROGRAMING 
TECHNIQUES EMPLOYED ARE APPENDE- 
D. TWO MAJOR LEARNING SETS WERE DIS- 
TINGUISHED-AN ATTENTIONAL LEARN- 
ING SET AND A RANDOM RESPONSE SET. 
IT SEEMED POSSIBLE TO ACCOUNT FOR 
TIE PATTERNS OF ALL THE CHILDREN 
AcCORDING TO THE TYPE OF LEARNING 
SET EXHIBITED BY EACH CHILD. STATIS- 
TICS CONCERNED WITH NUMBERS OF IR- 
RELEVANT RESPONSES, THE PERCENT 
OF CORRECT RESPONSES, THE TIME RE- 
QUIRED FOR LESSON COMPLETION, AND 
THE KIND AND NUMBER OF LOWER-CASE 
LETTERS IN EACH LESSON ARE INC- 
LUDED. (RH) 


ED 013 721 RE 000 330 
MAXWELL, MARTHA J. 

TRAINING COLLEGE READING SPECIA- 
LISTS. 

INTERNATIONAL READING ASSN., NE- 

WARK, DEL. 

PUBDATE DEC66 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *COLLEGE FACULTY, 
*COLLEGE STUDENTS, *READING SKILLS, 
*TEACHER EDUCATION, COLLEGE PRO- 
GRAMS, READING CENTERS, UNIVERSITY 
OF MARYLAND, 

THE UNIVERSITY OF MARYLAND, AIM- 
ING TO DEVELOP A POOL OF TRAINED 
READING PERSONNEL TO CARRY OUT 
THE PROGRAM OFFERED IN THE READ- 
ING aND STUDY SKILLS CENTER, INTRO- 
DUCED A SPECIAL GRADUATE READING 
COURSE, “INTERNSHIP IN COLLEGE 
READING AND EDUCATIONAL SKILLS.” 
THE PRACTICUM MEETS 2 HOURS WEEKL- 
Y, CARhIES 3 HOURS CREDIT, AND IS 
OPEN TO DOCTORAL STUDENTS WHO ARE 
MAJORING IN COLLEGE STUDENT PER- 
SONNEL OR PLANNING TO WORK IN DE- 
VELOPMENTAL READING. SUPERVISED 
EXPERIENCE IN WORKING WITH COL- 
LEGE STUDENTS WHO HAVE EDUCATION- 
AL SKILLS PROBLEMS IS PROVIDED. ONE 
SESSION PER WEEK IS A LECTURE ON 
THE THEORY OF DIFFERENT ASPECTS OF 
COLLEGE READING, AND THE SECOND IS 
A DEMONSTRATION AND DISCUSSION OF 
TECHNIQUES, MATERIALS, AND EQUIPM- 
ENT. EXTENSIVE READINGS ARE AS- 
SIGNED WEEKLY, AND TRAINEES ARE 
REQUIRED TO PARTICIPATE IN THE FOL- 
LOWING ACTIVITIES-TESTING AND DIAG- 
NOSIS OF LEARNING DIFFICULTIES, FAM- 
ILIARIZATION WITH MATERIALS AND 
EQUIPMENT USED IN EDUCATIONAL 
SKILLS IMPROVEMENT SUPERVISING 
STUDENTS WORKING IN THE LABORATO- 
RY, EVALUATING STUDENT PROGRESS, 
PREPARING AND DISCUSSING CASE 
STUDIES, CONDUCTING AND EVALUAT- 
ING RESEARCH IN COLLEGE READING, 
CONDUCTING FOLLOWUP INTERVIEWS, 


DEVELOPING NEW MATERIALS, AND STU- 
DENT EVALUATION. THE 16 LECTURE TO- 
PICS, THE REQUIRED OUTSIDE READI- 
NGS, THE RATING SCALE FOR STUDENT 
EVALUATION, AND REFERENCES ARE 
GIVEN. THIS ARTICLE APrEARED IN 
“JOURNAL OF READING,” VOLUME 10, DE- 
CEMBER 1966. (RH) 


ED 013 722 RE 000 332 
HANSEN,DUNCANN. AND OTHERS 

A READING CURRICULUM FOR A COMPU- 
TER-ASSISTED INSTRUCTIONAL SYSTEM- 
THE STANFORD PROJECT. PROGRESS REP- 
ORT. 

STANFORD UNIV., CALIF., 

STUDIES SOC.SCI. 
REPORTNUMBER BR-5-0684-PR 
PUB DATE 15 AUG 66 
GRANT OEG-5-10-050 
EDRS PRICE MF-$0.75 HC-$5.56 137P. 

DESCRIPTORS *COMPUTER ASSISTED 
INSTRUCTION, *CURRICULUM DEVEL- 
OPMENT, *ELEMENTARY GRADES, 
*READING, INDIVIDUALIZED CURRICU- 
LUM, INSERVICE TEACHER EDUCATION, 
READING MATERIALS, REMEDIAL IN- 
STRUCTION, STANFORD UNIVERSITY, 
SYSTEMS APPROACH, THEORIES, WORD 
LISTS, 

THE STANFORD PROJECT ON COMPU- 
TER-ASSISTED INSTRUCTION IN INITIAL 
READING, INCLUDING THE COMPUTER 
CONTROLLING SYSTEM AS WELL AS CUR- 
RICU'.UM MATERIALS, IS DESCRIBED. 
THE THEORETICAL RATIONALE FOR THE 
READING CURRICULUM, FOR WORD LIST 
LEARNING, FOR REMEDIAL MATERIALS, 
AND FOR INSERVICE TRAINING IS DISC- 
USSED. APPENDIXES AND REFERENCES 
ARE INCLUDED. (BK) 


INST.MATH.- 


ED 013 723 RE 000 334 
THE EFFECT OF A SUMMER TELEVISION 
READING PROGRAM ON THE READING 
ACHIEVEMENT OF CHILDREN. INTERIM 
REPORT. 
EVANSVILLE-VANDERBURGH 

CORP., IND. 

REPORT NUMBER CRP-2647 
REPORTNUMBER BR-5-1043-IR 
PUBDATE JAN 66 

CONTRACT OEC-5-10-262 

EDRS PRICE MF-$0.25 HC-$0.40 8P.. 

DESCRIPTORS *EDUCATIONAL TELEVI- 
SION, *GRADE 1, *READING ACHIEVEM- 
ENT, *SUMMER PROGRAMS, EVANSVILLE, 
EVANSVILLE VANDERBURGH SCHOOL 
CORPORATION, INDIANA, OEC COOPERA- 
TIVE RESEARCH PROJECT 2647, READING 
COMPREHENSION, VOCABULARY DEVEL- 
OPMENT, 

THROUGH A COOPERATIVE RESEARCH 
PROJECT CONTRACT, THE EVANSVILLE- 
VANDERBURGH SCHOOL CORPORATION 
IN INDIANA DEVELOPED A SUMMER EDU- 
CATIONAL TELEVISION PROGRAM AC- 
COMPANIED BY WORKBOOKS FOR PUPILS 
WHO HAD JUST COMPLETED THE FIRST 
GRADE AND STUDIED THE PROGRAM’S 
EFFECT ON THEIR READING ACHIEVEM- 
ENT. CONTROL-GROUP TESTING WAS 
DO.'E IN 1965, AND EXPERIMENTAL- 
GROUP TESTING WAS DONE ONE YEAR 
LATER. IN MAY 1965 2,455 FIRST-GRADE 
CHILDREN TOOK THE CALIFORNIA READ- 
ING TEST ON VOCABULARY AND COMPRE- 
HENSION AND THE CALIFORNIA TEST OF 
MENTAL MATURITY. FOUR MONTHS 
LATER THE CALIFORNIA READING TEST 
WAS AGAIN GIVEN TO THE SAME CHIL- 
DREN, 16.5 PERCENT OF WHOM WERE ABS- 


SCHOOL 


ENT. RESULTS SHOWED THAT WHILE 
MOST CHILDREN NEITHER GAINED NOR 
LOST IN COMPREHENSION, THERE WAS A 
TOTAL LOSS OF 2 MONTHS IN VOCABUL- 
ARY. SEPARATE RESULTS FOR THE 
TOTAL CONTROL GROUP POPULATION, 
FOR THE LOW QUARTILE IQ, AND FOR 
THE HIGH QUARTILE IQ ARE TABULATED 
IN THIS INTERIM REPORT. THE EXPERI. 
MENTAL GROUP WAS TESTED IN MAY OF 
1966, EXPOSED TO 40 HALF-HOUR EDUCA- 
TIONAL TELEVISION PROGRAMS ACCOM- 
PANIED BY WORKBOOKS, AND RETESTED 
4 MONTHS LATER. THE FINAL REPORT 
FOR THE WHOLE STUDY WILL BE COM- 
PLETED EARLY IN 1967. (NS) 


ED 013 724 
HOYT, HOMER 
FOUR PATHS TO READING. 
SAN LUIS OBISPO COUNTY SUPT. OF 
SCHOOLS, CALIF. 
PUBDATE 66 
EDRS PRICE MF-$0.50 HC-$3.60 88P. 
DESCRIPTORS *BEGINNING READING, 
*READING INSTRUCTION, *READING PRO- 
GRAMS, *TEACHING GUIDES, *TEACHING 
METHODS, PROGRAMED INSTRUCTION, 
FOUR DIFFERENT APPROACHES TO BE- 
GINNING READING--THE BASIC READING 
PROGRAM, SELF-SELECTION IN READING, 
LANGUAGE EXPERIENCE APPROACH, 
AND PROGRAMED INSTRUCTION ARE 
EXPLAINED. THE FOLLOWING QUES- 
TIONS ABOUT EACH METHOD ARE AN- 
SWERED--WHAT IS MEANT BY THIS 
METHOD. WHY IS THIS METHOD CONSI- 
DERED A SOUND APPROACH. HOW DOES 
THE TEACHER BEGIN. HOW DOES THE 
TEACHER ORGANIZE HER CLASSROOM. 
WHAT ARE THE VALUES IN THIS METHOD. 
BASIC PRINCIPLES OF ANALYSIS AND DI- 
AGNOSIS ARE DISCUSSED. A READING 
SKILLS CHART, A CHART SHOWING 
SOURCES OF PRESSURE ON CHILDREN 
EXPERIENCING READING DIFFICULTY, 
THE INFORMAL READING INVENTORY 
USED AT THE UNIVERSITY OF MIAMI 
READING CLINIC, A READING PROGRESS 
PROFILE, A CHART SHOWING SOME FAC- 
TORS INFLUENCING THE ACQUISITION 
OF READING ABILITY, AN ANALYSIS 
CHECK SHEET FOR RECORDING PUPIL 
ERRORS, INFORMATION ABOUT KIT MA- 
TERIALS, AND A BIBLIOGRAPHY ARE INC- 
LUDED. (RH) 


RE 000 356 


ED 013 725 RE 000 357 
STORY, SUETTA B. 
DOES JOHNNY KNOW MORE WORDS THAN 


IVAN. 
INTERNATIONAL READING ASSN., NE- 
WARK, DEL. 


PUBDATE NOV66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *COMPARATIVE ANALY- 
SIS, “READING ACHIEVEMENT, *READING 
INSTRUCTION, *VOCABULARY DEVEL- 
OPMENT, READING RESEARCH, RUSSIAN, 
THE PUPILS IN A FIRST-GRADE CLASS 
IN MESA, ARIZONA, MADE THEIR OWN AL- 
PHABETICAL LIST OF THE WORDS THEY 
COULD READ WHICH WERE NOT IN THE 
BASAL READERS. THE LIST TOTALED 
2,124 WORDS. NOT EVERY CHILD KNEW 
ALL THE WORDS, BUT SOME KNEW ALL, 
AND ALL KNEW SOME. THE STUDY IS PRE- 
SENTED AS AN ANSWER TO THE STATE- 
MENT BY PROFESSOR ARTHUR S. TRACE, 
JR., THAT RUSSIAN CHILDREN READ BET- 
TER THAN AMERICAN CHILDREN. METH- 
ODS OF READING INSTRUCTION IN RUS- 











SIA AND AMERICA ARE OUTLINED 
BRIEFLY. IT IS NOTED THAT TYPICAL AM- 
ERICAN CHILDREN KNOW MORE THAN 
2,124 WORDS AT THE END OF FIRST GRADE 
WHEN THEY ARE 6 TO 7 YEARS OLD. RUS- 
SIAN CHILDREN AT AGE 7 ARE JUST 
STARTING SCHOOL. THIS ARTICLE AP- 
PEARED IN “THE READING TEACHER,” 
VOLUME 20, NOVEMBER 1966. (RH) 


ED 013 726 RE 000 358 

MURPHY, GEORGE E. 

AND NOW - THE PACKAGE DEAL. 

INTERNATIONAL READING ASSN., NE- 
WARK, DEL. 

PUBDATE APR 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *BOOKLISTS, *CHIL- 
DRENS BOOKS, *READING MATERIAL SE- 
LECTION, *TEACHER INFLUENCE, 
*TEACHER RESPCNSIBILITY, KANSAS 
STATE TEACHERS COLLEGE, READING IN- 
TERESTS, TEACHER EDUCATION, 

THE FOLLOWING QUESTIONS ARE DIS- 
CUSSED IN ORDER TO ALERT TEACHERS 
TO THE NECESSITY OF PERSONALLY SE- 
LECTING BOOKS WHICH WILL CREATE 
STIMULATING LEARNING ENVIRONMENT 
AND MEET THE BASIC NEEDS OF PRE- 
SENT-DAY YOUTH~(1) WHO IS RESPONSI- 
BLE FOR SELECTING BOOKS. (2) WHAT IS 
THE BEST WAY TO SELECT THEM. (3) HOW 
CAN READERS PUT KNOWLEDGE INTO 
ACTION. (4) HOW CAN TEACHERS MAIN- 
TAIN CHANNELS OF COMMUNICATION SO 
THAT THE READING INTERESTS AND 
NEEDS OF PUPILS MAY BE MET BY PUB- 
LISHERS, ADMINISTRATORS, AND LIB- 
RARIANS,. (5) WHAT CHANGES SHOULD BE 
MADE IN TEACHER TRAINING PROGRAMS 
SO THAT LEARNING BECOMES MORE IM- 
PORTANT THAN READING AND SO THAT 
CHILDREN’S GROWTH AND DEVELOP- 
MENT BECOMES MORE IMPORTANT THAN 
TEXTBOOKS AND TESTS. THIS ARTICLE 
APPEARED IN “THE READING TEACHER,” 
VOLUME 20, APRIL 1967. (RH) 


ED 013 727 RE 000 359 

HAWKINS, MICHAEL L. 

MOBILITY OF STUDENTS IN READING 
GROUPS. 

INTERNATIONAL READING ASSN., NE- 
WARK, DEL. 


PUBDATE NOV66 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CLASS SIZE, *ELEMEN- 
TARY GRADES, *GROUPING PROCEDURES, 
*READING INSTRUCTION, KANSAS STATE 
UNIVERSITY, 

THIRTY-FOUR TEACHERS OF GRADES 
ONE THROUGH SIX WERE ASKED TO RE- 
PORT THE CHANGES IN READING GROUP 
COMPOSITION IN THEIR CLASSROOMS 
OVER A PERIOD OF 17 WEEKS. TWENTY- 
SIX TEACHERS HAD AT LEAST 3 YEARS OF 
EXPERIENCE AND WERE SUPERVISING 
STUDENT TEACHERS. THE OTHER EIGHT 
HAD 2 YEARS OF EXPERIENCE AND HAD 
COMPLETED A GRADUATE COURSE IN 
READING. THEY WERE EMPLOYED IN 
CITIES OF 20,000 OR MORE IN COLORADO, 
ILLINOIS, INDIANA, IOWA, AND KANSAS. 
OF 940 STUDENTS REPORTED IN THE 34 
CLASSROOMS DURING THE 17-WEEK PER- 
I0D, 9.1 PERCENT WERE CHANGED IN 
THEIR READING GROUP. OF THE PUPILS 
CHANGED, 61 PERCENT WERE BOYS AND 
388 PERCENT WERE GIRLS. OF THE 34 
TEACHERS, 41 PERCENT MADE NO CHANG- 
ES IN READING GROUP COMPOSITION FOR 
THE DURATION OF THE STUDY. CONTRA- 











RY TO EXPECTATION, READING GROUP 
MOVEMENT DECREASED IN THE UPPER 
GRADES. DETAILED STATISTICS ARE 
PRESENTED, AND POSSIBLE REASONS 
FOR THE FINDINGS ARE DISCUSSED. TA- 
BLES AND REFERENCES ARE INCLUDED. 
THIS ARTICLE APPEARED IN “THE READ- 
ING TEACHER,” VOLUME 20, NOVEMBER 
1966. (RH) 


ED 013 728 RE 000 360 
COMSTOCK, ALDYTHE T. 

REMEDIAL READING TEACHERS - WHERE 
DO YOU FIND THEM. 

INTERNATIONAL READING ASSN., NE- 

WARK, DEL. 

PUBDATE APR67 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *LAY TEACHERS, *PART 
TIME TEACHERS, *REMEDIAL READING 
PROGRAMS, *REMEDIAL TEACHERS, BA- 
TAVIA, ELEMENTARY GRADES, ILLINOIS, 
READING INSTRUCTION, SCHOOL DIS- 
TRICT 101, 

THE TOWN OF BATAVIA, ILLINOIS, EX- 
PERIMENTED WITH A PLAN FOR TRAIN- 
ING ITS OWN READING TEACHERS. FOR- 
MER TEACHERS AND OTHER WELL- 
QUALIFIED INDIVIDUALS LIVING IN THE 
COMMUNITY WERE HIRED TO TEACH 2 TO 
4 DAYS EACH WEEK. DURING THE PRES- 
CHOOL PLANNING DAYS, THE SPECIAL 
READING TEACHERS (ONE FOR EACH EL- 
EMENTARY SCHOOL) MET WITH THE 
READING COORDINATOR TO GET AN OV- 
ERALL PICTURE OF THE READING CURRI- 
CULUM, THE PROBLEMS THAT MIGHT BE 
ENCOUNTERED, AND THE MATERIALS 
NEEDED. DURING THE FIRST WEEKS OF 
SCHOOL, THE SPECIAL TEACHERS DIVID- 
ED THEIR TIME BETWEEN MEETINGS 
WITH THE COORDINATOR AND PERIODS 
IN THEIR OWN SCHOOLS WHERE THEY 
MET THE FACULTY AND PUPILS, LIS- 
TENED TO READING PROBLEMS, LOCAT- 
ED TEACHING MATERIALS, LOOKED UP 
PUPIL RECORDS OR ASSISTED CLASS- 
ROOM TEACHERS. CHILDREN WERE RE- 
FERRED TO THEM BY TEACHERS OR 
OTHER INDIVIDUALS. PARTICIPATION IN 
THE PROGRAM WAS VOLUNTARY. TEACH- 
ERS REPORTED THAT THE CHILDREN RE- 
CEIVING THIS SPECIAL INSTRUCTION 
WERE BETTER ADJUSTED TO THE CLASS- 
ROOM SITUATION AND SHOWED MORE IN- 
TEREST IN READING. RECORDS OF PU- 
PILS’ PROGRESS, THEIR SPECIAL INTER- 
ESTS AND BACKGROUNDS, AND MATERI- 
ALS THEY HAD READ WERE KEPT. THIS 
ARTICLE APPEARED IN “THE READING 
TEACHER,” VOLUME 20, APRIL 1967. (RH) 


ED 013 729 RE 000 361 
STRANG, RUTH 
TEACHING READING TO THE CULTURALLY 


DISADVANTAGED IN SECONDARY 

SCHOOLS. 

INTERNATIONAL READING ASSN., NE- 
WARK, DEL. 


PUBDATE MAY67 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CULTURALLY DISAD- 
VANTAGED, *READING INSTRUCTION, 
READING IMPROVEMENT, SECONDARY 
SCHOOLS, 

THE READING PROBLEMS OF ADOLES- 
CENTS WHO HAVE BEEN DEPRIVED OF 
PRE-READING EXPERIENCES AND OTHER 
ADVANTAGES THAT CHILDREN FROM 
MORE PRIVILEGED HOMES ENJOY ARE 
DISCUSSED. TECHNIQUES TO COMBAT AP- 
ATHY AND TO USE WITH INFORMAL 





READING MATERIAL FOR DIAGNOSTIC 
PURPOSES ARE SUGGESTED. TEN PROCE- 
DURES FOLLOW WHICH COULD BE ADAPT- 
ED TO VARIOUS SITUATIONS--(1) INSTRUC- 
TION GROWING OUT OF AN INFORMAL 
TEST, (2) INSTRUCTION AND PRACTICE IN 
WORD RECOGNITION, (3) FIXING WORDS 
IN MIND, (4) PROGRESS IN WORD KNOWL- 
EDGE THROUGH THE FERNALD FINGER- 
TRACING METHOD, (5) HOW TO READ A 
SENTENCE, (6) INSTRUCTION IN PARA- 
GRAPH COMPREHENSION, (7) ACCENT ON 
SPEECH, (8) OPERANT CONDITIONING OR 
THE IMMEDIATE REWARDING OF SPECI- 
FIC DESIRED BEHAVIOR, (9) OTHER 
METHODS, SUCH AS READING IN A LI- 
BRARY, AUTO-INSTRUCTIONAL AND PRO- 
GRAMED MATERIALS, AND (10) PERSO- 
NALIZED INSTRUCTION THROUGH THE 
SELECTION OF SUITABLE AND ATTRAC- 
TIVE READING MATERIALS, OFTEN OF 
THE STUDENT’S OWN CHOOSING. REF- 
ERENCES ARE INCLUDED. THIS ARTICLE 
APPEARED IN “JOURNAL OF READING,” 
VOLUME 10, MAY 1967. (RH) 
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THE PROCESSES OF THOUGHT, OF CON- 
CEPT DEVELOPMENT, AND OF VOCABU- 
LARY DEVELOPMENT ARE SIGNIFICANT- 
LY INTERRELATED. COMMUNICATION OF 
IDEAS DEPENDS UPON THE ABILITY TO 
ASSOCIATE WRITTEN AND VERBAL SYM- 
BOLS WITH THE REFERENTS THROUGH A 
SYSTEMATIC PROCESS OF REORGANIZ- 
ING AND INTEGRATING OLD AND NEW 
CONCEPTS. THE ABILITY TO ASSOCIATE, 
IN TURN, DEPENDS UPON VOCABULARY 
DEVELOPMENT. HENCE, A WELL-DEVEL- 
OPED STRUCTURE OF CONCEPT ASSOCIA- 
TIONS IS A FUNCTION OF VOCABULARY- 
CONCEPT RELATIONSHIPS. CONCEPTS 
ARE GENERAL IDEAS WHICH INVOLVE 
DISCRIMINATION AND GENERALIZAT- 
ION. THEY EXIST AT ALL LEVELS OF COM- 
PLEXITY, DEVELOP GRADUALLY FROM 
SIMPLE TO COMPLEX MENTAL CON- 
STRUCTS, AND MUST BE SYMBOLIZED TO 
BE COMMUNICATED' EFFECTIVELY. 
WHILE AUTHORITIES IN THE FIELD ARE 
AWARE OF THE DIFFICULTY OF IDENTI- 
FYING, ISOLATING, STUDYING, AND EV- 
ALUATING CONCEPTS, THEY RECOGNIZE 
THEIR IMPORTANCE TO THE ACQUISI- 
TION OF KNOWLEDGE AND TO SUCCESS IN 
READING. SIGNIFICANT STUDIES ON CON- 
CEPT DEVELOPMENT CITED ARE THOSE 
OF PIAGET, RUSSELL, BRAUN, AND DOWN- 
EY. THIS ARTICLE APPEARED IN “JOUR- 
NAL OF READING,” VOLUME 10, APRIL 
1967. (NS) 


RE 000 362 


ED 013 731 RE 000 363 
STANCHFIELD, JO M. 

THE USE OF ORIGINAL INSTRUCTIONAL MA- 
TERIALS AS A STIMULUS FOR IMPROVED 
READING. 

PUBDATE DEC66 

EDRS PRICE MF-$0.25 HC-$0.32  6P. 








DESCRIPTORS *GRADE 1, *READING 
ACHIEVEMENT, *READING MATERIALS, 
*READING RESEARCH, CAUCASIAN STU- 
DENTS, HARSCH AND SOEBERG SURVEY 
TEST OF PRIMARY READING DEVELOPM- 
ENT, LISTENING SKILLS, MEXICAN AM- 
ERICANS, NEGRO STUDENTS, READING 
DEVELOPMENT, READING PROGRAMS, 
SEX DIFFERENCES, TEXTBOOK PREPAR- 
ATION, 

A VARIETY OF READING MATERIALS 
AND METHODS WERE DEVELOPED TO 
DETERMINE THEIR EFFECT ON THE 
READING ACHIEVEMENT OF FIRST 
GRADERS. MATERIALS DEVELOPED IN- 
CLUDED READING READINESS MANU- 
ALS, PRIMER TEXTS AND MANUALS, AND 
LISTENING TAPES. THE FIRST-GRADE PU- 
PILS IN 10 LOS ANGELES SCHOOLS 
SERVED AS SUBJECTS. THEY WERE 
MATCHED WITH A CONTROL GROUP ON IN- 
TELLIGENCE, HOME BACKGROUND, AND 
ETHNIC ORIGIN. A DIVIDED-DAY STRUC- 
TURE WAS USED TO TEACH READING. 
THE HARSCH AND SOEBERG SURVEY 
TEST OF PRIMARY READING DEVELOP- 
MENT WAS USED AS A POST TEST. THE 
DATA WERE ANALYZED BY A THREE-WAY 
ANALYSIS OF COVARIANCE. THE MAIN 
EFFECTS WERE SEX, TREATMENT GROUP, 
AND ETHNIC ORIGIN. GIRLS SCORED HI- 
GHER THAN BOYS. THE EXPERIMENTAL 
GROUP SCORED HIGHER THAN THE CON- 
TROL GROUP. NEGRO AND CAUCASIAN 
STUDENTS SCORED HIGHER THAN THE 
MEXICAN-AMERICAN GROUP. THE LAT- 
TER WAS MORE HOMOGENEOUS AS RE- 
FLECTED IN THE SMALL STANDARD 
DEVIATION. FURTHER RESULTS AND TA- 
BLES ARE INCLUDED. THIS PAPER WAS 
PRESENTED AT THE NATIONAL READING 
CONFERENCE (ST. PETERSBURG, DECEM- 
BER 1-3, 1966). (BK) 
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THE RELATIONSHIPS BETWEEN 
SCORES ON THE PUMROY CONCENTRA- 
TION TEST (PCT) AND ANXIETY, READING 
ABILITY, AND PERCEPTUAL SPEED AND 
ACCURACY WERE INVESTIGATED. CER- 
TAIN ATTITUDES AND PROBLEMS OF 
THOSE STUDENTS WHO SCORED HIGH 
AND LOW ON THE PCT WERE IDENTIFIED, 
AND THE RELATION BETWEEN CONCEN- 
TRATION SCORES AND ACADEMIC ACHI- 
EVEMENT AND ATTITUDES TOWARD 
TEACHING WERE DETERMINED. SIXTY- 
FOUR UNIVERSITY OF MARYLAND STU- 
DENTS WERE PRETESTED ON THE TAY- 
LOR MANIFEST ANXIETY SCALE, AND ON 
THE MINNESOTA TEACHER ATTITUDE IN- 
VENTORY (MTAI). THE SUBJECTS WERE 
EACH GIVEN THE PCT, TACHISTOSCOPI- 
CALLY PRESENTED VOCABULARY EXER- 
CISES, A READING COMPREHENSION 
TEST, AND A POST-QUESTIONNAIRE. THE 
PCT TASK INVOLVED CONCENTRATING 


Ba 


FOR 3 MINUTES ON EACH OF THREE TAR- 
GETS-A “T”, CONCENTRIC CIRCLES, AND 
A BLANK. THE ZERO ORDER CORRELA- 
TIONS FOR EACH CONCENTRATION MEAS- 
URE--TOTAL FREQUENCY AND TOTAL 
DURATION SCORE-WERE EXAMINED. 
THERE WAS A SIGNIFICANT RELATION- 
SHIP BETWEEN THE TOTAL FREQUENCY 
SCORE AND EACH OF THE FOLLOWING-- 
THE TOTAL DURATION SCORE, THE LET- 
TER RECOGNITION TASK, THE T-SCOPE 
EXERCISE-EASY WORDS SERIES, AND 
THE POSITIVE SCORE FOR FACTOR IV OF 
THE MTAI. THE BLANK TARGET WAS SIG- 
NIFICANTLY HARDER TO CONCENTRATE 
ON. ANXIETY AND READING ABILITY 
WERE NOT RELATED TO THE CONCEN- 
TRATION MEASURES USED. THE QUES- 
TIONNAIRES AND READING TESTS USED 
ARE APPENDED. A REVIEW OF THE LI- 
TERATURE, TABLES, AND REFERENCES 
ARE INCLUDED. (RH) 
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AT THE UNIVERSITY OF MARYLAND A 
SATELLITE PROGRAM OF THE READING 
AND STUDY SKILLS LABORATORY WAS 
CONDUCTED AT THE DELTA PHI EPSILON 
SORORITY HOUSE. AT THE SORORITY’S 
REQUEST, SPECIAL EQUIPMENT INCLUD- 
ING A CONTROLLED READER, A TACHIS- 
TOSCOPE, A TAPE RECORDER WITH TAPES 
ON ALL PHASES OF THE READING PRO- 
GRAM, AND THE POWER AND RATE BUIL- 
DERS UNIT OF THE SCIENCE RESEARCH 
ASSOCIATES READING KIT WAS PLACED 
IN A SPECIAL STUDY ROOM. THE PLEDGE 
TRAINER AND SCHOLARSHIP CHAIRMAN 
WERE TO WORK WITH THE READING 
COUNSELOR AND WERE TO GIVE IN- 
STRUCTIONS TO THE GIRLS FOR USING 
THE EQUIPMENT AND FOR SETTING UP 
INDIVIDUAL STUDY PROGRAMS. MEET- 
INGS WERE HELD TO EXPLAIN THE AD- 
VANTAGES OF USING THE LABORATORY. 
VARIOUS TESTS INCLUDING THE WRENN 
STUDY HABITS INVENTORY AND THE 
NELSON-DENNY READING COMPREHEN- 
SION WERE ADMINISTERED, AND THE 
SCORES WERE EXPLAINED. THE COUNSE- 
LOR WAS PRESENT FOR SCHEDULED 
WORK SESSIONS, BUT ONLY THREE OR 
FOUR GIRLS ATTENDED EACH TIME. 
AFTER 10 WEEKS THE EQUIPMENT WAS 
REMOVED TO THE PARENT LABORATORY, 
AND A QUESTIONNAIRE ON THE USE 
MADE OF THE LABORATORY ANDTHE AT- 
TITUDES OF THE GIRLS TOWARDS THE 
PROGRAM WAS ADMINISTERED. QUES- 
TIONNAIRE ANSWERS WERE TABULATE- 
D. AN ACCOUNT OF THE COUNSELOR’S EX- 
PERIENCES WITH THE SATELLITE LABO- 
RATORY IS APPENDED. REFERENCES 
ARE INCLUDED. (RH) 
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AN ANALYSIS AND EVALUATION OF A 
READING IMPROVEMENT PROGRAM FOR 
MEDICAL LABORATORY ASSISTANT 
TRAINEES WHO NEEDED TO IMPROVE 
THEIR SKILLS IN ORDER TO SUCCEED IN 
THEIR TECHNICAL COURSE IS PRES. 
ENTED. THE STUDENTS WERE GIVEN 
TESTS OF VOCABULARY, COMPREHENS. 
ION, RATE, AND LISTENING COMPREH- 
ENSION. THEY KEPT RECORDS OF THEIR 
OWN PROGRESS, AND POST-TESTS WERE 
GIVEN AT THE END OF THE COURSE. THE 
PROGRAM WAS SET UP FOR 10 HOURS OF 
INSTRUCTOR TIME EACH WEEK. THERE 
WERE THREE 2-HOUR LECTURE AND DIS- 
CUSSION SESSIONS FOR THE ENTIRE 
GROUP, TWO 1-HOUR PERIODS ARRANGED 
FOR INDIVIDUAL INSTRUCTION ON SPE- 
CIFIC SKILLS AS NEEDED, AND THE RE- 
MAINING HOURS WERE USED FOR WORK 
WITH STUDENT CONSULTANTS AND FEL- 
LOW INSTRUCTORS AND FOR GENERAL 
PREPARATION. THE TECHNIQUES, MA- 
TERIALS, AND ORGANIZATION USED 
WERE SIMILAR TO THOSE USED IN ADULT 
AND COLLEGE READING PROGRAMS. PRE- 
AND POST-TEST SCORES WERE ANA- 
LYZED BY THE T TEST TO SHOW SIGNIFI- 
CANT GAINS IN LISTENING COMPREHEN- 
SION AND READING RATE AND BY RESI- 
DUAL GAIN TO SHOW IMPROVEMENT ON 
THE NELSON-DENNY READING TEST. RE- 
SULTS ARE REPORTED IN TABLE FORM. 
FIFTEEN REFERENCES ARE INCLUDED. 
(RH) 
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AN EXPERIMENTAL GROUP OF 461 CHIL- 
DREN WAS TAUGHT TO READ WITH THE 
INITIAL TEACHING ALPHABET (1/T/A) BE- 
GINNING IN KINDERGARTEN AND WAS 
READING TRADITIONAL ORTHOGRAPHY 
(T/O0) MATERIALS BY THE END OF THE SE- 
COND GRADE. THE CONTROL GROUP IN- 
CLUDED 462 CHILDREN WHO WERE 
TAUGHT TRADITIONAL ORTHOGRAPHY IN 
A PROGRAM CENTERED AROUND CON- 
VENTIONAL BASAL READING SERIES. AT 
THE END OF THE SECOND GRADE, BOTH 
GROUPS WERE ADMINISTERED THE PAR- 
AGRAPH MEANING, WORD MEANING, AND 
SPELLING SECTIONS OF THE STANFORD 
ACHIEVEMENT TEST, PRIMARY, FORM K. 
A STATISTICAL COMPARISON OF SCORES 
ON EACH TEST SECTION WAS MADE. THIS 
WAS THE SECOND STEP IN A LONGITUDI- 
NAL INVESTIGATION OF THE EFFECTS OF 
I/T/A. THE FIRST COMPARISON WAS MADE 
AT THE END OF GRADE ONE. AFTER 











FIRST GRADE, THE I/T/A GROUP DID SIG- 
NIFICANTLY BETTER ONLY IN SPELLING 
WHEN EITHER I/T/A OR T/O ANSWERS 
WERE ACCEPTABLE. AT THE END OF 
GRADE TWO, THERE WERE NO SIGNIFI- 
CANT DIFFERENCES IN THE THREE 
AREAS. THE I/T/A METHOD APPEARED TO 
BE BEST SUITED FOR ABOVE AVERAGE 
CHILDREN. ALTHOUGH STAFF OPINION 
WAS NOT UNANIMOUS, IT WAS RECOM- 
MENDED THAT THE PROGRAM BE DISC- 
ONTINUED. TWELVE REASONS FOR THIS 
RECOMMENDATION ARE GIVEN. STATIS- 
TICS ARE SUMMARIZED IN FOUR TABLES. 


(RH) 
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TITLE 1 FUNDS SUPPORT MANY READ- 
ING PROJECTS IN THE SCHOOLS OF WASH- 
INGTON, D. C. TWO OF THESE ARE THE MO- 
BILE READING UNITS AND A TRAVELING 
BOOKSTORE. THE SELF-CONTAINED MO- 
BILE READING UNITS ARE EQUIPPED TO 
PROVIDE IMPROVED DIAGNOSTIC SERV- 
ICES TO STUDENTS. THE TRAVELING PA- 
PERBACK-BOOKSTORE OFFERS A WIDE 
SELECTION OF BOOKS WITH FREEDOM OF 
CHOICE FOR RELUCTANT READERS AS 
PART OF THE READING INCENTIVE SEMI- 
NARS ORGANIZED BY THE SECONDARY 
EDUCATION DEPARTMENT. BOTH UNITS 
AIM TO ENCOURAGE RELUCTANT AND 
RETARDED READERS. OTHER PROJECTS 
FINANCED BY TITLE 1 FUNDS IN WASH- 
INGTON, D. C., ARE THE FOLLOWING--(1) 
THE TEACHER AIDE PROGRAM WHICH RE- 
LIEVES TEACHERS OF NON-TEACHING 
DUTIES SO THEY CAN DEVOTE MORE 
TIME TO PROFESSIONAL READING IN- 
STRUCTION, (2) THE READING RESOURCE 
TEACHER PROGRAM WHICH ENABLES 
SUCCESSFUL READING TEACHERS TO BE 
THE READING RESOURCE TEACHERS FOR 
THEIR SCHOOLS THROUGH AN INTEN- 
SIVE TRAINING COURSE, (3) SPECIAL 6- 
WEEK SUMMER READING PROGRAMS FOR 
RETARDED READERS. THESE AND OTHER 
PROJECTS HAVE BENEFITED THOU- 
SANDS OF TEENAGE STUDENTS, PART- 
ICULARLY THE UNDERACHIEVERS, THE 
RETARDED READERS, AND THE RELUC- 
TANT READERS. THIS ARTICLE AP- 
PEARED IN “THE READING TEACHER,” 
VOLUME 20, JANUARY 1967. (NS) 
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SEVERAL TITLE 1 PROJECTS IN TEXAS 
ARE READING IMPROVEMENT PROGRAMS 
FOR MEXICAN-AMERICAN CHILDREN. EL 
PASO’S PROJECT SECOND CHANCE PRO- 
VIDES EACH CHILD WITH SPECIAL READ- 
ING INSTRUCTION IN WELL-EQUIPPED 
READING CENTERS AND AFTER-SCHOOL 
STUDY CENTERS WITH TUTORIAL AIDES. 
A PROJECT ON READING RETARDATION, 
THE DEL RIO PROGRAM, AIMS FOR READ- 
ING IMPROVEMENT AND THE TEACHING 
OF ENGLISH AS A SECOND LANGUAGE 
THROUGH AUDIO-LINGUAL METHODS. 
EDINBURGH COMBINES ITS ELEMENTA- 
RY REMEDIAL LANGUAGE ARTS AND 
CORRECTIVE READING PROGRAM WITH 
THE TEACHING OF SPANISH TO SPANISH- 
SPEAKING CHILDREN UTILIZING INDIVI- 
DUALIZED READING INSTRUCTION 
THROUGH INTRACLASS GROUPINGS AND 
ADAPTED MATERIALS. OPERATING IN 40 
TEXAS DISTRICTS, THE TEXAS PROJECT 
FOR THE EDUCATION OF MIGRANT CHIL- 
DREN CONCENTRATES SCHOOLING INTO 
6 MONTHS OF DEVELOPMENTAL READ- 
ING EMPHASIZING ORAL LANGUAGE AND 
THE MULTISENSORY APPROACH. SAN 
ANTONIO’S HARLANDALE REPLICATES 
ALL ENGLISH LANGUAGE DEVELOPMENT 
ACTIVITIES IN THE SPANISH LANGUAGE 
ACTIVITIES IN A BILINGUAL FIRST- 
GRADE PROGRAM. CORPUS CHRISTI 
HIRES TEACHER AIDES AND CONDUCTS 
INSERVICE TRAINING IN CORRECTIVE 
READING THROUGH A STAFF DEVELOP- 
MENT PROGRAM. ALL THESE TITLE 1 
READING PROJECTS BOAST OF BETTER 
WORK-STUDY HABITS AND IMPROVED 
READING SKILLS AND ATTITUDES. THIS 
ARTICLE APPEARED IN “THE READING 
TEACHER,” VOLUME 20, JANUARY 1967. 
(NS) 
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TWO READING PROGRAMS IN WEST VIR- 
GINIA REPRESENTED TWO DISTINCT SO- 
CIOECONOMIC COUNTIES IN APPALAC- 
HIA. PROGRAM 1 REPRESENTED A COUN- 
TY WITH ISOLATED SCHOOLS. PROGRAM 
2 REPRESENTED A COUNTY WITH AN ACA- 
DEMICALLY STRONG COLLEGE AND CON- 
SOLIDATED SCHOOLS. BOTH PROGRAMS 
ATTEMPTED TO TEACH STUDENTS TO 
READ BETTER AND TO DEVELOP BETTER 
ATTITUDES. PROGRAM 1 USED THE 
AURAL-ORAL APPROACH TO THE TEACH- 
ING OF READING, STRESSED THE ABILI- 
TY TO COMMUNICATE, AND MADE AVAIL- 
ABLE TO THE SCHOOLS EITHER A READ- 
ING LAB ON WHEELS OR A SPECIAL READ- 
ING ROOM. WHILE TEACHERS DESIGNED 
THE MATERIALS USED, A STAFF INCLUD- 
ING A SPECIAL READING TEACHER, A 
READING CONSULTANT, A SPEECH-AND- 
HEARING THERAPIST, AND THREE SO- 
CIAL WORKERS MET REGULARLY FOR 
PLANNING AND EVALUATION. PROGRAM 
2 STUDENTS WERE GROUPED BY GRADE 
LEVEL BUT WERE GIVEN COMPLETELY 
INDIVIDUALIZED READING INSTRUC- 
TION IN A SPECIAL READING RESOURCE 


ASSN., NE- 








ROOM. THE STAFF: INCLUDED A SCHOOL 
PSYCHOLOGIST, AN ELEMENTARY GUI- 
DANCE COUNSELOR, A MEDICAL DOCTOR, 
A PROGRAM COORDINATOR, A SUPERVI- 
SOR, AND SEVERAL SPECIAL READING 
TEACHERS AND TEACHER AIDES. STU- 
DENTS, PARENTS, TEACHERS, AND PRIN- 
CIPALS WORKED ON INFORMAL EVALUA- 
TIONS. THE COLLEGE PERSONNEL 
HELPED IN THE ACTION RESEARCH AS- 
PECTS OF THE PROGRAM. THIS ARTICLE 
APPEARED IN “THE READING TEACHER,” 
VOLUME 20, JANUARY 1967. (NS) 
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INFORMATION ON TITLE 1 ALLOCA- 
TIONS WAS DISSEMINATED IN MONTANA 
THROUGH TELEVISION PROGRAMS, BUL- 
LETINS, NEWS MEDIA, AND PERSONAL 
INTERVIEWS. BY THE END OF FISCAL 
YEAR 1966, 288 OF 521 APPROVED PRO- 
JECTS WERE IN READING AND LANGU- 
AGE ARTS. SOME OF THE COOPERATIVE 
PROJECTS ESTABLISHED ARE CITED 
HERE. THE BIG SANDY DISTRICT AND 
EIGHT OTHER RURAL _ DISTRICTS 
LAUNCHED THE CORRECTION AND PRE- 
VENTION OF READING PROBLEMS PRO- 
JECT TO REMEDY DEFICIENCIES IN VO- 
CABULARY IN CONTENT COURSES, GEN- 
ERAL READING ABILITY, AND READING 
READINESS. THE INVERNESS READING 
PROJECT EMPHASIZED A MULTIAP- 
PROACH OF REMEDIAL AND SUPPLEMEN- 
TARY WORK FOR ALL GRADES AND USED 
INDIVIDUALIZED INSTRUCTION AND 
READING LESSONS TAPED BY THE 
CHILDREN’S MOTHERS. THE LEWISTON 
CITY SCHOOLS HELD SUMMER READING 
PROGRAMS FOR 253 STUDENTS IN GRADES 
ONE THROUGH EIGHT TO CORRECT POOR 
STUDY HABITS, TO IMPROVE THE 
STUDENT’S SELF-IMAGE, AND TO PRE- 
VENT THE REGRESSION BROUGHT ABOUT 
BY SUMMER VACATION. IN FLATHEAD 
COUNTY SCHOOLS, THE MOBILE CHILD 
WAS HELPED TO ESTABLISH BASIC 
SKILLS MORE QUICKLY THROUGH A 
HIGHLY INTENSIVE AND ENRICHED SUP- 
PLEMENTARY PROGRAM EMPHASIZING 
WORD ATTACK SKILLS. THESE REP- 
RESENTATIVE PROGRAMS INDICATE 
THAT THE REMOTE AS WELL AS THE PO- 
PULATED AREAS OF MONTANA BENEFIT 
FROM TITLE 1 FUNDS. THIS ARTICLE AP- 
PEARED IN “THE READING TEACHER,” 
VOLUME 20, JANUARY 1967. (NS) 
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THE INDIVIDUALIZED READING TECH- 
NIQUE WAS EMPLOYED WITH A CLASS OF 
16 EDUCABLE PRIMARY CHILDREN AGED 
6 THROUGH 10 YEARS IN FAIRFAX, VIR- 
GINIA, TO COUNTERACT AN INITIAL ATTI- 
TUDE OF TOTAL INDIFFERENCE TOWARD 
READING. BOOKS WITH HIGH INTEREST 
LEVELS AND WITH PREPRIMER VOCABU- 
LARY WERE PROVIDED BY THE LIBRARY 
AND WERE ATTRACTIVELY PRESENTED 
BY THE TEACHER. THE CHILDREN PARTI- 
CIPATED IN A READING ACTIVITY DAILY. 
THEY MET WITH THE TEACHER INDIVI- 
DUALLY, ALTHOUGH OCCASIONALLY 
TWO OR THREE CHILDREN WORKED TOG- 
ETHER. A WORKING LEVEL WAS DETER- 
MINED FOR EACH CHILD BY REVIEWING 
PREVIOUS TEST RESULTS OR BY RET- 
ESTING. DEPENDING ON HIS OWN NEEDS, 
EACH CHILD USED AN ACTIVITY BOOK. 
SKILLS WERE TAUGHT INDIVIDUALLY 
AND IN GROUPS. THE CHILDREN SET 
THEIR OWN READING GOALS AND KEPT 
AN ACCOUNT OF THE BOOKS THEY READ. 
THE CHILDREN DEFINITELY PROFITED 
BY THE CLOSE RELATIONSHIP WITH THE 
TEACHER AND BY THE ABSENCE OF 
OTHER CHILDREN WHO MIGHT CRITIC- 
IZE. CONFIDENCE INCREASED, AND 
SOMETIMES A CHILD WOULD READ HIS 
BOOK TO THE CLASS OR WOULD TAKE IT 
HOME TO READ TO HIS FAMILY. EXTRA 
PLANNING WAS NECESSARY TO FIT THIS 
TECHNIQUE IN WITH OTHER ACADEMIC 
WORK, BUT THE RESULTS WERE REW- 
ARDING. THIS ARTICLE APPEARED IN 
“THE READING TEACHER,” VOLUME 20, 
NOVEMBER 1966. (RH) 
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VISUAL TRAINING IS DEFINED AS THE 
FIELD OF OCULAR REEDUCATION AND 
REHABILITATION OF THE VARIOUS VISU- 
AL SKILLS THAT ARE OF PARAMOUNT IM- 
PORTANCE TO SCHOOL ACHIEVEMENT, 
AUTOMOBILE DRIVING, OUTDOOR SPORTS 
ACTIVITIES, AND OCCUPATIONAL PURS- 
UITS. A HISTORY OF ORTHOPTICS, THE 
SUGGESTED NAME FOR THE ENTIRE 
FIELD OF OCULAR REEDUCATION, IS 
GIVEN. READING AS A VISUAL ACT IS DIS- 
CUSSED, AND THE FOLLOWING SEVEN 
GOALS OF VISUAL TRAINING ARE EX- 
PLAINED--TO DEVELOP SMOOTH, RHYTH- 
MIC OCULO-MOTOR CONTROL, TO ELIMI- 
NATE ANY TENDENCY FOR SUPPRESSION 
OF VISION, TO BUILD FUSION TO ITS HI- 
GHEST DEGREE--STEREOPSIS, TO TRAIN 
ACCOMMODATION FACILITY FOR CLEAR 
FOCUSING, TO IMPROVE CONVERGENCE 
FLEXIBILITY FOR ACCURATE FIXATION, 
TO TRAIN EFFICIENT HAND AND EYE 
COORDINATION SKILLS, AND TO EN- 
HANCE SPEED AND ACCURACY OF VISU- 
AL PERCEPTION. REFERENCES ARE 
GIVEN. THIS ARTICLE APPEARED IN 
“JOURNAL OF READING,” VOLUME 10, 
MARCH 1967. (RH) 
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THE “RESIDUAL GAIN” STATISTIC DE- 
VELOPED BY MANNING AND DUBOIS IS 
PRESENTED AS A TOOL FOR THE MEAS- 
UREMENT OF INDIVIDUAL DIFFERENC- 
ES IN IMPROVEMENT RESULTING FROM 
TRAINING. RANKIN AND TRACY UTIL- 
IZED RESIDUAL GAIN MEASURES IN EV- 
ALUATING READING PROGRESS AND 
NOTED THEIR POTENTIAL AS A RE- 
SEARCH TOOL IN STUDYING CORRE- 
LATES OF READING IMPROVEMENT. IN 
COMPARING RESIDUAL GAINS WITH 
CRUDE GAIN (THE SIMPLE DIFFERENCE 
BETWEEN PRE- AND POST-TRAINING 
MEASURES), A DISCREPANCY IN GRADES 
ASSIGNED FOR IMPROVEMENT IN AL- 
MOST HALF THE CASES WAS FOUND. 
CRUDE GAINS TENDED TO UNDERESTI- 
MATE THE PROGRESS OF SUPERIOR IM- 
PROVERS (AS MEASURED BY RESIDUAL 
GAIN) AND TO OVERESTIMATE THE PRO- 
GRESS OF INFERIOR IMPROVERS. TWO 
COMPUTATIONAL FORMULAS OF PRIMA- 
RY INTEREST TO THE RESEARCHER, THE 
Z-SCORE METHOD AND THE RAW SCORE 
METHOD ARE PRESENTED WITH DES- 
CRIPTIONS OF THEIR ADVANTAGES AND 
DISADVANTAGES. A COMPUTATIONAL 
METHOD FOR EVALUATING RESIDUAL 
GAINS IN TERMS OF DERIVED SCORES 
BASED ON THE NORMAL DISTRIBUTION 
CURVE IS DESCRIBED. A SHORT GRAPHI- 
CAL METHOD FOR ASSIGNING EVALUA- 
TION CATEGORIES TO RESIDUAL GAINS 
IN THE CLASSROOM IS PRESENTED. THE 
METHODS FOR ESTIMATING AND EVALU- 
ATING RESIDUAL GAINS WITHOUT LA- 
BORIOUS CALCULATION SHOULD MAKE 
THE TECHNIQUE AVAILABLE TO READ- 
ING TEACHERS WITH AN ELEMENTARY 
KNOWLEDGE OF STATISTICS. THREE REF- 
ERENCES ARE INCLUDED. THIS ARTICLE 
APPEARED IN “JOURNAL OF READING,” 
VOLUME 10, MARCH 1967. (RH) 
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AN ANNOTATED BIBLIOGRAPHY OF 101 
BOOKS SUITABLE FOR TEACHING URBAN 
DISADVANTAGED NEGRO AND PUERTO 
RICAN CHILDREN IS PRESENTED. THE 
BOOKS REFLECT THE ROLE AND CONTRI- 
BUTION OF THE NEGRO AND PUERTO 
RICAN IN OUR HISTORY, ENHANCE THE 
ESSENTIAL DIGNITY AND INTEGRITY OF 
MINORITIES, PROVIDE APPRECIATION 
AND UNDERSTANDING OF MINORITIES, 


AND PROMOTE BROTHERHOOD. MOST 
OFTEN, THE DISADVANTAGED CHILD Is 
DEFICIENT IN READING SKILLS. CONSE. 
QUENTLY, THE BOOKS RECOMMENDED 
FOR JUNIOR HIGH SCHOOL RANGE FROM 
FIFTH- TO NINTH-GRADE READING 
LEVEL, AND THE BOOKS RECOMMENDED 
FOR HIGH SCHOOL STUDENTS START 
FROM THE EIGHTH-GRADE LEVEL. THE 
BOOKS ARE LISTED UNDER SIX HEAD. 
INGS--THE PAST REEXAMINED, CURRENT 
LITERATURE WHICH REFLECTS OUR NA- 
TIONAL CHALLENGE, MUSIC AND ART, 
POETRY, THEATER, LITERATURE, THE 
SPORTS WORLD, AND FICTION AND SHORT 
STORIES. THIS ARTICLE APPEARED IN 
“JOURNAL OF READING,” VOLUME 10, 
MAY 1967. (RH) 
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TEN GUIDELINES FOR TEACHERS OF DI- 
SADVANTAGED STUDENTS WITH READ- 
ING PROBLEMS ARE SUGGESTED.--(1) 
PROCEED ON THE ASSUMPTION THAT 
THE STUDENT IS CAPABLE OF READING 
IMPROVEMENT AND CREATIVE THINKI- 
NG, (2) USE READING MATERIALS AT OR 
SLIGHTLY BELOW HIS INSTRUCTIONAL 
LEVEL, (3) CHOOSE SELECTIONS THAT 
DEAL WITH PEOPLE AND SITUATIONS HE 
CAN IDENTIFY WITH, AND GIVE BRIEF 
AND WELL-MOTIVATED ASSIGNMENTS 
WHICH ASSURE SUCCESS, (4) BE ALERT 
AND SENSITIVE TO HIS NEEDS, (5) AVOID 
STANDARDIZED TESTS FOR THESE ONLY 
SHOW REPEATEDLY THAT HE IS BELOW 
GRADE EXPECTATIONS, (6) CLARIFY 
WORD MEANINGS AND CONCEPTS BE- 
FORE READING IN THE CONTENT AREAS, 
(7) INVOLVE MORE THAN WORD RECOGNI- 
TION EXERCISES IN YOUR READING PRO- 
GRAM, (8) USE A VARIETY OF AP- 
PROACHES AND VARY YOUR DAILY PRO- 
GRAM, (9) EMPHASIZE READING-STUDY 
SKILLS IN THE CONTENT AREAS, AND (10) 
REMEMBER THAT THE LEARNING PRO- 
CESS IS BASICALLY A MOTIVATION-CLAR- 
IFICATION-APPLICATION-SATISFACTION 
PROCESS. MATERIALS ARE RECOMMEND. 
ED FOR WORD-RECOGNITION SKILLS, 
COMPREHENSION SKILLS, AND READING- 
STUDY SKILLS, AND PROFESSIONAL 
BOOKS FOR TEACHERS. REFERENCES 
ARE INCLUDED. THIS ARTICLE AP- 
PEARED IN “JOURNAL OF READING,” VO- 
LUME 10, MAY 1967. (NS) 
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READING PROGRAMS, READING SKILLS, 
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THE RESULTS OF STANDARDIZED 
TESTS IN LANGUAGE ARTS COVERING 10 
YEARS FOR GRADES NINE THROUGH 12IN 
GARY, INDIANA, REVEALED THE NEED 
FOR A DIRECTED PROGRAM IN VOCABU- 
LARY INSTRUCTION. A 2-YEAR PILOT 
STUDY ON VOCABULARY DEVELOPMENT 
USING THE DIRECT APPROACH WAS CON- 
DUCTED AMONG 5,000 NINTH-GRADE 
STUDENTS. A PRETEST WAS FOLLOWED 
BY 20 WEEKLY LESSONS, EACH CONSIST- 
ING OF 20 WORDS SELECTED FROM AD- 
OPTED NINTH-GRADE TEXTBOOKS AND 
ACCOMPANIED BY DEFINITIONS, DIACRI- 
TICAL MARKING, SAMPLE SENTENCES, 
AND SPACES FOR THE STUDENTS’ ORIGI- 
NAL SENTENCES. WEEKLY TESTS, RE- 
VIEW TESTS EVERY 5 WEEKS, AND A POST 
TEST SIMILAR TO THE PRETEST WERE 
ADMINISTERED. THE USE OF THE MA- 
TERIALS DEVELOPED FOR THIS STUDY 
WAS RECOMMENDED BY 96 PERCENT OF 
55 PARTICIPATING TEACHERS. ONE HUN- 
DRED PERCENT OF THESE TEACHERS OB- 
SERVED A BETTER STUDENT PERFOR- 
MANCE ON THE POST TEST. THE MATERI- 
ALS USED IN THIS STUDY WERE INCLUD- 
ED IN THE REGULAR NINTH-GRADE 
LANGUAGE CURRICULUM IN GARY 
SCHOOLS. SAMPLES OF THE PRETEST, 
WEEKLY LESSONS, WEEKLY TESTS, RE- 
VIEW TESTS, AND PROGRESS CHARTS AC- 
COMPANY THIS ARTICLE. THIS ARTICLE 
APPEARED IN THE “JOURNAL OF 
READING,” VOLUME 10, APRIL 1967. (NS) 
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A FORCED-CHOICE TYPE OF QUESTION- 
NAIRE WAS USED TO STUDY THE READ- 
ING MOTIVES OF HIGH SCHOOL STUDENTS 
AND THE EFFECT OF INTELLIGENCE, 
READING LEVEL, SEX, AGE, AND SOCIAL 
CLASS ON INFORMATIONAL, IDENTIFICA- 
TIONAL, ESTHETIC, AND RECREATIONAL 
MOTIVES. DEFINITIONS OF EACH MOTIVE 
AND A LIST OF REASONS FOR READING 
WERE GIVEN TO FIVE JUDGES FOR CLASS- 
IFICATION. REASONS ON WHICH ALL 
JUDGES AGREED WERE INCLUDED IN A 
QUESTIONNAIRE GIVEN TO 324 STUDENTS 
FROM MIDDLE AND LOWER SOCIOECO- 
NOMIC CLASSES IN GRADES NINE 
THROUGH 12. READING LEVEL AND IN- 
TELLIGENCE SCORES WERE ALSO OBT- 
AINED. RESULTS SHOWED THAT THE RE- 
CREATIONAL MOTIVE RANKED HIGHEST 
FOR ALL STUDENTS AND WAS FOLLOWED 
BY THE INFORMATIONAL, IDENTIFICA- 
TIONAL, AND ESTHETIC MOTIVES. STU- 
DENTS WITH LOW READING LEVEL AND 
INTELLIGENCE TENDED TO RANK RE- 
CREATION LOWER AND IDENTIFICATION 
HIGHER. BOYS RANKED INFORMATION 
HIGHER THAN GIRLS DID, AND ONLY A 
VERY SMALL PERCENTAGE OF EITHER 
SEX GAVE ESTHETICS A HIGH RANKING. 
THE YOUNGER STUDENTS RANKED RE- 
CREATION HIGHER THAN OLDER STU- 
DENTS DID. NO SIGNIFICANT RELATION- 
SHIP WAS FOUND BETWEEN READING 
MOTIVES AND SOCIAL CLASS. RESULTS 


ARE SUMMARIZED IN THREE TABLES, 
AND A LIST OF REFERENCES IS GIVEN. 
THIS ARTICLE APPEARED IN “JOURNAL 
OF READING,” VOLUME 10, FEBRUARY 
1967. (NS) 
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A COMMON PROBLEM IN ASSIGNING 
BOOK REPORTS IS HOW TO TEST WHETH- 
ER STUDENTS ACTUALLY READ THE 
BOOK OR WHETHER THEY RELY ON 
SOURCES BESIDES THE BOOK ITSELF. A 
SINGLE-BOOK APPROACH DEVISED TO 
GIVE SOME DEGREE OF CERTITUDE THAT 
STUDENTS READ THE BOOK BLENDS 
THREE ELEMENTS-~(1) ACTUAL READING 
OF THE BOOK AS CHECKED BY AN OBJEC- 
TIVE TEST, (2) DEEPER UNDERSTANDING 
OF THE BOOK AS EVALUATED BY A WRIT- 
TEN ANALYSIS, AND (3) APPRECIATION 
AND ENJOYMENT OF THE BOOK AS 
SHOWN BY SOME REMARKS ON MERIT, 
STYLE, AND BEAUTY. WHEN THE BOOK IS 
ASSIGNED THE STUDENTS ARE ASKED TO 
LOOK FOR ELEMENTS SUCH AS STYLISTIC 
TRAITS, REMARKS ON THE SETTING, OR 
WEAKNESSES AND STRENGTHS OF THE 
AUTHOR. FROM FIVE SUGGESTED TOPICS 
EACH STUDENT CHOOSES ONE ON WHICH 
TO BASE A WRITTEN ANALYSIS OF THE 
BOOK. A 5-MINUTE OBJECTIVE TEST IS 
ALSO GIVEN AFTER WHICH THE TEST 
QUESTIONS ARE DISCUSSED. CRITICAL 
READING IS ENCOURAGED BY ASKING 
STUDENTS TO TAKE A STANCE, PROVE A 
POINT, RAISE A VITAL QUESTION, OR UN- 
COVER EVIDENCE TO SUPPORT STATE- 
MENTS IN THEIR ORAL AND WRITTEN 
WORK. THIS ARTICLE APPEARED IN 
“JOURNAL OF READING,” VOLUME 10, 
APRIL 1967. (NS) 
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WORD COUNTS WERE MADE TO COM- 
PARE THE VOCABULARIES IN READING, 
HEALTH, SCIENCE, AND ARITHMETIC 
TEXTBOOKS FOR GRADES ONE TO THREE. 
COUNTS WERE MADE IN SEVEN DIFFER- 
ENT BASIC READING SERIES AND IN 
THREE DIFFERENT SERIES IN EACH OF 
THE THREE CONTENT AREAS. THE LIMI- 
TATIONS OF THE WORD COUNTS ARE 
SPECIFIED. FREQUENCY OF OCCUR- 
RENCE WAS USED TO ANALYZE THE 
DATA. THE SEVEN READING SERIES IN- 
TRODUCED ABOUT TWICE AS MANY NEW 
WORDS AT THE THIRD-GRADE LEVEL 
THAN DID THE THREE SCIENCE SERIES. 


OF THE 570 NEW WORDS PRESENTED IN 
THE FIRST-GRADE READING SERIES, 117 
WORDS WERE COMMON TO ALL SERIES. 
THE WORDS USED IN DIFFERENT READ- 
ING SERIES VARIED MORE AT THE HI- 
GHER GRADE LEVELS. ONLY 11 WORDS 
WERE COMMON TO THE READING AND AR- 
ITHMETIC SERIES AT THE FIRST GRADE 
LEVEL. OTHER RESULTS, CONCLUSIONS, 
AND ONE REFERENCE IS INCLUDED. 
THIS ARTICLE APPEARED IN “THE READ- 
ING TEACHER,” VOLUME 20, NOVEMBER 
1966. (BK) 
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TWO STUDIES WERE CONDUCTED TO EX- 
PLORE THE RELATIONSHIP BETWEEN 
THE AUDITORY SKILLS OF SOCIALLY DI- 
SADVANTAGED STUDENTS AND READING 
ACHIEVEMENT. THE EFFECT OF A DE- 
VELOPMENTAL AUDITORY TRAINING 
?ROGRAM ON READING ACHIEVEMENT 
AND THE EFFECTIVENESS OF DIFFER- 
‘ENT EVALUATIVE PROCEDURES FOR AU- 
DITORY PERCEPTUAL SKILLS WERE 
ALSO TESTED. SIXTY-FOUR THIRD-GRADE 
NEGRO AND PUERTO RICAN CHILDREN 
WHO WERE RETARDED READERS WERE 
CHOSEN AS SUBJECTS. THREE TREAT- 
MENT GROUPS AND ONE CONTROL GROUP 
WERE SET UP. THE THREE TREATMENT 
GROUPS RECEIVED VARYING COMBINA- 
TIONS OF AUDITORY AND READING 
TRAINING. THERE WERE 50 TREATMENT 
SESSIONS. TESTS WERE ADMINISTERED 
PRIOR TO THE TREATMENT, IMMEDIATE- 
LY FOLLOWING THE TREATMENT, AFTER 
6 MONTHS, AND AFTER A YEAR. RELIA- 
BILITY COEFFICIENTS, ANALYSIS OF CO- 
VARIANCE, INTERCORRELATIONS, AND T 
TESTS WERE USED TO ANALYZE THE 
DATA. NO TREATMENT GROUP FACILI- 
TATED READING ACHIEVEMENT. THERE 
WERE NO GROUP DIFFERENCES. NONE OF 
THE VARIOUS COMBINATIONS OF READ- 
ING AND AUDITORY PROGRAMS SEEMED 
TO AFFECT IMPROVEMENT IN READING. 
IT WAS SUGGESTED THAT THERE MIGHT 
BE INTERRELATIONSHIPS OF TEACHER 
AND PUPIL VARIABLES IMPORTANT IN 
READING LEARNING. STAFF EVALUAT- 
IONS, REFERENCES, ADDITIONAL RE- 
SULTS, TABLES, DESCRIPTIONS OF TESTS, 
AND APPENDIXES ARE INCLUDED. (BK) 
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AN ANNOTATED BIBLIOGRAPHY OF 
TEN STUDIES OR WRITINGS ON PROB- 
LEMS RELATED TO VISUAL PERCEPTION 
PUBLISHED BETWEEN 1954-1964 IS PRES- 
ENTED. THIS ARTICLE APPEARED IN 
“THE READING TEACHER,” VOLUME 20, 
NOVEMBER 1966. (RH) 


ED 013 751 RE 000 444 
READING IN’ FLORIDA SECONDARY 
SCHOOLS, A GUIDE. 

FLORIDA ST. DEPT. OF EDUCATION, TAL- 

LAHASSEE 
REPORTNUMBER FSDE-BULL-35C 
PUBDATE 66 
EDRS PRICE MF-$0.75 HC-$7.72  191P. 

DESCRIPTORS *READING PROGRAMS, 
*SECONDARY SCHOOLS, *STATE CURRI- 
CULUM GUIDES, *TEACHING GUIDES, 
FLORIDA STATE DEPARTMENT OF EDU- 
CATION, INSERVICE TEACHER EDUCAT- 
ION, INSTRUCTIONAL AIDS, INSTRUC- 
TIONAL MATERIALS, 

THIS TEACHING GUIDE WAS DEVEL- 
OPED TO PROVIDE A VARIETY OF SUGGES- 
TIONS AND INFORMATION FOR TEACH- 
ERS INVOLVED IN A SECONDARY SCHOOL 
READING PROGRAM AND FOR ADMIN- 
ISTRATORS AND SUPERVISORS RESPON- 
SIBLE FOR PLANNING AND IMPLEMET- 
ING READING PROGRAMS IN HIGH 
SCHOOLS. THE FOLLOWING TOPICS ARE 
DISCUSSED-THE DEFINITIONS AND 
OBJECTIVES OF A READING PROGRAM, 
THE ADMINISTRATOR’S ROLE, THE ROLE 
OF THE SECONDARY SCHOOL READING 
TEACHER, THE ROLES OF THE SCHOOL LI- 
BRARIAN, OF THE GUIDANCE AND STU- 
DENT PERSONNEL STAFF, OF THE 
SCHOOL PSYCHOLOGIST, OF THE SCHOOL 
NURSE, AND OF THE PARENTS, ORGANIZ- 
ING SCHOOL READING PROGRAMS, READ- 
ING IN THE CONTENT FIELDS, THE DE- 
VELOPMENT OF READING AS A CONTINU- 
OUS PROCESS, THE VERTICAL AND HORI- 
ZONTAL ASPECTS OF READING, THE IN- 
TERRELATIONSHIPS OF THE LANGUAGE 
ARTS, THE RELATIONSHIP BETWEEN LIS- 
TENING AND READING, THE RELATION- 
SHIP BETWEEN SPEAKING AND READING, 
AND BETWEEN WRITING AND READING, 
AND LINGUISTICS. APPENDIXES PRO- 
VIDE MANY TEACHING SUGGESTIONS 
AND TECHNIQUES, A BIBLIOGRAPHY, 
AND INFORMATION ON WHERE TO OB- 
TAIN VARIOUS TEACHING DEVICES, ME- 
CHANICAL AIDS, FILM STRIPS AND PRO- 
GRAMED MATERIALS. A SELECTED LIST 
OF READING TESTS, A CHECK LIST OF 
READING PRACTICES IN THE SECONDARY 
SCHOOL, AND AN EXAMPLE OF A SCOPE 
AND SEQUENCE CHART ARE INCLUDED. 
(RH) 
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INVESTIGATED IS THE INFLUENCE OF 
NINTH GRADE SCIENCE COURSES UPON 
STUDENTS’ SCIENCE ACHIEVEMENT, 
SCIENCE INTERESTS, AND CAREER 
CHOICE. APPROXIMATELY 1300 ACADEMI- 
CALLY TALENTED HIGH SCHOOL SEN- 
IORS COMPOSED THE INITIAL SAMPLE. 
RANDOM SAMPLES OF 50 STUDENTS 
WERE SELECTED FROM EACH OF FOUR 
SUBGROUPS-THOSE WHO HAD TAKEN 
BIOLOGY, GENERAL SCIENCE, LABORA- 
TORY SCIENCE, OR WHO HAD NO SCIENCE. 
DATA WERE OBTAINED FROM TEST RE- 
SULTS, AN INTEREST INVENTORY, AND 
STUDENT TRANSCRIPTS. BOTH PARAME- 
TRIC AND NON-PARAMETRIC TECH- 
NIQUES WERE USED TO INTERPRET 
FINDINGS. THE LABORATORY SCIENCE 
GROUP PURSUED SCIENCE IN HIGH 
SCHOOL SIGNIFICANTLY MORE THAN DID 
THE BIOLOGY OR THE NO-SCIENCE 
GROUPS. THE TOTAL NUMBER OF 
SCIENCE COURSES TAKEN HAD A HIGHER 
RELATIONSHIP TO THE STUDENTS’ ACHI- 
EVEMENT IN SCIENCE THAN DID THEIR 
NINTH GRADE SCIENCE COURSES. SIGNI- 
FICANT DIFFERENCES IN SCIENCE IN- 
TERESTS WERE FOUND WHEN STUDENTS 
WERE GROUPED EITHER BY THE NINTH 
GRADE COURSE THEY HAD HAD, OR BY 
THE NUMBER OF SCIENCE COURSES 
THEY HAD TAKEN. THE KIND AND NUM- 
BER OF SCIENCE COURSES TAKEN IN 
HIGH SCHOOL SIGNIFICANTLY _IN- 
FLUENCED STUDENTS’ PLANS FOR COL- 
LEGE AND CAREERS. (AG) 
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THE TRAINING AND ACTIVITIES OF AM- 
ERICAN CHEMISTS FROM 1850 TO 1900 IS 
TREATED IN THIS BOOKLET. FIVE CHAP- 
TERS CONSTITUTE THE VOLUME--(1) EDU- 
CATION IN CHEMISTRY - AMERICAN ORIG- 
INS, (2) EDUCATION IN CHEMISTRY - THE 
GERMAN INFLUENCE, (3) PROFESSIONAL 
ORGANIZATION - THE NATIONAL SO- 
CIETIES, (4) PROFESSIONAL ORGANIZA- 
TION - THE NATIONAL JOURNALS, AND (5) 
THE CHEMIST AT WORK. AN ANNOTATED 
BIBLIOGRAPHY OF SOURCES IS INCLUDE- 
D. THE GROWTH OF CHEMISTRY IN 
SCHOOLS AND LAND GRANT INSTITU- 
TIONS THAT APPEARED IN THE LATE 
1800’S IS TRACED. THE INFLUENCE IN AM- 
ERICAN SCHOOLS OF AMERICAN SCHO- 
LARS WHO STUDIED IN THE GERMAN 
UNIVERSITIES IS DESCRIBED. NUMBERS 
AND FUNCTIONS OF CHEMISTS IN INDUS- 
TRY, GOVERNMENT, AND HIGHER EDUCA- 
TION ARE TREATED. ALSO DESCRIBED 
ARE THE RISE OF THE PROFESSIONAL SO- 
CIETIES AND THEIR JOURNALS. THIS 
DOCUMENT IS ALSO AVAILABLE FOR $2.00 
FROM THE UNIVERSITY OF FLORIDA 
PRESS, 15 NW 15 STREET, GAINESVILLE, 
FLORIDA 82601. (RS) 
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RADIOISOTOPES, REFERENCE MATERI- 
ALS, UNITED STATES ATOMIC ENERGY 
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SELECTED REFERENCES ON THE USE 
OF RADIOISOTOPES IN BIOLOGY ARE CON- 
TAINED IN THIS ANNOTATED BIBLIOGRA- 
PHY FOR SECONDARY SCHOOL STUD- 
ENTS. MATERIALS INCLUDED WERE PUB- 
LISHED AFTER 1960 AND DEAL WITH THE 
PROPERTIES OF RADIATION, SIMPLE 
RADIATION DETECTION PROCEDURES, 
AND TECHNIQUES FOR USING RADIOISO- 
TOPES EXPERIMENTALLY. THE REF- 
ERENCES ARE LISTED IN ORDER OF 
THEIR VALUE TO A TYPICAL HIGH 
SCHOOL BIOLOGY PROGRAM IN TERMS OF 
VARIETY, FLEXIBILITY, AND APPLICAB- 
ILITY. EXPERIMENTS IN EACH REF- 
ERENCE ARE CLASSIFIED AS BASIC OR 
BIOLOGICAL. SPECIAL TECHNIQUES OR 
MATERIALS REQUIRED IN THEIR COM- 
PLETION ARE INDICATED. SOURCES OF 
RADIOISOTOPE EXPERIMENTS FOR HIGH 
SCHOOL CHEMISTRY AND PHYSICS, A 
LIST OF GENERAL READINGS IN NU- 
CLEAR SCIENCE, AND A LIST OF SUP- 
PLIERS OF RADIOISOTOPES ARE INC- 
LUDED. THIS DOCUMENT IS AVAILABLE 
FREE FROM THE UNITED STATES ATOMIC 
ENERGY COMMISSION, P. 0. BOX 62, OAK 
RIDGE, TENNESSEE 37830. (AG) 
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ALUATION TECHNIQUES, *PROGRAM 
EVALUATION, *SECONDARY SCHOOL 
SCIENCE, SELECTED SCIENCE SERVICES, 
UNITED STATES OFFICE OF EDUCATION, 
SUGGESTIONS AND A CHECKLIST FOR 
THE EVALUATION OF ELEMENTARY AND 
SECONDARY SCHOOL SCIENCE PRO- 
GRAMS ARE CONTAINED IN THIS UNITED 
STATES OFFICE OF EDUCATION BULLET- 
IN. AN INTRODUCTORY SECTION DEALS 
WITH THE IMPORTANCE OF (1) BROAD FA- 
CULTY PARTICIPATION, AND (2) UP-TO- 
DATE CONTENT AND METHODS IN PRO- 
GRAM EVALUATION. EXPLANATIONS FOR 
THE CONSTRUCTION AND USE OF A PRO- 
GRAM PROFILE AND THE USE OF THE 
CHECKLIST ARE ALSO PROVIDED. THE IN- 
STRUMENT IS SUBDIVIDED INTO 10 SEC- 
TIONS EACH CONTAINING PERTINENT 
QUESTIONS. SUBDIVISIONS INCLUDE-(1) 
THE FOUNDATIONS FOR LOCAL PROGRAM 
PLANNING, (2) PUBLIC RESPONSIBILITY 
AND GOALS, (3) CURRICULUM, (4) TEACH- 
ING-LEARNING, (5) EVALUATION, (6) 
YOUTH ACTIVITIES, (7) STAFF CHARAC- 
TERISTICS, (8) PROGRAM ADMINISTRAT- 
ION, (9) FINANCIAL ARRANGEMENTS, 





AND (10) FACILITIES, EQUIPMENT, AND 
TEACHING AIDS. A THREE-POINT RATING 
SCALE AND A FORM FOR THE DEVELOP- 
MENT OF A COMPOSITE PROFILE ARE 
INCLUDED. THIS DOCUMENT IS ALSO 
AVAILABLE FOR $0.15 FROM THE SUPER- 
INTENDENT OF DOCUMENTS, GOVERN- 
MENT PRINTING OFFICE, WASHINGTON, 
D.C. 20402. (AG) 
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GROUP, 

THE RELATIONSHIP OF ACHIEVEMENT 
IN PSSC PHYSICS TO EXPERIENCE IN 
SMSG MATHEMATICS, CHEM STUDY 
CHEMISTRY, CBA CHEMISTRY, AND BSCS 
BIOLOGY WAS DETERMINED. DATA WERE 
GATHERED IN 26 HIGH SCHOOL PHYSICS 
CLASSES IN SEVEN HIGH SCHOOLS. ANAL- 
YSIS OF COVARIANCE WAS USED IN THE 
TREATMENT OF THE DATA. PSSC TESTS 
FIVE AND TEN WERE USED AS CRITERIA 
OF ACHIEVEMENT IN PSSC PHYSICS. COM- 
PARISONS OF ACHIEVEMENT IN PSSC 
PHYSICS WERE MADE BETWEEN STU- 
DENTS WITH BACKGROUNDS IN (1) SMSG 
MATHEMATICS OR CONVENTIONAL MA- 
THEMATICS, (2) CHEM STUDY CHEMISTRY 
OR CONVENTIONAL CHEMISTRY, (3) CBA 
CHEMISTRY OR CONVENTIONAL CHEMIS- 
TRY, (4) BSCS BIOLOGY OR CONVENTION- 
AL BIOLOGY, AND (6) BETWEEN STU- 
DENTS WITH DIFFERENT LEVELS OF EX- 
PERIENCE IN SMSG MATHEMATICS. THE 
DATA SHOWED NO SIGNIFICANT DIFFER- 
ENCES IN ACHIEVEMENT IN PSSC PHY- 
SICS BETWEEN STUDENTS WITH A BACK- 
GROUND IN (1) CHEM STUDY CHEMISTRY 
OR CONVENTIONAL CHEMISTRY, (2) CBA 
CHEMISTRY OR CONVENTIONAL CHEMIS- 
TRY, AND (3) BSCS BIOLOGY OR CONVEN- 
TIONAL BIOLOGY. CONFLICTING EVI- 
DENCE WAS FOUND IN THE RELATION- 
SHIP BETWEEN DIFFERENCE LEVELS OF 
SMSG MATHEMATICS AND PSSC ACHIE- 
VEMENT. A SIMILAR CONFLICT WAS 
FOUND BETWEEN EXPERIENCE IN SMSG 
MATHEMATICS AND CONVENTIONAL 
MATHEMATICS. THIS DOCUMENT IS AVAI- 
LABLE AS ORDER NUMBER 66-3963 FOR 
$3.00 ON MICROFILM, $6.60 XEROX, FROM 
UNIVERSITY MICROFILMS, 300 NORTH 
—_ ROAD, ANN ARBOR, MICHIGAN 48103. 
(DS) 
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THE ACHIEVEMENT OF STUDENTS EN- 
ROLLED IN PHYSICAL SCIENCE STUDY 
COMMITTEE PHYSICS IS COMPARED WITH 
THAT OF STUDENTS ENROLLED IN TRAD- 
ITIONAL PHYSICS. GROUPS OF STUDENTS 
WERE PRETESTED FOR MENTAL ABILITY 
AND SCIENCE KNOWLEDGE. AFTER COM- 
PLETING THE RESPECTIVE COURSES, 
BOTH GROUPS WERE GIVEN THE CO- 
OPERATIVE PHYSICS TEST AND THE PHY- 
SICAL SCIENCE STUDY COMMITTEE 
FINAL EXAMINATION. STUDENT SCORES 
ON THE POST-TEST WERE TREATED STA- 
TISTICALLY BY ANALYSIS OF COVARIA- 
NCE. CONCLUSIONS DRAWN ARE (1) STU- 
DENTS ENROLLED IN PHYSICAL SCIENCE 
STUDY COMMITTEE PHYSICS LEARNED 
AS MUCH OF THE ESSENTIAL SUBJECT 
MATTER CONTENT OF TRADITIONAL PHY- 
SICS AS DID THOSE ENROLLED IN THE 
TRADITIONAL COURSES, AND (2) STU- 
DENTS ENROLLED IN THE PHYSICAL 
SCIENCE STUDY COMMITTEE COURSES 
LEARNED MORE OF THE ESSENTIAL 
SUBJECT MATTER OF THE PHYSICAL 
SCIENCE STUDY COMMITTEE COURSE 
THAN DID THOSE ENROLLED IN THE TRA- 
DITIONAL COURSES. THIS DOCUMENT IS 
AVAILABLE AS ORDER NUMBER 66-7940 
FOR $3.00 ON MICROFILM, $4.80 XEROX, 
FROM UNIVERSITY MICROFILMS, 300 
NORTH ZEEB ROAD, ANN ARBOR, MICHI- 
GAN 48103. (DH) 
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INFORMATION ABOUT 42 INLAND BIOL- 
OGY FIELD STATIONS IN THE UNITED 
STATES IS PRESENTED. DATA WERE OB- 
TAINED THROUGH VISITS BY REPRESEN- 
TATIVES OF THE NATIONAL SCIENCE 
FOUNDATION. IN AN INTRODUCTORY 
SECTION THE CHARACTERISTICS, FUNCT- 
IONS, AND PROBLEMS GENERALLY ASSO- 
CIATED WITH FIELD STATIONS ARE REV- 
IEWED. INDIVIDUAL STATIONS ARE LIST- 
ED ALPHABETICALLY, BY STATE. RE- 
SUMES INCLUDE (1) NAME, (2) ADDRESS, 
(3) ACREAGE, (4) TYPES OF ECOLOGICAL 
AREAS REPRESENTED, (5) NATURE OF 
THE PROGRAM OFFERED, (6) UNIQUE FA- 
CILITIES OR FEATURES, AND (7) OPERAT- 
ING SEASON. THE RESUMES ARE KEYED 
TO A MAP OF THE UNITED STATES. THIS 
ARTICLE IS PUBLISHED IN “BIOS- 
CIENCE,” APRIL 1966. (AG) 
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IDEAS FOR SCIENCE INVESTIGATIONS 
FOR SECONDARY SCHOOL STUDENTS ARE 
DESCRIBED. IN PART I THE STUDENT IS 
INTRODUCED TO THE IDEA OF THE PRO- 
JECT-TYPE INVESTIGATION AND IS 
GIVEN A GENERAL OVERVIEW OF THE 
MANUAL. A SECTION WHICH IS WRITTEN 
FOR THE TEACHER INCLUDES A DISCUS- 
SION OF (1) EDUCATIONAL VALUES DE- 
RIVED FROM INDIVIDUAL INVESTIGAT- 
IONS, AND (2) THE ROLE OF THE TEACHER 
IN INVESTIGATIVE ACTIVITIES. IN PART 
Il THE PHENOMENON OF SAP RISE IN 
PLANTS IS USED TO ILLUSTRATE PROB- 
LEMS FOR INVESTIGATION. THE AP- 
PROACHES TO RELATED PROBLEMS 
TAKEN BY THREE STUDENTS ARE USED 
TO DEMONSTRATE APPROACHES TO EX- 
PERIMENTAL WORK. INFORMATION ON 
PROCEDURES INVOLVED IN REPORTING 
THE RESULTS OF AN INVESTIGATION IS 
ALSO INCLUDED IN THIS SECTION. PART 
III CONTAINS IDEAS FOR POSSIBLE IN- 
VESTIGATION IN THE AREAS OF BIOLO- 
GY, CHEMISTRY, AND PHYSICS. ITEMS IN- 
CLUDED GENERALLY CONTAIN SOME 
BACKGROUND INFORMATION AND A 
SERIES OF QUESTIONS. AN ANNOTATED 
BIBLIOGRAPHY, SUBDIVIDED INTO 
IDEAS, TECHNIQUES, AND INFORMATION 
IN DEPTH COMPRISES PART IV. THIS 
DOCUMENT IS AVAILABLE FOR $2.25 
FROM THE NATIONAL SCIENCE TEACH- 
ERS ASSOCIATION, 1201 SIXTEENTH 
STREET, N.W., WASHINGTON, D.C. 20036. 
(AG) 
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SCIENCE EQUIPMENT, TEACHING AIDS, 
AND MODELS THAT HAVE BEEN OR ARE 
BEING DEVELOPED THROUGH THE NA- 
TIONAL SCIENCE FOUNDATION’S 
SCIENCE TEACHING EQUIPMENT DEVEL- 
OPMENT PROGRAM ARE DESCRIBED IN 
THIS BULLETIN. REPORTS FROM ALL 
PROJECTS SUPPORTED UP TO MARCH 15, 
1963, ARE INCLUDED. ITEMS ARE CLASSI- 
FIED ACCORDING TO DISCIPLINE AND AP- 
PROPRIATE INSTRUCTIONAL LEVEL. 
DESCRIPTIONS OF THE PROJECTS IN- 
CLUDE-~(1) THE DIRECTOR’S NAME, DE- 
PARTMENT, AND INSTITUTION, (2) A 
BRIEF SUMMARY OF THE PROJECT AC- 
TIVITIES, AND (3) SOURCES OF FURTHER 
INFORMATION. THIS DOCUMENT IS ALSO 
AVAILABLE AS NSF 63-15 FROM THE NA- 


NSF-63-15 





TIONAL SCIENCE FOUNDATION, OFFICE 
OF SCIENCE INFORMATION ”® SERVICE, 
WASHINGTON, D. C. 20550. (AG) _ 
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WRITTEN PRIMARILY FOR SCIENCE 
TEACHERS IN SECONDARY SCHOOLS, 
THIS BOOK DEALS WITH TEST CONSTRUC- 
TION WITH PARTICULAR EMPHASIS ON 
PLANNING, RULES FOR WRITING TEST 
ITEMS, AND SUGGESTIONS FOR THE OR- 
GANIZATION OF EXAMINATIONS. PRE- 
SENTED ARE SUGGESTIONS FOR DEVEL- 
OPING INSTRUMENTS TO TEST FOR (1) 
VARIOUS KINDS OF KNOWLEDGE, (2) UN- 
DERSTANDING, AND (3) THE ABILITY TO 
APPLY KNOWLEDGE AND UNDERSTANDI- 
NG. THE MAJOR TYPES OF TEST ITEMS-- 
ESSAY, MULTIPLE CHOICE, TRUE AND 
FALSE, MATCHING, AND COMPLETION-- 
ARE CONSIDERED AND THEIR ADVAN- 
TAGES AND DISADVANTAGES ARE LISTE- 
D. DISCUSSED ARE STATISTICAL CON- 
CEPTS RELATED TO EVALUATION AND 
METHODS OF SCORING TESTS AND DET- 
ERMINING LETTER GRADES. APPENDED 
ARE (1) A LIST OF MOST COMMERCIALLY 
AVAILABLE STANDARDIZED TESTS, (2) A 
LIST OF PROFESSIONAL PUBLICATIONS, 
AND (3) ITEM ANALYSIS TECHNIQUES 
FOR ANALYZING AND REVISING TEST 


QUESTIONS. THIS DOCUMENT IS AVAILA- 
BLE FROM THE WADSWORTH PUBLISH- 
ING COMPANY, INC., 10 DAVIS DRIVE, BEL- 
MONT, CALIFORNIA. (AG) 
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MANPOWER, ABILITY, CONCEPT MAST- 
ERY TEST, CULTURAL FACTORS, ENG- 
INEERING, INTELLIGENCE, INTELLI- 
GENCE FACTORS, INTERESTS, NATIONAL 
SCIENCE FOUNDATION, OFFICE OF 
NAVAL RESEARCH, PERSONALITY, PROB- 
LEM SOLVING, SCIENTISTS, STANFORD 
UNIVERSITY, TALENT IDENTIFICATION, 
UNIVERSITY OF UTAH, VERBAL ABILITY, 
PAPERS PRESENTED AT A 1957 CONFER- 
ENCE ON THE IDENTIFICATION OF CREA- 
TIVE SCIENTIFIC TALENT ARE INCLUD- 
ED IN THIS REPORT. RESEARCH STUDIES 
AND POSITION PAPERS DEAL WITH THE 
NATURE, MEASUREMENT, AND ENCOUR- 
AGEMENT OF SCIENTIFIC CREATIVITY. 
STUDIES THAT EXPLORE THE RELATION- 
SHIP BETWEEN (1) UNDERGRADUATE 
GRADES AND RESEARCH ABILITY, (2) 
COMMUNICATIONS SKILLS AND CREA- 
TIVE ABILITY, AND (3) PERSONALITY AND 
ABILITY CHARACTERISTICS AND PRO- 


DUCTIVE SCIENTIFIC WORK ARE REP- 
ORTED. FACTORS THAT COMPOSE THE 
“STRUCTURE OF INTELLECT” AND THE 
DEVELOPMENT AND APPLICATION OF IN- 
STRUMENTS FOR THEIR MEASUREMENT 
ARE DISCUSSED. CONDITIONS CONDU- 
CIVE TO CREATIVE PRODUCTIVITY THAT 
EXIST IN GRADUATE SCIENCE PROGRAMS 
AND SOCIAL, CULTURAL, AND EDUCATIO- 
NAL FACTORS THAT INHIBIT CREATIVITY 
ARE USED TO ILLUSTRATE THE DEPEN- 
DENCE OF CREATIVE ACTIVITY ON ENVI- 
RONMENTAL FACTORS. OTHER PAPERS 
CONSIDER THE ORIGIN AND DEVELOP- 
MENT OF INTERESTS, THE MEASURE- 
MENT OF PROBLEM-SOLVING ABILITY, 
PRIMARY AND SECONDARY CREATIVITY, 
AND TEACHING PROCEDURES THAT EN- 
COURAGE CREATIVITY. SEVERAL COM- 
MITTEE REPORTS AND AN EXTENSIVE BI- 
BLIOGRAPHY ARE INCLUDED. THIS 
DOCUMENT IS ALSO AVAILABLE FROM 
THE UNIVERSITY OF UTAH PRESS, 
BUILDING 303, SALT LAKE CITY, UTAH 
84112. (AG) 
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THE OBJECTIVES OF SCIENCE EDUCA- 
TION CONSIDERED IMPORTANT BY SE- 
LECTED PERSONS IN THE UNITED 
STATES WERE ASCERTAINED. THESE 
OBJECTIVES WERE USED BY THE EXPLO- 
RATORY COMMITTEE ON ASSESSING THE 
PROGRESS OF EDUCATION TO DEVELOP A 
PROGRAM TO ASSESS THE EDUCATIONAL 
ATTAINMENTS OF REPRESENTATIVE 
NINE, 13, AND 17 YEAR-OLDS AS WELL AS 
ADULT HIGH SCHOOL GRADUATES. THE 
OBJECTIVES WERE DERIVED FROM (1) A 
STUDY OF THE LITERATURE, (2) STATE- 
MENTS OF MEMBERS OF THE COMMITTEE 
OF CONSULTANTS, AND (3) COMMENTS BY 
REVIEWERS OF THE PRELIMINARY 
DRAFT OF OBJECTIVES. THE MAJOR 
OBJECTIVES, STATED IN TERMS OF STU- 
DENT BEHAVIOR WERE--(1) THEIR ABILI- 
TY TO APPLY, IN APPROPRIATE SITUAT- 
IONS, THE METHODS, TECHNIQUES, AND 
RATIONAL PROCESSES ASSOCIATED 
WITH SCIENTIFIC WORK, (2) THEIR UN- 
DERSTANDING OF THE MAJOR CONCEP- 
TUAL SCHEMES THAT CURRENTLY IN- 
TERRELATE, AND FORM THE CORE OF, 
THE VARIOUS SCIENTIFIC DISCIPLINES, 
(8) THEIR UNDERSTANDING OF THE POSI- 
TION, LIMITATIONS, AND POTENTIAL OF 
SCIENCE AND ITS APPLICATIONS IN 
TODAY’S SOCIETY, AND THEIR ATTI- 
TUDES TOWARD SCIENTISTS AND THEIR 
WORK, (4) THEIR INTERESTS IN SCIENCE, 
WHICH FOR SOME STUDENTS ARE MANI- 
FESTED BY MOVEMENT TOWARD SCIEN- 
TIFIC OR TECHNICAL CAREERS, AND 
WHICH FOR ALL STUDENTS ARE 
DISPLAYED OUTSIDE FORMAL SCHOOL- 
ING BY THEIR CONTINUED LEARNING IN, 


AND ATTENTION TO, SCIENTIFIC 
SUBJECTS, AND (6) THEIR REALIZATION 
OF SCIENCE AS A HUMAN INTELLECTUAL 
ACTIVITY. THE STATEMENTS OF THE 
FIVE MAJOR OBJECTIVES ARE CLASSI. 
FIED ACCORDING TO THE “TAXONOMY OF 
EDUCATIONAL OBJECTIVES.” THE DOCU- 
MENT ALSO CONTAINS (1) LISTS OF THE 
MEMBERS OF THE CONSULTING AND RE- 
VIEWING COMMITTEES, (2) AN EXTEN- 
SIVE BIBLIOGRAPHY, AND (3)' A CON- 
DENSED VERSION OF THE “TAXONOMY 
OF EDUCATIONAL OBJECTIVES”--BOTH 
COGNITIVE AND AFFECTIVE DOMAINS. 
THIS DOCUMENT IS ALSO AVAILABLE 
FROM SCIENCE RESEARCH ASSOCIATES, 
INC., 259 EAST ERIE STREET, CHICAGO, IL- 
LINOIS 60611. (DS) 
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THIS SOURCEBOOK FOR ELEMENTARY 
SCHOOL TEACHERS IS DESIGNED TO PRO- 
VIDE ASSISTANCE IN THE UTILIZATION 
OF SCIENCE PROGRAMS TELECAST OVER 
A STATE EDUCATIONAL NETWORK. PRO- 
VIDING STUDENTS WITH EXPERIENCES 
WHICH THEY MIGHT NOT OTHERWISE 
HAVE AND STIMULATING THEM TO EN- 
GAGE IN ACTIVITIES WHICH THEY MIGHT 
NOT OTHERWISE DO ARE MAJOR OBJEC- 
TIVES OF THE PROGRAM. A PREPARATION 
PROGRAM FOR TEACHERS AND PARENTS 
PRECEDES EACH WEEKLY CLASSROOM 
PROGRAM. PREPARATION MATERIALS 
CONSIST OF (1) AN INTRODUCTION TO THE 
TOPIC TO BE CONSIDERED, (2) THE AC- 
TUAL PROGRAM WHICH WILL LATER BE 
SHOWN TO STUDENTS, AND (3) A FOLLOW- 
UP OF THE LESSON WITH FURTHER DIS- 
CUSSION OF ITS CONTENT AND USE. 
SUBJECTS INCLUDED IN THE 31 WEEKLY 
PROGRAMS ARE THE NATURE OF 
SCIENCE, MAN AND HIS ENVIRONMENT, 
NON-LIVING THINGS, MOTION, ENERGY, 
THE EARTH AND ITS ATMOSPHERE, AND 
SPACE. FOR EACH OF THESE MAJOR 
UNITS INFORMATION ABOUT (1) OBJECTI- 
VES, (2) MAJOR IDEAS, (3) THE TELEVISION 
PRESENTATION, (4) RELATED ACTIVI- 
TIES, (6) STUDENT AND TEACHER REF- 
ERENCES, AND (6) EDUCATIONAL FILMS 
IS PROVIDED. SOURCES OF EDUCATIONAL 
FILMS AND PHONOGRAPH RECORDS ARE 
APPENDED. (AG) 
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BLIOGRAPHIES, BOULDER, CHEMISTRY, 
COLORADO, COMMISSION ON COLLEGE 
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SCIENCES, PHYSICAL SCIENCES, SCIENCE 
ACTIVITIES, TEACHING PROCEDURES, 
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REPORTED ARE PROCEEDINGS OF THE 
BOULDER CONFERENCE ON PHYSICS FOR 
NONSCIENCE MAJORS, SPONSORED BY 
THE COMMISSION ON COLLEGE PHYSICS. 
PART I OF THIS REPORT IS AN INTRODUC- 
TION EXPLAINING THE CONFERENCE. 
PART II CONTAINS EXPANDED COURSE 
OUTLINES OF PHYSICS COURSES FOR 
NONSCIENCE MAJORS THAT WERE PRE- 
SENTED TO THE GROUP BY SEVEN PARTI- 
CIPATING PHYSICISTS. ALSO INCLUDED 
ARE SUMMARIES OF THE DISCUSSIONS 
WHICH FOLLOWED EACH PRESENTATION 
IN WHICH STRENGTHS AND WEAKNESSES 
WERE PROBED, AND PROBLEMS WERE 
ISOLATED FOR FUTURE ATTENTION. 
PART III CONTAINS TWO TYPES OF RE- 
PORTS THAT CLIMAXED SMALL GROUP 
EFFORTS AT COURSE DESIGN--(1) “WORK- 
ING PAPERS” THAT REPRESENTED 
ESSENTIALLY THE WORK OF AN INDIVI- 
DUAL WITHIN THE GROUP, AND (2) GROUP 
REPORTS THAT REPRESENTED COM- 
BINED EFFORTS. SPECIAL EVENTS OF 
THE CONFERENCE ARE REPORTED IN 
PART IV, WHILE PART V CONTAINS SUGG- 
ESTIONS FOR FUTURE ACTION. INCLUD- 
ED ARE APPENDIXES LISTING PARTI- 
CIPANTS AND THE SCHEDULE OF EVE- 
NTS. THIS DOCUMENT IS AVAILABLE 
FREE FROM THE COMMISSION ON COL- 
LEGE PHYSICS, UNIVERSITY OF MARYL- 
AND, 4321 HARWICK ROAD, COLLEGE 
PARK, MARYLAND 20740. (DH) 
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CAN INSTITUTE OF PHYSICS, DROPOUTS, 
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COMMITTEE, SALARIES, STATISTICAL 
DATA, SURVEYS, TEACHERS, UNDERGRA- 
DUATE STUDY, 

STATISTICAL DATA ARE PROVIDED ON 
THE EDUCATION AND EMPLOYMENT OF 
PHYSICISTS AND ON THE SOURCES FOR 
PHYSICISTS IN THE UNITED STATES. 
DATA CONCERNING PHYSICS EDUCATION 
IS ANALYZED FOR (1) HIGH SCHOOL PHY- 
SICS, (2) UNDERGRADUATE PHYSICS, (3) 
GRADUATE PHYSICS, (4) COLLEGES AND 
UNIVERSITIES, AND (5) TEACHING 
FACULTIES. INFORMATION PRESENTED 
INCLUDES ENROLLMENTS, ENROLL- 
MENT PROJECTIONS, DROPOUT DATA, 
DEGREES GRANTED, LOCATION AND 
CLASSIFICATION OF INSTITUTIONS, AND 
SELECTED DATA REGARDING TEACHER 
EMPLOYMENT AND CHARACTERISTICS. 
EMPLOYMENT DATA FOR PHYSICISTS IN- 
CLUDE INFORMATION CONCERNING (1) 
INITIAL EMPLOYMENT, (2) EMPLOYMENT 


AIP-PUB-R-196 


TRENDS, AND (3) EMPLOYMENT OF PHYSI- 
CISTS IN 1964. DATA ON FOREIGN SOURC- 
ES OF PHYSICS MANPOWER INCLUDES IN- 
FORMATION CONCERNING STUDENTS, IM- 
MIGRANTS, AND EXCHANGE VISITORS. 
THE APPENDIXES INCLUDE METHODS OF 
DETERMINING PROJECTIONS, CORREC- 
TION FACTORS USED WITH SURVEY DATA 
ON ENROLLMENTS AND DEGREES 
GRANTED, AND SALARY DATA. EXTEN- 
SIVE USE IS MADE OF TABLES AND 
GRAPHS TO PRESENT DATA. THIS DOCU- 
MENT IS AVAILABLE AS NO. R-196 FOR 
$2.50 FROM THE AMERICAN INSTITUTE OF 
PHYSICS, 335 EAST 45 STREET NEW YORK, 
NEW YORK 10017. (DH) 
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RAL SCIENCES, TALENT DEVELOPMENT, 
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SELECTED RESEARCH PAPERS FROM 
THREE CONFERENCES ON THE RECOGNI- 
TION AND DEVELOPMENT OF SCIENTIFIC 
CREATIVITY ARE CONTAINED IN THIS 
BOOK. THE CONFERENCES WERE HELD 
IN 1955, 1957, AND 1959 AND WERE SUP- 
PORTED BY THE NATIONAL SCIENCE 
FOUNDATION. CRITERIA USED IN SE- 
LECTING PAPERS FOR INCLUSION WERE 
(1) NON-TECHNICAL NATURE AND GENER- 
AL READABILITY, (2) UNAVAILABILITY 
ELSEWHERE IN THE LITERATURE, AND 
(3) GENERAL INTEREST AND VALUE OF 
RESEARCH FINDINGS. MAJOR SECTIONS 
OF THE BOOK DEAL WITH (1) CRITERIA 
FOR THE IDENTIFICATION OF SCIENTI- 
FIC TALENT (2) INTELLECTUAL, PERSO- 
NALITY, AND MOTIVATIONAL CHARAC- 
TERISTICS OF CREATIVE INDIVIDUALS (3) 
THE EFFECT OF ENVIRONMENTAL CON- 
DITIONS ON CREATIVITY AND (4) THE 
THEORETICAL ANALYSIS OF THE CREA- 
TIVE PROCESS. A CONCLUDING SECTION 
IS DEVOTED TO THE IDENTIFICATION OF 
OUTSTANDING PROBLEMS AND RECOM- 
MENDATIONS FOR’ POSSIBLE  AP- 
PROACHES TO RESEARCH LEADING TO 
THEIR SOLUTION. A COMPREHENSIVE BI- 
BLIOGRAPHY IS INCLUDED. THIS DOCU- 
MENT IS AVAILABLE FOR $2.65 FROM 
JOHN WILEY AND SONS, 605 THIRD AV- 
ENUE, NEW YORK, NEW YORK 10016. (AG) 
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NG, INSERVICE TEACHER EDUCATION, 
ORIENTATION, QUESTIONNAIRES, TA- 
BLES (DATA), TEACHER SALARIES, 
TO SURVEY SCHOOL SYSTEM PRACTIC- 
ES REGARDING STUDENT TEACHERS, A 
QUESTIONNAIRE WAS SENT TO 402 


SCHOOL SYSTEMS ENROLLING 12,000 OR 
MORE PUPILS. USABLE REPLIES WERE 
RECEIVED FROM 266 (66 PERCENT) OF THE 
SYSTEMS, AND REPLIES ARE RECORDED 
IN TABLES, WITH SAMPLE STATEMENTS, 
EVALUATION SHEETS, AND LISTS OF STU- 
DENT TEACHING GUIDES AND HAND- 
BOOKS INCLUDED IN AN APPENDIX. DE- 
FINITIONS OF STUDENT TEACHING AND 
COOPERATING TEACHER ARE OFFERED, 
AS WELL AS DISCUSSIONS OF INSERVICE 
TRAINING, SUPERVISORY LOAD, GRAD- 
ING THE STUDENT TEACHER, TEACHER 
COMPENSATION, STUDENT TEACHER 
ORIENTATION, AND FINANCIAL ARR- 
ANGEMENTS. GENERAL OBSERVATIONS 
ARE THAT (1) MOST OF THE PUBLIC 
SCHOOL SYSTEMS WITH 12,000 OR MORE 
ENROLLMENT ARE ENGAGED IN TRAIN- 
ING LARGE NUMBERS OF PROSPECTIVE 
TEACHERS, AND (2) THERE IS LITTLE UNI- 
FORMITY IN THIS ENTERPRISE. DOCU- 
MENT AVAILABLE FROM PUBLISHER. 
(AF) 
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OPMENT, *DROPOUT PREVENTION, *IN- 
SERVICE TEACHER EDUCATION, *TEACH- 
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THIS REPORT BY A CITYWIDE COMMIT- 
TEE DESCRIBES EXISTING PROGRAMS 
FOR POTENTIAL SCHOOL DROPOUTS AND 
RECOMMENDATIONS FOR EXPANSION 
AND IMPROVEMENT. AMONG THE EXIST- 
ING PROVISIONS ARE (1) REGULAR INSER- 
VICE SESSIONS FOR TEACHERS IN AREAS 
WHERE THE DROPOUT RATE IS HIGH, (2) 
PERIODIC FACULTY MEETINGS, (3) A FA- 
CULTY COMMITTEE TOGIVE SOME DIREC- 
TION IN PROVIDING MOTIVATING LEARN- 
ING PROJECTS, (4) INDIVIDUAL ASSIST- 
ANCE TO FACULTY MEMBERS HAVING 
PARTICULAR DIFFICULTIES, (5) FAMILY 
DISCUSSIONS. AT THE DISTRICT LEVEL, 
THERE IS (6) A SPECIAL ORIENTATION 
DAY FOR NEW TEACHERS PRIOR TO THE 
OPENING OF THE SCHOOL TERM. ON THE 
SYSTEMWIDE LEVEL (7) THE BUREAU OF 
HUMAN RELATIONS PROVIDES INSER- 
VICE COURSES IN HUMAN RELATIONS 
PROBLEMS. AMONG THE RECOMMENDA- 
TIONS FOR EXPANSION AND IMPROVE- 
MENT ARE (A) EMPLOYMENT OF NONPRO- 
FESSIONAL STAFF AS TEACHERS’ AIDES, 
LUNCHROOM SUPERVISORS, AUDIO-VISU- 
AL HELPERS, CLERICAL ASSISTANTS, 
ETC. AND (B) PROVISION OF INCREASED 
TIME FOR INSERVICE EDUCATION OF 
TEACHERS ON A REGULAR BASIS. ADDI- 
TIONAL RECOMMENDATIONS INCLUDE-- 
(1) TEACHERS SHOULD VISIT THE PUPILS’ 
HOMES AFTER SCHOOL HOURS TO IM- 
PROVE THE HOME-SCHOOL RELATIONS. 
HIP, (2) PARENTS OF PREKINDERGARTEN 
AND KINDERGARTEN PUPILS SHOULD BE 
URGED TO ENCOURAGE THEIR CHILDREN 
TO DO WELL IN SCHOOL, AND (3) COUNSEL- 
ING SERVICES SHOULD BE MADE AVAILA- 
BLE TO ALL AGE GROUPS, ESPECIALLY 
THE 14-16 YEAR GROUP. DOCUMENT AVAI- 
LABLE FROM PUBLISHER. (LC) 
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TIES, 

THIS FOLLOW-UP OF AN EARLIER 
STUDY OF TEACHER EDUCATION PRAC- 
TICES (SEE SP 000 347) SOLICITED MORE 
DETAILED INFORMATION ABOUT THESE 
PRACTICES THAN HAD BEEN REPORTED 
IN THE EARLIER STUDY. SPECIFIC PRAC- 
TICES UNDER FIVE MAJOR TOPICAL 
AREAS WERE DISTRIBUTED, VARIOUSLY, 
AMONG “GREAT CITIES” RESPONDENTS. 
CONCERNING (1) TEACHER RECRUITM- 
ENT, PRESERVICE PROGRAMS TO AC- 
QUAINT STUDENTS WITH URBAN TEACH- 
ING PROBLEMS AND EVENTS HONORING 
TEACHERS WERE REPORTED. CONCERN- 
ING (2) PREPARATION FOR STUDENT 
TEACHING, SOCIOLOGY COURSES AND 
THE EMPLOYMENT OF COLLEGE STU- 
DENTS AS SCHOOL ASSISTANTS WERE 
MENTIONED. UNDER (3) INSERVICE PRAC- 
TICES, TEACHER AIDES, A READING CEN- 
TER, AND SPECIAL PROGRAMS SUCH AS 
STEP (SCHOOL TO EMPLOYMENT PRO- 
GRAM) WERE IN EFFECT. FOR (4) INSER- 
VICE PRACTICES FOR HELPING ADMIN- 
ISTRATORS TO DEAL MORE EFFECTIVE- 
LY WITH TEACHING PROBLEMS, EXTRA 
STAFF AND SUPPLIES FOR DIFFICULT 
SCHOOLS AND THE ESTABLISHMENT OF 
JOINT CITY-COLLEGE ADVISORY COUN- 
CILS WERE MENTIONED. CONCERNING (5) 
CLOSER SCHOOL SYSTEM-UNIVERSITY 
COOPERATION, PRACTICES REPORTED 
WERE A 5-YEAR WORK EXPERIENCE PRO- 
GRAM, SHARING OF PERSONNEL COSTS, 
ESTABLISHMENT OF AN EDUCATIONAL 
CONTINUUM FROM KINDERGARTEN 
THROUGH COLLEGE, AND A VARIETY OF 
IN- AND PRESERVICE PROGRAMS. DOCU- 
MENT AVAILABLE FROM PUBLISHER, 228 
NORTH LASALLE ST., CHICAGO. (LC) 
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THIS REPORT OUTLINES DESIGNS FOR 
8 POSSIBLE RESEARCH STUDIES WHICH 
COULD BE UNDERTAKEN WITH REGARD 
TO PROJECT MISSION, A PROGRAM TO 
PREPARE TEACHERS FOR ASSIGNMENT 
TO INNER CITY SCHOOLS. THEY ARE (1) A 
STUDY OF ATTRITION RATES OF STU- 
DENT-INTERN-TEACHER ENROLLEES IN 
TRAINING IN PROJECT MISSION, (2) 
TEACHER CHARACTERISTICS OF PRO- 
JECT MISSION INTERNS WHO GRADUATE 
AND ACCEPT PROJECT MISSION POSIT- 
IONS, (3) THE CLIMATE OF LEARNING IN 


PROJECT MISSION CLASSES, (4) ENVIRON- 
MENTAL CHARACTERISTICS AND BACK- 
GROUND EXPERIENCES OF PROJECT MIS- 
SION CHILDREN, (5) RESEARCH ON 
CHILDREN’S WORD ASSOCIATIONS, (6) DE- 
VELOPMENT OF PROJECT MISSION IN- 
TERNS IN WORKING WITH INNER-CITY 
STUDENTS, (7) THE EFFECTS OF PROJECT 
MISSION ON STUDENT’S ACADEMIC ACHI- 
EVEMENT AND STUDY SKILLS, AND (8) AN 
EVALUATION OF PROJECT MISSION’S 
CURRICULUM. APPENDICES CONTAINING 
EXAMPLES OF (A) PERSONAL HISTORY 
AND EXPERIENCE INVENTORIES, (B) IN- 
TERNSHIP EVALUATION FORMS, (C) 
WORDS LISTS FOR RESEARCH STUDY 
NUMBER 5, AND (D) TRAINING TECH- 
NIQUES INVENTORIES ARE ALSO INC- 
LUDED. (AW) 
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THIS REVIEW OF NEW DEVELOPMENTS 
IN THE FIELD OF TEACHER ORGANIZA- 
TIONAL ACTIVITY IS DESIGNED TO IN- 
FORM SCHOOL DISTRICT LEADERS OF 
FACTORS AFFECTING RELATIONSHIPS 
WITH TEACHING STAFFS. RECENT AC- 
TIVITIES OF VARIOUS TEACHERS’ ORGAN- 
IZATIONS (PARTICULARLY THOSE OF THE 
NATIONAL EDUCATION ASSOCIATION 
AND THE AMERICAN FEDERATION OF 
TEACHERS) ON BEHALF OF SALARIES, 
FRINGE BENEFITS, AND WORKING CON- 
DITIONS ARE DOCUMENTED. INTER- AND 
INTRA-ORGANIZATION RIVALRIES FOR 
RECOGNITION AND BARGAINING STATUS 
AND THE EFFORTS OF PHI DELTA KAPPA 
TOWARD A MERGER OF TEACHERS’ OR- 
GANIZATIONS ARE POINTED OUT. THE 
“RITUALISTIC” FOCUS BY TEACHERS’ OR- 
GANIZATIONS ON SMALLER CLASSES 
AND HIGHER SALARIES AND THE RESIS- 
TANCE OF TEACHERS TO EDUCATIONAL 
CHANGES IS MENTIONED. AS A BARGAIN- 
ING POINT, SCHOOL DISTRICT LEADERS 
ARE ADVISED TO “DEMAND” TEACHER 
SUPPORT FOR EDUCATIONAL CHANGES 
AND NOT TO YIELD ADMINISTRATIVE 
AND DECISION-MAKING PREROGATIVES. 
DOCUMENT AVAILABLE FROM - PUB- 
LISHER, 2201 WILSON BLVD., ARLINGTON, 
VA. (RP) 
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ANALYSIS OF PERSISTENCE IN TEACH- 
ING IN RELATION TO (1) SIZE AND TYPE 
OF HIGH SCHOOL, (2) SIZE OF COMMUNITY, 
(3) AGE AT COLLEGE GRADUATION, (4) 
HIGH SCHOOL RANK, (5) THREE GRADE 
POINT AVERAGES, (6) PROBATIONARY 
HISTORY, AND (7) TEST BATTERY SCORES 
(ACE, COOPERATIVE ENGLISH EXAMINA- 


TION, MILLER ANALOGIES, COOPERA- 
TIVE READING TEST, AND THE MTAI) WAS 
BASED ON RESPONSES FROM 126 OF 174 
MALE UNIVERSITY OF MINNESOTA GRA- 
DUATES IN ART, BUSINESS, MUSIC, IN- 
DUSTRIAL, AND PHYSICAL EDUCATION, 
101 OF WHOM WERE STILL TEACHING 
FIVE YEARS AFTER GRADUATION. RESP- 
ONDENTS WERE FOUND TO BE LOWER 
THAN THE NORM GROUPS ON SELECTED 
PSYCHOMETRIC AND ACADEMIC VARIAB- 
LES, ALTHOUGH PERSISTS AND NONPER- 
SISTS DID NOT DIFFER SIGNIFICANTLY. 
PHYSICAL EDUCATION GRADUATES 
WERE LOWER THAN OTHER SPECIAL 
AREA GRADUATES IN HIGH SCHOOL 
RANK, TEST SCORES, AND GRADE POINT 
AVERAGES. ON SOME MEASURES OF COL- 
LEGE ACHIEVEMENT, ART AND IN. 
DUSTRIAL EDUCATION PERSISTS DIF. 
FERED FROM NONPERSISTS. MULTIPLE 
REGRESSION ANALYSIS SHOWED THAT 
THE INDEPENDENT VARIABLES INVESTI- 
GATED HERE HAD LITTLE PREDICTIVE 
VALUE FOR PERSISTENCE. THIS ARTICLE 
IS PUBLISHED IN “AAHPER ABSTRACTS 
OF RESEARCH PAPERS,” 1966, P. 59. (HA) 
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THIS REPORT DESCRIBES WHAT IS NOW 
BEING DONE AND WHAT MIGHT BE DONE 
IN PROFESSIONAL NEGOTIATION BE- 
TWEEN TEACHERS AND SCHOOL BOARDS. 
COMMON PRACTICES OF INDUSTRY ARE 
COMPARED WITH THOSE OF PUBLIC 
SCHOOLS AND ALTERNATIVES ARE SUGG- 
ESTED. A DIGEST OF “MOST” STATE AND 
FEDERAL LAWS, COURT DECISIONS, AND 
OPINIONS OF ATTORNEYS GENERALLY 
NOW APPLICABLE IS INCLUDED. A GLOS- 
SARY IS APPENDED. DOCUMENT AVAILA- 
BLE FROM PUBLISHER. (RP) 
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VERNON LINDZEY STUDY OF VALUES, BI- 
BLIOGRAPHIES, EDWARDS PERSONAL 
PREFERENCE SCHEDULE, PSYCHOLOGI- 
CAL NEEDS, PSYCHOLOGICAL TESTS, 
VALUES, 

THE FINDINGS OF 84 STUDIES OF 
TEACHER BEHAVIOR, ATTITUDES, AND 
PERSONALITY WERE CORRELATED WITH 
THEORETICAL MODELS DERIVED FROM 
THE EDWARDS PERSONAL PREFERENCE 





SCHEDULE AND THE ALLPORT-VERNON- 
LINDZEY STUDY OF VALUES. IT WAS CON- 
CLUDED THAT (1) AN OCCUPATIONAL 
PRESS SEEMS MOST EVIDENT ON THE 
EPPS SCALES RELATING TO HETEROSEX- 
UALITY, AUTONOMY, ENDURANCE, 
ORDER, AND DEFERENCE, (2) SCORES ON 
OTHER SCALES AND THE STUDY OF 
VALUES SHOWED THAT BEING A WOMAN 
AND IN A PARTICULAR COLLEGE IS MORE 
IMPORTANT IN SCORE DETERMINATION 
THAN BEING AN EDUCATION MAJOR, (3) 
INVESTIGATORS OF COLLEGE-STUDENT 
CHARACTERISTICS SHOULD BE AWARE 
THAT A SPECIFIC COLLEGE HAS A SPECI- 
FIC STUDENT TYPE WHICH WILL IN- 
FLUENCE THE FINDINGS, (4) IT IS POSSI- 
BLE AND PROFITABLE TO SECURE MEAS- 
URES OF OVERT ACTIONS AS VALIDITY 
CRITERIA FOR PAPER-AND-PENCIL PER- 
SONALITY MEASURES, (5) THE EPPS AND 
THE STUDY OF VALUES FORM A THEORE- 
TICAL PICTURE OF ELEMENTARY 
SCHOOL TEACHERS WHICH, WITH A FEW 
EXCEPTIONS, IS CONSISTENT WITH 
THEIR OPERATIONAL ATTITUDES AND 
BEHAVIOR PATTERNS. (RP) 
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DESCRIPTORS *CLASSROOM  TECH- 
NIQUES, *FEEDBACK, *INTERACTION 
PROCESS ANALYSIS, *TEACHER EDUCAT- 
ION, *VERBAL COMMUNICATION, BI- 
BLIOGRAPHIES, EFFECTIVE TEACHING, 
EVALUATION, QUESTIONNAIRES, RE- 
SEARCH, STUDENT TEACHING, TEACHER 
ATTITUDES, TEACHER SUPERVISION, 
MODIFICATION OF FLANDERS’ INTER- 
ACTION ANALYSIS IS PROPOSED TO EN- 
COMPASS SOME FEATURES OF RELATED 
SYSTEMS AND TO PROVIDE A SPECIFIC 
FEEDBACK TOOL FOR ANALYZING ONE’S 
OWN TEACHING, FORMULATING QUEST- 
IONS, OBSERVING TEACHING PATTERNS, 
DIAGNOSING TEACHING PROBLEMS, AND 
FOR ROLE-PLAYING IN THE COLLEGE 
CLASSROOM. FLANDERS’ 10 CATEGORIES 
ARE DIVIDED INTO 24. UNDER “TEACHER 
TALK--INDIRECT INFLUENCE,” THERE 
ARE (1) ACCEPTS FEELING, (2A) PRAISES, 
(2B) PRAISES USING PUBLIC CRITERIA, 
(2C) PRAISES USING PRIVATE CRITERIA. 
THIRD, “ACCEPTS IDEAS” THROUGH (8A) 
DESCRIPTION, (3B) INFERENCE, (3C) 
GENERALIZATION. FOURTH, ASKS (4A) 
COGNITIVE MEMORY QUESTION, (4B) EV- 
ALUATIVE QUESTION. UNDER “TEACHER 
TALK-DIRECT INFLUENCE,” THE CATE- 
GORIES ARE (5) LECTURING, (6) GIVING DI- 
RECTIONS, (7A) CRITICIZES, (7B) CRITICIZ- 
ES USING PUBLIC CRITERIA, (7C) CRITI- 
CIZES USING PRIVATE CRITERIA. UNDER 
“STUDENT TALK,” “PUPIL RESPONSE” IS 
CATEGORIZED AS (8A) DESCRIPTION, (8B) 
INFERENCE,  (8C) GENERALIZATION. 
“PUPIL INITIATION” IS CHARACTERIZED 
AS (9A) DESCRIPTION, (9B) INFERENCE, 
(9C) GENERALIZATION. FINALLY, THERE 
ARE (10) SILENCE, AND (11) CONFUSION. 
FLANDERS’ ORIGINAL CATEGORIES 1,5 
AND 6 AND THE SCORING PROCEDURES 
ARE UNCHANGED. THE NUMBERS OF THE 
CATEGORIES CHARACTERIZING ON- 
GOING CLASSROOM INTERACTION ARE 
RECORDED IN A COLUMN, AND SUCCES- 
SIVE NUMBER PAIRINGS ARE ENTERED 
IN A 24 BY 24 MATRIX. (LC) 
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RIESSMAN, FRANK 

IT’S TIME FOR A MOON-SHOT IN EDUCAT- 
ION. 

PUBDATE OCT65 
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YOUTH, *INNOVATION, *TEACHER AIDES, 
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TEACHER EDUCATION, LEARNING PRO- 
CESSES, PARENT SCHOOL RELATIONSHIP, 
ROLE PLAYING, 

AMONG A NUMBER OF SPECIFIC TECH- 
NIQUES FOR TEACHING THE DISADVAN- 
TAGED ARE (1) THE DIALECT GAME, IN 
WHICH THE CHILD’S SLANG, “HIP” TALK 
OR MISPRONUNCIATION IS USED AS THE 
BASIS FOR LEARNING MORE CONVEN- 
TIONAL TERMINOLOGY OR FOR CONVEY- 
ING MEANINGS TO HIM WHICH HE OTHER- 
WISE WOULD NOT GRASP, (2) THE HELPER 
PRINCIPLE (6TH-GRADERS CAN BE HELP- 
FUL IN TEACHING YOUNGER CHILDREN 
AND CAN BENEFIT THEMSELVES FROM 
PLAYING THE TEACHER ROLE), (3) ROLE 
PLAYING (ACTING OUT WORDS OR HIS- 
TORICAL EVENTS OR ECONOMIC TRANS- 
ACTIONS). (LC) 
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DESCRIPTORS *CAREER CHOICE, *EDU- 
CATIONAL RESEARCH, *SCHOOL PERSON- 
NEL, *TEACHER RECRUITMENT, *TEACH- 
ER SUPPLY AND DEMAND, AUXILIARY 
LABORERS, BIBLIOGRAPHIES, INNOVAT- 
ION, MANPOWER UTILIZATION, NATION- 
AL COMMISSION ON TEACHER EDUCA- 
TION AND PROFESSIONAL STANDARDS, 
TABLES (DATA), TEACHER AIDES, TEACH- 
ER PLACEMENT, TEACHER ROLE, 

IN COOPERATION WITH THE BUREAU 
OF RESEARCH OF THE U.S. OFFICE OF 
EDUCATION, THE NATIONAL COMMIS- 
SION ON TEACHER EDUCATION AND PRO- 
FESSIONAL STANDARDS OF THE NATION- 
AL EDUCATION ASSOCIATION ORGAN- 
IZED A SYMPOSIUM ON EDUCATIONAL 
MANPOWER, WHICH WAS HELD IN WASH- 
INGTON, D.C. ON JANUARY 25 AND 26, 1967. 
THE PURPOSE WAS TO CLARIFY CON- 
CEPTS AND ESTABLISH PRIORITIES FOR 
RESEARCH IN EDUCATIONAL MANPOWER 
BY BRINGING TOGETHER QUALIFIED 
MEN FOR INTENSIVE DISCUSSION. THE 
PARTICIPANTS WERE FRANCIS KEPPEL, 
GENERAL LEARNING CORPORATION, 
CHAIRMAN, GEORGE W. DENENMARK, 
DEAN, SCHOOL OF EDUCATION, UNIVER- 
SITY OF WISCONSIN-MILWAUKEE, JOHN 
K. FOLGER, DIRECTOR, COMMISSION ON 
HUMAN RESOURCES AND ADVANCED 
EDUCATION, NATIONAL ACADEMY OF 
SCIENCE, LLOYD MICHAEL, SUPERIN- 
TENDENT, EVANSTON TOWNSHIP HIGH 
SCHOOL, EVANSTON, ILLINOIS, ARTHUR 
PEARL, PROFESSOR OF EDUCATION, UNI- 
VERSITY OF OREGON, JOSEPH YOUNG, AS- 
SISTANT DEAN, HARVARD UNIVERSITY 
GRADUATE SCHOOL OF. EDUCATION. 
THEY DISCUSSED POSSIBILITIES FOR RE- 
SEARCH AND SUGGESTED A STRATEGY 
AND SOME PRIORITIES. FOLLOWING THE 


DISCUSSION, SOME PARTICIPANTS 
WROTE PAPERS ELABORATING ON THE 
SUBJECT. AFTER CONSIDERATION OF 
THE DISCUSSION AND THE PAPERS, THE 
COMMISSION RECOMMENDED THAT 
PRIORITY IN EDUCATIONAL MANPOWER 
RESEARCH SHOULD GO TO STUDIES OF 
ROLE DEFINITION AND AUXILIARY 
STAFF, TO RECRUITMENT AND CAREER 
CHOICE, AND TO STUDY OF THE TEACHER 
RESERVE. IT EMPHASIZED THE IMPOR- 
TANCE OF IMAGINATIVE AND UNCON- 
VENTIONAL PROJECTS DESIGNED TO 
YIELD RESULTS OF SUBSTANTIAL 
VALUE. 
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WRIGHT, BENJAMIN D. TUSKA,SHIRLEY 
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THE CHILDHOOD ROMANCE THEORY OF 
TEACHER DEVELOPMENT. 

PUBDATE 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *PARENT ROLE, *PERSO- 
NALITY STUDIES, *TEACHER EDUCAT- 
ION, “TEACHING STYLES, *WOMEN 
TEACHERS, BIBLIOGRAPHIES, EDUCA- 
TION MAJORS, ELEMENTARY SCHOOL 
TEACHERS, FATHERS, LIBERAL ARTS MA- 
JORS, MOTHERS, PARENT ATTITUDES, 
PARENT CHILD RELATIONSHIP, SECON- 
DARY SCHOOL TEACHERS, SELF CON- 
CEPT, 

EXPLORATION OF PERSONALITY OR- 
IENTATIONS ASSOCIATED WITH THE 
GRADE LEVEL AT WHICH THE PROSPEC- 
TIVE TEACHER INTENDS TO TEACH IN- 
QUIRED INTO CHILDHOOD RECOLLECT- 
IONS. 508 WOMEN ENROLLED IN 12 TEACH- 
ER TRAINING PROGRAMS COMPLETED A 
LOCALLY DEVELOPED SEMANTIC DIF- 
FERENTIAL QUESTIONNAIRE. THOSE IN- 
TENDING TO TEACH AT LOWER SCHOOL 
LEVELS IDENTIFIED WITH THEIR FA- 
THERS, PERCEIVED MOTHER AS AN 
ENVIED (BUT NOT FEARED) RIVAL, AND 
TEACHER AS BOTH RIVAL AND ENEMY. 
THOSE INTENDING TO TEACH AT SECON- 
DARY SCHOOL LEVEL IDENTIFIED POSI- 
TIVELY WITH THEIR MOTHERS, AND PER- 
CEIVED TEACHER AS THE BELOVED 
HERO TO EMULATE. FATHER WAS PER- 
CEIVED AS ENEMY RIVAL. “TO HAVE” 
AND “TO BE” ARE DISCUSSED AS THE TWO 
BASIC ORIENTATIONS TO LIFE THAT 
HAVE IMPLICATIONS FOR TEACHER 
PLACEMENT. “TO HAVE” INVOLVES UN- 
DERSTANDING AND PARTICIPATING 
TEACHER BEHAVIORS WHILE “TO BE” IN- 
VOLVES RESOURCEFULNESS AND INDE- 
PENDENCE BEHAVIORS. IT IS SUGGEST- 
ED THAT ELEMENTARY TEACHERS DOMI- 
NATED BY A “TO HAVE” ORIENTATION 
WOULD BENEFIT FROM A GREATER “TO 
BE” ORIENTATION, WHILE THE REVERSE 
IS TRUE OF SECONDARY TEACHERS. THIS 
DOCUMENT APPEARED IN “THE SCHOOL 
REVIEW,” SUMMER 1967, 75, 123-154. (RP) 
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COLLEGE INSTRUCTION, CURRICULUM 





DEVELOPMENT, CURRICULUM PLANN- 
ING, EDUCATIONAL PROGRAMS, SECON- 
DARY EDUCATION, 

THE THREE-DAY CONFERENCE MET TO 
DISCUSS THE POSSIBILITY OF APPLYING 
THE CONCEPT OF ADVANCED PLACE- 
MENT TO ART, AND TO CONSIDER SUCH 
TOPICS AS (1) THE NATURE OF SECONDA- 
RY SCHOOL ART PROGRAMS, (2) BASIC ART 
COURSES IN COLLEGES AND UNIVERSI- 
TIES, (3) EXISTING CORRELATIONS BE- 
TWEEN SECONDARY SCHOOL AND COL- 
LEGE ART HISTORY PROGRAMS, AND (4) 
EXISTING CORRELATIONS BETWEEN SE- 
CONDARY SCHOOL AND COLLEGE STUDIO 
ART PROGRAMS. IT WAS CONCLUDED 
THAT (A) ART IN THE SECONDARY 
SCHOOLS IS TOO FREQUENTLY CONSI- 
DERED A MANUAL ART AND THUS IS NOT 
GIVEN TO SUPERIOR STUDENTS, (B) AT- 
TENTION MUST BE PAID TO THE DISRUP- 
TIVE SPLIT WHICH OFTEN OCCURS AT 
THE UNIVERSITY LEVEL BETWEEN 
BASIC STUDIO PROGRAMS AND INTRO- 
DUCTION TO ART HISTORY COURSES, (C) 
THERE ARE ALMOST NO ART HISTORY 
PROGRAMS IN THE SECONDARY SCHOOL, 
A FACT WHICH COULD BE CHANGED BY 
ADVANCED PLACEMENT, AND (D) A COR- 
RELATION COULD BE ESTABLISHED BE- 
TWEEN SECONDARY SCHOOL AND INTRO- 
DUCTORY COLLEGE STUDIO ART PROG- 
RAMS. IT IS RECOMMENDED THAT (1) AP- 
PROPRIATE ACTIVITIES BE PLANNED TO 
DEVELOP ADVANCED PLACEMENT 
COURSE DESCRIPTIONS AND EXAMINAT- 
IONS, (2) A NATIONAL ADVISORY COUNCIL 
BE FORMED FROM THE PARTICIPATING 
AGENCIES AND INSTITUTIONS, AND (3) 
MORE INFORMATION BE SECURED 
ABOUT SECONDARY SCHOOL, COLLEGE, 
AND UNIVERSITY FOUNDATION ART 
PROGRAMS. (AW) 


ED 013 781 SP 001 240 
MILLER, THOMAS E. 
EDUCATIONAL MEDIA IN INSTRUCTIONAL 
SYSTEMS DEVELOPMENT AT THE OHIO 
STATE UNIVERSITY. 
OHIO STATE UNIV., COLUMBUS, RE- 
SEARCH FOUNDATION 
REPORTNUMBER BR-5-1078 
PUBDATE JUN 67 
CONTRACT OEC-3-6-05178-0605 
EDRS PRICE MF-$0.50 HC-$3.12 76P. 
DESCRIPTORS *CURRICULUM DEVEL- 
OPMENT, *INSTRUCTIONAL INNOVATION, 
*MEDIA RESEARCH, BIBLIOGRAPHIES, 
CURRICULUM PLANNING, EDUCATIONAL 
CHANGE, EDUCATIONAL EXPERIMENTS, 
EDUCATIONAL METHODS, EVALUATION, 
LITERATURE REVIEWS, MODELS, OHIO 
STATE UNIVERSITY, SYSTEMS ANALYSIS, 
TO ELIMINATE THE PROBLEMS ARIS- 
ING FROM THE ACQUISITION OF INAP- 
PROPRIATE MEDIA MATERIALS AND 
EQUIPMENT, AN INSTRUCTIONAL SYS- 
TEMS UNIT WAS DESIGNED, TESTED AND 
EVALUATED AT OHIO STATE UNIVERSITY 
SCHOOL OF EDUCATION. THE SYSTEM, DE- 
VISED WITH THE AID OF A REVIEW OF 
THE APPROPRIATE LITERATURE, CON- 
SISTS OF FIVE PHASES-~(1) IDENTIFYING 
THE PROBLEM AND PEOPLE INVOLVED, 
(2) PLANNING THE CURRICULUM TO MEET 
LEARNER GOALS, (3) BUILDING THE 
TRIAL LEARNING ENVIRONMENT, (4) 
TESTING AND REVISING THE ENVIRONM- 
ENT, AND (5) DISSEMINATING THE RES- 
ULTS. AS A TEST, THE SYSTEM WAS USED 
TO DESIGN AND IMPLEMENT AN EDUCA- 
TIONAL ORIENTATION COURSE AT OSU. 
EVALUATION OF THE COURSE WAS LIMIT- 


94 


ED BUT GENERALLY FAVORABLE, AND IS 
BEING CONTINUED. IT IS CONCLUDED 
THAT THE SYSTEM IS WORTHWHILE IN 
THAT IT (A) ENCOURAGES A MORE ANA- 
LYTICAL EXAMINATION OF INSTRUC- 
TIONAL PROGRAMS IN TERMS OF THEIR 
NEEDS AND £FFECTIVENESS, (B) EM- 
PLOYS THE TEAM APPROACH IN THE CUR- 
RICULUM DESIGN, (C) REQUIRES DEFINI- 
TIVE STATEMENTS OF LEARNER GOALS, 
ENVIRONMENT DESIGN AND EVALUAT- 
ION, (D) MAKES IT POSSIBLE FOR THE 
TEACHER TO STUDY AND DESIGN HIS IN- 
STRUCTION WITHIN A MINIMUM TIME, (E) 
REDUCES FAILURE IN INSTRUCTIONAL 
INNOVATION AND (F) INCREASES THE 
DISSEMINATION OF INFORMATION DEAL- 
ING WITH EDUCATIONAL CHANGE. IT IS 
RECOMMENDED THAT INSTITUTIONS OF 
HIGHER EDUCATION CONSIDER THE ES- 
TABLISHMENT OF A SIMILAR SYSTEM 
FOR SUPPORTING PLANNED CHANGE. 
(AW) 
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MCDONALD, FREDERICKJ. AND OTH- 
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THE EFFECTS OF SELF-FEEDBACK AND 
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BLES (DATA), TEACHER INFLUENCE, 
VIDEO TAPE RECORDINGS, 

TO TEST THE RELATIVE EFFECTIVE- 
NESS OF 3 TRAINING PROCEDURES FOR 
ACQUIRING A TEACHING SKILL, EACH 
APPLYING REINFORCEMENT PRINCIP- 
LES, STANFORD TEACHER INTERNS 
WERE VIDEOTAPED ON 4 OCCASIONS DUR- 
ING THE FIRST 20 MINUTES OF CLASS. 
EACH INTERN SAW A VIDEOTAPE PLAY- 
BACK WITHIN 3 DAYS (NEW LESSONS 
WERE VIDEOTAPED WITHIN 2 DAYS 
AFTER: PLAYBACK). REINFORCEMENT 
TRAINING WAS THE VARIABLE, WITH 
THE PREDICTED ORDER OF EFFECTIVE- 
NESS GOING FROM SELF-ADMINISTERED 
FEEDBACK TO EXPERIMENTER-ADMIN- 
ISTERED FEEDBACK, TO EXPERIMENTER 
ADMINISTERED FEEDBACK WITH CUE 
DISCRIMINATION TRAINING. A CONTROL 
GROUP AND THE FOLLOWING 3 EXPERI- 
MENTAL GROUPS FORMED WERE--(1) 
SELF-FEEDBACK GROUP (S-F) INSTRUCT- 
ED IN THE EDUCATIONAL RELEVANCE 
OF INCREASING STUDENT PARTICIPAT- 
ION, DEFINED IN TERMS OF PUPIL PARTI- 
CIPATION RESPONSES (PPR), WITH EM- 
PHASIS ON IMMEDIATE REWARD OF 
PPR’S (PLAYBACKS VIEWED ALONE, EX- 
AMPLES AND A RATING CHART PROVI- 
DED), (2) REINFORCEMENT-ONLY GROUP 
(R) RECEIVED THE SAME INSTRUCTIONS 
AS S-F (VIEWED PLAYBACKS WITH AN EX- 
PERIMENTER, WHO REINFORCED IN- 
TERNS’ REINFORCEMENT OF PPR’S), (3) 
REINFORCEMENT AND DISCRIMINATION 
TRAINING GROUP (R AND D) RECEIVED 
THE SAME INSTRUCTIONS AS S-F (EXPER- 
IMENTER SERVED THE SAME FUNCTION 
AS FOR R AND ALSO GAVE DISCRIMINA- 
TION TRAINING INCLUDING CUES, 
SUGGESTIONS, AND POSSIBLE EFFECTS). 
RESULTS WERE ANALYZED BY ANALYSIS 
OF VARIANCE, T TESTS AND MULTIPLE 
REGRESSION ANALYSIS. PREDICTIONS 
WERE BORNE OUT. SUGGESTIONS FOR FU- 


TURE STUDIES AND FOR IMPROVEMENT 
OF SELF-FEEDBACK ARE INCLUDED. (AF) 
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FAGAN, EDWARD R. 

CONANT ON TEACHER EDUCATION, A CRITI- 
CAL ANALYSIS. 
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*TEACHER CERTIFICATION, *TEACHER 
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TEMS, STATE SUPERVISORS, TEACHER 
RATING, 

THE DESIGN AND PROCEDURES FOR AN 
ANNOUNCED TEST OF FIVE CHARACTER- 
ISTICS OF THE CONANT PLAN FOR TEACH- 
ER EDUCATION ARE QUESTIONED. THE 
FIVE PROCEDURES, TO BE IMPLEMENT- 
ED IN FIVE (EXPERIMENTAL) COLLEGES, 
ARE--(1) PLACING MOST OF THE RESPON- 
SIBILITY FOR TEACHER CERTIFICATION 
ON THE COLLEGES AND UNIVERSITIES, 
(2) MAKING ACTUAL PERFORMANCE IN 
THE CLASSROOM THE MAJOR FACTOR IN 
CERTIFICATION, (3) SHIFTING A GREATER 
PART OF THE ON-THE-JOB TRAINING BUR- 
DEN TO LOCAL SCHOOL SYSTEMS, (4) MAK- 
ING THE STATE AUTHORITIES MAINLY 
RESPONSIBLE FOR SUPERVISION OF THE 
PRACTICE TEACHING AND ON-THE-JOB 
TRAINING, (5) REPLACING METHODS 
COURSES BY LEARNING THROUGH 
TEACHING, WITH THE HELP OF EXPERT 
SUPERVISING TEACHERS. IN FOUR 
OTHER (CONTROL) COLLEGES, STUDENTS 
ARE TO BE RATED BY TRAINED OBSER- 
VER-JUDGES. QUESTIONS ARE RAISED 
ABOUT THE RELIABILITY OF IDENTIFI- 
CATION OF EXPERT SUPERVISING 
TEACHERS AND OF GOOD TEACHERS IN 
GENERAL. MORE GENERALLY, THE AB- 
SENCE OF ACCEPTABLE CRITERIA OF 
QUALITY IN TEACHING IS SEEN AS A BAR 
TO A MEANINGFUL TEST OF THE CONANT 
PLAN AS DESIGNED. THIS DOCUMENT AP- 
PEARED IN “THE CLEARING HOUSE,” 39, 
8, 461-466, 1965. (LC) 
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NAIRES, SPECIAL SCHOOLS, STATISTICAL 
ANALYSIS, STUDENT EVALUATION, TA- 
BLES (DATA), TEACHING METHODS, 

THIS INVESTIGATION IS CONCERNED 
WITH THE ASSOCIATION BETWEEN THE 
STUDENT TEACHING LOCALE, THE PRE- 
SENT JOB LOCALE, AND THE CON- 
GRUENCE OF STUDENT TEACHING AND 
JOB LOCALE WITH THE PERCEIVED DIF- 
FICULTIES OF BEGINNING TEACHERS. 
THE SUBJECTS WERE 136 FIRST YEAR 
TEACHERS FROM THE JUNE 1963 CLASS 
OF QUEENS COLLEGE. THE INSTRUMENT 
CONSISTED OF 70 ITEMS COVERING 7 
AREAS, AND ASKED FOR RESPONSES 
RANGING FROM A RATING OF 1 (CANNOT 
SOLVE) THROUGH 6 (DO NOT CONSIDER 





THIS A PROBLEM). THE PERCEIVED PROB- 
LEM AREAS IN DESCENDING ORDER OF 
DIFFICULTY WERE (i) DISCIPLINE, (2) 
METHODS OF TEACHING, (3) RELATIONS 
WITH PARENTS, (4) EVALUATION OF STU- 
DENTS, (6) CLASSROOM ROUTINES, (6) MA- 
TERIALS AND RESOURCES, (7) PLANNING. 
WHETHER THEIR STUDENT TEACHING 
EXPERIENCES WERE PART OF A SPECIAL 
PROGRAM, IN’ SPECIAL SERVICES 
SCHOOLS OF NEW YORK CITY, OR IN RE- 
GULAR NEW YORK CITY AND SUBURBAN 
SCHOOLS, THERE WERE NO DISCERNIBLE 
MEAN DIFFERENCES AMONG THE RESP- 
ONDENTS IN PERCEIVED DIFFICULTIES 
IN EACH OF THE PROBLEM AREAS. 
THERE WERE CITY-SUBURBAN DIFFER- 
ENCES IN THE 3 AREAS OF CLASSROOM 
ROUTINES, METHODS OF TEACHING, AND 
RELATIONS WITH PARENTS. WITHIN THE 
CITY GROUP THERE WERE DIFFERENCES 
BETWEEN “SPECIAL SERVICE SCHOOL” 
TEACHERS AND NEW YORK CITY TEACH- 
ERS FOR THE SAME 3 AREAS AND FOR 
DISCIPLINE. PAPER READ AT ANNUAL 
CONVOCATION ON EDUCATIONAL RE- 
SEARCH (6TH, OCT. 19, 1965). (ADAPTED 
FROM AUTHORS’ SUMMARY.) (RP) 


ED 013 785 SP 001 274 
HOWE, HAROLD, 11 

OUR SHORT-CHANGED CITY SCHOOLS. 

PUB DATE 26 SEP 67 

EDRS PRICE MF-$0.25 HC-$0.56 12P. 

DESCRIPTORS ‘*EDUCATIONAL  FI- 
NANCE, *FEDERAL AID, *STATE AID, 
*URBAN AREAS, *URBAN SCHOOLS, EDUC- 
ATION PROFESSIONS DEVELOPMENT 
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THE PRESENT INEQUITIES IN FINANC- 
ING URBAN EDUCATION ARE ATTRIBU- 
TABLE TO (1) THE HIGH COST OF PUBLIC 
SERVICE IN THE CITY AS COMPARED TO 
OTHER AREAS, WHICH RESULTS IN 
CITIES SPENDING MORE PER CITIZEN 
THAN THE CORRESPONDING SUBURBAN 
AREAS, AND LESS PER CITIZEN ON EDU- 
CATION, (2) THE FACT THAT PRESENT 
STATE FORMULAS OF AID TO LOCAL 
SCHOOL DISTRICTS WERE ORIGINALLY 
DESIGNED TO REDUCE THE DISPARITY 
BETWEEN A STATE’S WELL FINANCED 
URBAN SCHOOLS AND ITS MONEY- 
STARVED SCHOOLS ELSEWHERE, AND (3) 
THE FACT THAT URBAN SCHOOLS ARE 
MORE EXPENSIVE TO BUILD AND OPER- 
ATE (INCLUDING THE COST OF SUPPLEM- 
ENTAL SERVICES FOR THE MANY DEP- 
RIVED CHILDREN FOUND IN HIGHER 
PROPORTION IN THE CITIES). FEDERAL 
AID HAS BEEN SLOW IN COMING, BUT 
BREAKTHROUGHS HAVE BEEN ACHI- 
EVED IN RECENT YEARS THROUGH CON- 
GRESSIONAL PROGRAMS. HOWEVER, THE 
STATES MUST RECOGNIZE THE NEED TO 
CHANGE DISTRIBUTION FORMULAS SO 
THAT THE CITIES GET A LARGER PER- 
PUPIL SHARE, WHICH WOULD REQUIRE 
ADDITIONAL STATE FUNDS FOR ALL 
SCHOOLS. FUNDS FOR BETTER TEACHER 
EDUCATION MUST ALSO BE ALLOCATED, 
AND THE NEW EDUCATION PROFESSIONS 
DEVELOPMENT ACT WILL HELP. IN AD- 
DITION, THE CITIES MUST CHANGE THEIR 
PLANNING AND POLICY SO THAT THE 
EDUCATION THEY PROVIDE WITH NEW 
FUNDS IS DESIGNED TO SERVE THE SPE- 
CIAL NEEDS OF THE PUPILS THEY HAVE 
NOW. PAPER PRESENTED AT ANNUAL 
CONFERENCE OF NATIONAL ASSOCIA- 


TION OF STATE BOARDS OF EDUCATION 
(NEW YORK, SEPT. 26, 1967). (LC) 
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ATION, SUC BROCKPORT, TEACHER SU- 
PERVISION, TEACHING METHODS, 

TO DETERMINE BEGINNING TEACHERS’ 
PERCEPTIONS OF THEIR TEACHING 
PROBLEMS, A QUESTIONNAIRE WAS SENT 
TO 282 JUNE 1964 ELEMENTARY AND SE- 
CONDARY GRADUATES OF SUC 
BROCKPORT. REPLIES FROM 163 SHOWED 
A SIGNIFICANTLY FREQUENT RECUR- 
RENCE OF CERTAIN TEACHING PROBL- 
EMS. THESE PROBLEMS FELL IN SIX 
MAJOR CATEGORIES AND WERE RANKED 
FOR FREQUENCY AS FOLLOWS--(1) METH- 
ODS, (2) EVALUATION (OF STUDENTS), (3) 
DISCIPLINE, (4) PARENT RELATIONS, (5) 
ROUTINES AND MATERIALS, (6) PERSO- 
NAL (MOSTLY LACK OF SELF-CONFID- 
ENCE). OTHER SIMILAR STUDIES 
SHOWED DISCIPLINE AS A SIGNIFICANT 
FACTOR. HOWEVER IT IS FELT THAT 
THERE IS A DISTINCT LACK OF AGREE- 
MENT IN TERMINOLOGY AMONG SUCH 
STUDIES, MAKING COMPARISON DIFFIC- 
ULT. IT IS FELT THAT AN INSTRUMENT 
(FOR FOLLOWING-UP RECENT EDUCA- 
TION GRADUATES) SHOULD BE STAND- 
ARDIZED. RESULTS OF THE CURRENT 
STUDY ARE BEING USED TO PLAN SPECI- 
FIC PRESERVICE EXPERIENCES TO 
WHICH STUDENTS WILL BE EXPOSED IN 
AN EFFORT TO DETERMINE WHETHER 
SUCH EXPOSURE WILL ALTER THE NUM- 
BER, INTENSITY, OR KIND OF PROBLEMS 
PERCEIVED BY 1967 GRADUATES. PRE- 
SENTLY EACH OF THE SIGNIFICANT 
PROBLEMS IS BEING BUILT INTO A SPE- 
CIAL SIMULATION PROGRAM. PAPER 
READ AT ANNUAL CONVOCATION ON 
EDUCATIONAL RESEARCH (6TH, OCT. 19, 
1965). (RP) 


ED 013 787 
O'HARE, MARY RITA 
THE TEACHER AND GROUP DEVELOPMENT. 
PUB DATE 19 OCT 65 

EDRS PRICE MF-$0.25 HC-$0.16 2P. 

DESCRIPTORS *GROUP DYNAMICS, 
*GROUP RELATIONS, *INTERPERSONAL 
RELATIONSHIP, *STUDENT TEACHER 
RELATIONSHIP, *TEACHER ATTITUDES, 
CLASS MANAGEMENT, GROUPING (INS- 
TRUCTIONAL PURPOSES), QUESTION- 
NAIRES, RATING SCALES, SENSITIVITY 
TRAINING, T GROUPS, TEACHER EDUCAT- 
ION, 

TO ASCERTAIN THEIR ATTITUDES TO- 
WARD GROUP PROCESS, AN UNSPECIFIED 
NUMBER OF TEACHERS WAS ASKED TO 
WRITE AN ACCOUNT OF THEIR GENERAL 
ATTITUDES TOWARD THE PROCESS AS 
THEY UNDERSTOOD IT. THEY ALSO 
RATED THEMSELVES ON A _ 5-POINT 
SCALE, RANGING FROM STRONGLY FA- 
VORABLE TO STRONGLY OPPOSED ATTI- 


SP 001 290 


TUDES, AND BY WHICH THE ACCOUNTS 
WERE GROUPED. A CONTENT ANALYSIS 
OF THE ACCOUNTS WAS MADE TO DISCOV- 
ER THE TEACHERS’ PERCEPTIONS AND 
THE FREQUENCY WITH WHICH THEY 
WERE MENTIONED. IT WAS FOUND THAT 
(1) A TEACHER’S ROLE IN GROUP PROCESS 
WAS MOST OFTEN CITED BY TEACHERS 
WHO WERE NEUTRAL, OR MODERATELY 
OR STRONGLY OPPOSED, (2) TEACHERS 
WHO WERE STRONGLY OR MODERATELY 
FAVORABLE OR NEUTRAL CONSIDERED 
THE CHILD’S ROLE MOST FREQUENTLY, 
(3) MODERATELY AND STRONGLY FAVOR- 
ABLE TEACHERS MOST OFTEN MEN- 
TIONED GROUP PROCESS AS IMPORTANT, 
(4) GROUP PROCESS WAS CONSIDERED SY- 
NONOMOUS WITH GROUPING FOR IN- 
STRUCTION BY NEUTRAL AND MOD- 
ERATELY AND STRONGLY OPPOSED 
TEACHERS, (5) NEUTRAL AND STRONGLY 
OPPOSED TEACHERS MOST FREQUENTLY 
MENTIONED THEIR LACK OF KNOWL- 
EDGE OF GROUP PROCESS, AND MOST 
OFTEN PERCEIVED A RELATIONSHIP BE- 
TWEEN GROUP PROCESS AND DISCIPL- 
INE. IT IS CONCLUDED THAT (A) TEACH- 
ERS, DURING THEIR PROFESSIONAL 
PREPARATION, SHOULD HAVE GROUP 
PROCESS EXPERIENCE, AND (B) THEIR 
PERCEPTIONS AND ATTITUDES SHOULD 
BE MORE EXTENSIVELY STUDIED. PAPER 
READ AT ANNUAL CONVOCATION ON 
EDUCATIONAL RESEARCH (6TH, OCTOBER 
19, 1965). (AW) 


ED 013 788 SP 001 294 
FLINT, SHIRLEY HELENE 

THE RELATIONSHIP BETWEEN CLASSROOM 
VERBAL BEHAVIOR OF STUDENT TEACH- 
ERS AND THE CLASSROOM VERBAL BEHA- 
VIOR OF THEIR COOPERATING TEACHERS. 
PUB DATE 19 OCT 66 

EDRS PRICE MF-$0.25 HC-$0.16 2P. 

DESCRIPTORS *COOPERATING TEACH- 
ERS, *STUDENT TEACHER RELATIONS- 
HIP, *STUDENT TEACHERS, *TEACHER 
BEHAVIOR, *VERBAL COMMUNICATION, 
INTERACTION, INTERACTION PROCESS 
ANALYSIS, LEARNING ACTIVITIES, MEAS- 
UREMENT, OSCAR, RESPONSE MODE, STA- 
TISTICAL ANALYSIS, STUDENT TEACHI- 
NG, 

TO TEST THE HYPOTHESIS THAT THE 
VERBAL BEHAVIOR OF STUDENT TEACH- 
ERS IN THE CLASSROOM DOES NOT 
CHANGE IN RELATION TO THE VERBAL 
BEHAVIOR OF THEIR COOPERATING 
TEACHER, A  VERBAL-BEHAVIORAL 
MEASUREMENT OF 12 STUDENT TEACH- 
ERS AND 6 COOPERATING TEACHERS WAS 
UNDERTAKEN USING THE OBSERVATION 
SCHEDULE AND RECORD FORM 38D. ANAL- 
YSIS OF VARIANCE REVEALED THAT STU- 
DENT TEACHER VERBAL BEHAVIOR 
CHANGED SIGNIFICANTLY DURING THE 
STUDENT TEACHING PERIOD, BECOMING 
MORE SUPPORTIVE, LESS REPEATING, 
AND LESS ACCEPTING (IN A ROUTINE 
MANNER) OF CHILDREN’S RESPONSES. 
WHILE FREQUNCY OF STUDENT-TEACH- 
ER RESPONSES DECREASED, FREQUEN- 
CY OF STUDENT-TEACHER INITIATED 
STATEMENTS INCREASED  SIGNIFIC- 
ANTLY. A CO-VARIANCE ANALYSIS WAS 
CONDUCTED USING THE COOPERATING 
TEACHERS’ SCORES AS THE INDEPEND- 
ENT VARIABLE. A HIGH RELATIONSHIP 
WAS FOUND BETWEEN QUESTIONING-BE- 
HAVIOR PATTERNS OF STUDENT TEACH- 
ERS AND THEIR COOPERATING TEACH- 
ERS IN CATEGORIES OF COMPLEX PROB- 
LEMS, SIMPLE PROBLEMS, PRE-FRAMED, 
AND AFFECTIVE-IMAGINATIVE PROBL- 





’ 

EMS. SOME RELATIONSHIP WAS FOUND 
BETWEEN BOTH GROUPS IN SUPPORTING, 
APPROVING, ACCEPTING, REPEATING, RE- 
JECTING, AND CRITICIZING BEHAVIORS. 
THESE FINDINGS NEGATED THE HYPO- 
THESIS OF THE STUDY AND SUGGEST 
THAT FURTHER RESEARCH IN VERBAL- 
BEHAVIORAL RELATIONSHIP BE UNDER- 
TAKEN USING OBSERVER TEAMS AND A 
VARIETY OF INSTRUMENTS, SETTINGS 
AND SAMPLES. PAPER READ AT THE AN- 
NUAL CONVOCATION ON EDUCATIONAL 
RESEARCH (6TH, OCTOBER 19, 1965). (AD- 
APTED FROM AUTHOR’S SUMMARY.) 


ED 013 789 SP 001 298 
WRIGHT,BENJAMIN SHERMAN, BARBA- 
RA 

WHO IS THE TEACHER. 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CHILD DEVELOPMENT, 
*ELEMENTARY SCHOOL TEACHERS, 
*PARENT ROLE, *PERSONALITY STUDIES, 
*TEACHING STYLES, FATHERS, MOTHERS, 
PARENT ATTITUDES, PARENT CHILD 
RELATIONSHIP, SELF CONCEPT, TEACH- 
ERS, 

TO DETERMINE THE INFLUENCE OF 
MOTHER, FATHER, AND FORMER TEACH- 
ERS ON TEACHERS’ SELF-CONCEPTION, 40 
ELEMENTARY SCHOOL TEACHERS DES- 
CRIBED THEMSELVES ON A SEMANTIC 
DIFFERENTIAL SCALE CONSISTING OF 
SETS OF SIMPLE ADJECTIVE PAIRS, SUCH 
AS WARM-COOL, STRONG-WEAK, AND RES- 
PONSIVE-RESERVED. THESE WERE THEN 
COMPARED WITH THE TEACHERS’ DES- 
CRIPTIONS OF MOTHER, FATHER, AND 
FORMER TEACHER IMAGES ON THE SAME 
ADJECTIVES. IT WAS FOUND THAT (1) 
MORAL STRENGTH AND VIRTUE WERE 
ASSOCIATED WITH THE MOTHER, (2) IN- 
TELLECTUAL STRENGTH WAS ASSOCIAT- 
ED WITH THE FATHER, (3) THE DEGREE 
TO WHICH A TEACHER SAW HIMSELF AS 
LOVING AND SYMPATHETIC WAS RELAT- 
ED PRIMARILY TO HER IMAGE OF A BEST- 
LIKED TEACHER, (4) TEACHERS IDENTI- 
FIED WITH THREE DISTINCT MOTHER IM- 
AGES--LOVING, SUPPORTIVE MOTHER, DE- 
MANDING, PROHIBITIVE MOTHER, AND 
OUTGOING, INDEPENDENT MOTHER- 
WHICH COLLATED WITH RYANS’ TEACH- 
ER TYPES-WARM, FRIENDLY, UNDER- 
STANDING TEACHER, RESPONSIBLE, BU- 
SINESSLIKE, SYSTEMATIC TEACHER, 
AND STIMULATING, IMAGINATIVE, CREA- 
TIVE TEACHER. IT IS HYPOTHESIZED 
THAT THESE MOTHER IMAGES EMERGE 
IN DEVELOPMENTAL SEQUENCE DURING 
THE YEARS BETWEEN BIRTH AND 
SCHOOL. THIS DOCUMENT APPEARED IN 
“THEORY INTO PRACTICE,” APR. 1963, 2, 
NO. 2, 67-72. (AW) 


ED 013 790 SP 001 299 
HOWE, HAROLD, II 
CHANGING THE PECKING ORDER. 
PUB DATE 24 OCT 67 
EDRS PRICE MF-$0.25 HC-$0.64 14P. 
DESCRIPTORS *CREDENTIALS, *EDUCA- 
TIONALLY DISADVANTAGED, *TEACHER 
CERTIFICATION, ACADMEIC RECORDS, 
ACHIEVEMENT TESTS, BUSINESS 
RESPONSIBILITY, COLLEGE ENTRANCE 
EXAMINATIONS, COLLEGES, COMPENSA- 
TORY EDUCATION, DISADVANTAGED 
GROUPS, EDUCATIONAL PROBLEMS, EM- 
PLOYMENT EXPERIENCE, STATE LAWS, 
TALENT IDENTIFICATION, TALENT 
SEARCH, UPWARD BOUND, 
THE CURRENT INFLEXIBILITY OF 
BUSINESS AND COLLEGES IN WANTING 


TO USE ONLY “CREDENTIALED” PEOPLE 
(I.E. THOSE WITH A HIGH SCHOOL DIPLO- 
MA OR COLLEGE DEGREE) IS ACTING ASA 
BARRIER TO QUALIFIED INDIVIDUALS 
WHO WERE UNABLE TO COMPLETE THEIR 
EDUCATION. TO COMBAT THIS, IT IS NEC- 
ESSARY THAT (1) EDUCATIONAL INSTITU- 
TIONS BOTH CONTINUE AND AUGMENT 
SUCH PROGRAMS AS UPWARD BOUND 
AND TALENT SEARCH, (2) COLLEGES 
LEARN TO RECOGNIZE TALENT AND ABI- 
LITY IN A DEPRIVED PERSON EVEN 
THOUGH HIS ACADEMIC RECORD MAY 
NOT REFLECT IT, (3) COLLEGES USE EN- 
TRANCE EXAMINATION SCORES AS DIAG- 
NOSTIC DEVICES TO INCLUDE, RATHER 
THAN EXCLUDE, THE DEPRIVED-E.G. IF 
AN APPLICANT’S SCORES SHOW HIM TO 
BE DEFICIENT IN A SUBJECT, HE SHOULD 
BE ADMITTED, AND PLACED IN A COM- 
PENSATORY COURSE RATHER THAN 
BEING REJECTED, (4) BUSINESS RELATE 
THE SUBPROFESSIONAL ROLE TO THE 
PROFESSIONAL ROLE SO THAT SHIFTING 
FROM ONE TO THE OTHER IS EASIER, AND 
(5) BOTH COLLEGES AND BUSINESS GIVE 
CREDIT FOR EXPERIENCE, EVEN IF 
CREDENTIALS ARE NOT PRESENT. OVER- 
RIGID, CONFLICTING, STATE-BY-STATE 
TEACHER CERTIFICATION REQUIRE- 
MENTS ALSO NEED TO BE OVERHAULED, 
RELAXED AND STANDARDIZED IN ORDER 
TO MAKE AVAILABLE THE ABUNDANCE 
OF QUALIFIED BUT UNCREDENTIALED 
TALENT ENTRANCE EXAMINATION 
BOARD (CHICIAGO, OCT. 24, 1967). (AW) 
AVAILABLE TO TEACHING. PAPER PRE- 
SENTED BEFORE COLLEGE ENTRANCE 
EXAMINATION BOARD (CHICAGO, ILL., 
OCT. 24, 1967). (AW) 


ED 013 791 SP 001 301 
KALLENBACH, WARREN 

MICROTEACHING AS A TEACHING METHOD- 
OLOGY. 

EDRS PRICE MF-$0.25 HC-$0.32 6P. 

DESCRIPTORS ‘FEEDBACK, *MICRO- 
TEACHING, *TEACHER EDUCATION, 
*TEACHING METHODS, *VIDEO TAPE RE- 
CORDINGS, BIBLIOGRAPHIES, LESSON 
OBSERVATION CRITERIA, LITERATURE 
REVIEWS, REINFORCEMENT, SECONDA- 
RY EDUCATION, STUDENT TEACHING, SU- 
PERVISION, TEACHER EVALUATION, 
TEACHING TECHNIQUES, 

VARIOUS RESEARCH ON MICROTEACH- 
ING IS BRIEFLY REVIEWED. THE METH- 
OD DEVELOPED AT STANFORD CONSISTS 
OF THE PRESENTATION OF 5-10 MINUTE 
VIDEOTAPED LESSON SEGMENTS TO 
GROUPS OF 4 TO 6 PUPILS. THESE LES- 
SONS WERE EVALUATED BY THE SUPER- 
VISOR AND THE PUPILS AND THEN DIS- 
CUSSED BY THE INTERN AND THE SUPER- 
VISOR DURING THE PLAYBACK. THE LES- 
SON WAS IMMEDIATELY RETAUGHT WITH 
A COMPARABLE GROUP OF PUPILS. A CRI- 
TICAL ANALYSIS FOLLOWED THIS VIDEO- 
TAPING, USING THE SAME PROCEDURES. 
NO SIGNIFICANT DIFFERENCES IN 
JUDGED TEACHER COMPETENCE WERE 
FOUND BETWEEN RANDOMLY SELECTED 
INTERN TEACHERS WITH SUMMER STU- 
DENT TEACHING EXPERIENCE AND 
THOSE WITH MICROTEACHING AT STANF- 
ORD. SEVERAL TEACHING SKILLS HAVE 
COME FROM THE MICROTEACHING PRO- 
JECT (1) ESTABLISHING SET, (2) ESTAB- 
LISHING APPROPRIATE FRAMES OF REF- 
ERENCE, AND (3) ACHIEVING CLOSURE. 
ANOTHER STUDY TESTED THE EFFECTS 
OF SELF-FEEDBACK AND REINFORCE- 
MENT ON THE ACQUISITION OF A TEACH- 
ING SKILL AND FOUND THAT SELF-FEED- 


BACK WAS RELATIVELY INEFFECTIVE AS 
COMPARED WITH THE POINTING OUT OF 
SALIENT CUES IN TEACHING TO WHICH 
REINFORCEMENT SHOULD BE AT. 
TACHED, COMBINED WITH THE 
SUPERVISOR’S POSITIVE REINFORCE. 
MENT DURING THE PLAYBACKS. A FINAL 
STUDY DEMONSTRATED THAT SHOWING 
A STUDENT WHAT TO DO WAS MORE EF. 
FECTIVE THAN TELLING HIM. THIS 
PAPER WAS PRESENTED AT CONFER- 
ENCE ON “INSTRUCTIONAL METHODS 
AND TEACHER BEHAVIOR” (BERKELEY, 
NOV. 21-22, 1966). (LC) 


ED 013 792 SP 001 302 
SCOTT,OWEN MILLER,HENRY 

THE PROFESSIONAL TRAINING, SPECIFIC 
TEACHING ASSIGNMENTS, AND JOB SATIS- 
FACTIONS OF GEORGIA SOCIAL STUDIES 
TEACHERS. 

EDRS PRICE MF-$0.25 HC-$0.56 12P. 

DESCRIPTORS ‘SOCIAL STUDIES, 
*TEACHER ATTITUDES, *TEACHER CER- 
TIFICATION, *TEACHING ASSIGNMENT, 
EDUCATIONAL TESTING SERVICE, GEOR- 
GIA, OCCUPATIONAL INFORMATION, 
QUESTIONNAIRES, SUPERINTENDENTS, 
TEACHER IMPROVEMENT, TEACHER MO- 
RALE, TEACHER MOTIVATION, TEACHER 
QUALIFICATIONS, TEACHING LOAD, 

TO SURVEY THE CERTIFICATION STA- 
TUS, TEACHING ASSIGNMENT, AND SE- 
LECTED JOB-RELATED OPINIONS OF 
GEORGIA SOCIAL STUDIES TEACHERS, 
DATA ON 115 SCHOOLS AND 403 TEACHERS 
WAS EXTRACTED FROM A RANDOM SAM- 
PLING OF THE ANNUAL REPORTS OF 
SCHOOL SUPERINTENDENTS TO THE 
GEORGIA ACCREDITING COMMISSION. AN 
UNSTRUCTURED QUESTIONNAIRE ASK- 
ING WHICH ASPECTS OF TEACHING THEY 
FOUND MOST DIFFICULT AND MOST 
SATISFYING WAS THEN SENT TO THE 278 
TEACHERS WHO WERE STILL TEACHING 
IN THE SAME SCHOOL. 192 RESPONDED. IT 
WAS FOUND THAT (1) 92 PERCENT OF THE 
TEACHERS HAD A PROFESSIONAL CERTI- 
FICATE, 6 PERCENT HAD A PROVISIONAL 
CERTIFICATE, 1 PERCENT AN EMERGEN- 
CY CERTIFICATE, AND 1 PERCENT AN- 
OTHER PROFESSIONAL CERTIFICATE. (2) 
46 PERCENT TAUGHT ONE SOCIAL 
STUDIES SUBJECT, 44 PERCENT TAUGHT 
TWO, AND 9.5 PERCENT TAUGHT FOUR OR 
MORE. (3) THE SUBJECTS RATED MOST PO- 
PULAR BY GEORGIA TEACHERS WERE 
NEARLY THE SAME AS THOSE RANKED 
MOST POPULAR IN THE SOUTH AND THE 
NATION IN A 1963 EDUCATIONAL TESTING 
SERVICE SURVEY. (4) THE ASPECTS OF 
TEACHING RATED MOST DIFFICULT 
WERE MOTIVATING STUDENTS, PER- 
FORMING ADMINISTRATIVE DUTIES, 
TEACHING COMPLEX COGNITIVE SKILLS, 
AND CONTROLLING STUDENT BEHAVIOR. 
(5) HELPING STUDENTS LEARN, SATIS- 
FACTION DEPRIVED FROM THE LATER 
SUCCESS OF FORMER STUDENTS, ASSO- 
CIATING WITH YOUNG PEOPLE, AND BE- 
COMING A BETTER TEACHER WERE THE 
MOST SATISFYING ASPECTS OF TEACHI- 
NG. (AW) 
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ED 013 793 
ROTTER, GEORGE S. 
THE EFFECT OF SEX IDENTIFICATION 
UPON TEACHER EVALUATION OF PUPILS. 
PUBDATE APR67 





EDRS PRICE MF-$0.25 HC-$0.28 5P. 

DESCRIPTORS *SEX DIFFERENCES, 
*STUDENT BEHAVIOR, *TEACHER ATTI- 
TUDES, *TEACHER EVALUATION, 
*TEACHER STEREOTYPES, BEHAVIOR 
RATING SCALES, FACTOR ANALYSIS, IN- 
DIVIDUAL DIFFERENCES, PEER RELAT- 
IONSHIP, SEX (CHARACTERISTICS), STU- 
DENT NEEDS, STUDENT TEACHER RELA- 
TIONSHIP, TEACHER CHARACTERISTICS, 
WOMEN TEACHERS, 

TO DETERMINE WHETHER SEX IDENTI- 
FICATION INFLUENCES TEACHERS’ EV- 
ALUATIONS OF STUDENTS WHEN BEHA- 
VIOR IS HELD CONSTANT, 128 WHITE FEM- 
ALE TEACHERS RATED STUDENTS FROM 
STORIES RELATING IN OBJECTIVE 
TERMS THE BEHAVIOR OF A HYPOTHETI- 
CAL NINE-YEAR OLD CHILD. THE 
STORIES WERE CONTROLLED SO THAT 
THE BEHAVIORS PRESENTED FOR BOTH 
SEXES WERE CLOSELY PARALLELED. 
BOTH ORDERLY AND DISRUPTIVE STU- 
DENTS WERE PRESENTED. FOLLOWING 
THEIR READING, THE TEACHERS EVALU- 
ATED THE STUDENTS ON 80 BI-POLAR 
SCALES, WHICH THEN UNDERWENT FAC- 
TOR ANALYSIS. AMONG THE FINDINGS 
WERE (1) BOYS WERE RATED MORE AC- 
TIVE, MORE GREGARIOUS, MORE ACCEPT- 
ED BY THEIR PEERS, DIRTIER, AND BET- 
TER LEADERS THAN GIRLS. (2) BOYS 
WERE RATED HIGHER THAN GIRLS FOR 
ORDERLY, BUT LOWER FOR DISRUPTIVE 
BEHAVIORS. (3) ORDERLY BOYS AND 
GIRLS WERE JUDGED EQUALLY QUIET, 
BUT DISRUPTIVE BOYS FAR MORE NOISY 
THAN DISRUPTIVE GIRLS. (4) DISRUPTIVE 
BOYS AND GIRLS WERE SEEN TO ACHI- 
EVE EQUALLY LITTLE IN SCHOOL BUT 
ORDERLY BOYS AS ACHIEVING MUCH 
MORE THAN ORDERLY GIRLS. (5) DISRUP- 
TIVE BOYS AND GIRLS WERE PERCEIVED 
AS HAVING ABOUT THE SAME NEED TO 
BE LIKE OTHERS, BUT ORDERLY BOYS AS 
HAVING STRONG DESIRES TO BE DIFFER- 
ENT AND ORDERLY GIRLS AS HAVING A 
STRONG DESIRE TO BE LIKE OTHERS. IT 
IS CONCLUDED THAT SEXUAL PRECON- 
CEPTIONS INFLUENCE A TEACHER’S PER- 
CEPTIONS AND EVALUATION AND CAN 
RESULT IN DIFFERENTIAL TREATMENT. 
PAPER PRESENTED AT MEETING OF 
EASTERN PSYCHOLOGICAL ASSOC., (BOS- 
TON, APRIL, 1967). (AW) 


ED 013 794 
ALLEN, DWIGHT W. 
EFFECTS OF FEEDBACK AND PRACTICE 
CONDITIONS ON THE ACQUISITION OF A 
TEACHING STRATEGY. 

PUBDATE 66 

EDRS PRICE MF-$0.25 HC-$0.88 20P. 
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DESCRIPTORS *DISCRIMINATION 
LEARNING, *FEEDBACK, *TEACHER IN- 
TERNS, *TEACHER SUPERVISION, 
*TEACHING TECHNIQUES, QUESTIONING 
TECHNIQUES, RETENTION, ROLE 
PLAYING, STUDENT REACTION, THOUGHT 
PROCESSES, VIDEO TAPE RECORDINGS, 

TO COMPARE SEVERAL METHODS OF 
DEVELOPING CLASSROOM QUESTIONING 
(PROBING) TECHNIQUES VIA DISTRIBUT- 
ED PRACTICE AND IMMEDIATE FEEDB- 
ACK, WHEN THE LATTER EMPLOYED VI- 
DEOTAPED PERFORMANCES OF THE 
LEARNER, 85 INTERNS WERE VIDEO- 
TAPED ON 4 OCCASIONS DURING THE 
FIRST 20 MINUTES OF REGULAR CLASS- 
ROOM LESSONS. IN BETWEEN TAPINGS 
THEY RECEIVED 30 MINUTES OF SUPER- 
VISION, IN WHICH THEY VIEWED PLAY- 
BACKS OF EARLIER TEACHING ALONG 
WITH A CRITIQUE FROM AN EXPERIMEN- 
TER WHO PROVIDED DISCRIMINATION 


TRAINING. WITHIN-SESSION FEEDBACK 
WAS HELD CONSTANT, AND AMOUNT OF 
PRACTICE AND DELAYED FEEDBACK 
WAS MANIPULATED, OVER 4 EXPERIMEN- 
TAL GROUPS. A POST-TEST WAS VIDEO- 
TAPED ABOUT 7 WEEKS AFTER TRAINI- 
NG. INTERNS WERE TRAINED IN PROB- 
ING TECHNIQUES (CLARIFICATION, CRI- 
TICAL AWARENESS, REDIRECTION, 
PROMPTING, REFOCUS) WHICH DEPEND- 
ED ON PUPIL RESPONSE, AS WELL AS AN 
ENCOURAGING DIVERGENT THINKING, 
ROLE PLAY IN BRIEF, AND PUPIL SUMM- 
ARY. TREATMENT DIFFERENCES, 
THOUGH NOT ENTIRELY CONSISTENT, 
FAVORED MASSED PRACTICE-IMMEDI- 
ATE FEEDBACK OVER DISTRIBUTED 
PRACTICE-REINSTATED FEEDBACK IN 
INITIAL ACQUISITION OF PROBING BEH- 
AVIORS. THE FORMER ALSO PRODUCED 
SIGNIFICANTLY MORE FREQUENT PROB- 
ING THAN DISTRIBUTED PRACTICE AND 
IMMEDIATE FEEDBACK. RETENTION IN- 
FERENCES CAN BE DRAWN FROM THE 
FACT THAT DISTRIBUTED PRACTICE- 
DELAYED FEEDBACK GROUPS MAIN- 
TAINED HIGHER PROBING RESPONSE 
RATES ON THE POST-TEST THAN DID 
MASSED PRACTICE-IMMEDIATE FEEDB- 
ACK. (AF) 


ED 013 795 SP 001 310 
RODGERS, FREDERICK 

THE TEACHER CORPS PROJECT AT NEW 
YORK UNIVERSITY. 

EDRIS PRICE MF-$0.25 HC-$0.24 4P. 

DESCRIPTORS *DISADVANTAGED 
YOUTH, *TEACHER EDUCATION, *TEACH- 
ER INTERNS, *TEACHER RECRUITMENT, 
CURRICULUM DEVELOPMENT, ECONOMIC 
DISADVANTAGEMENT, EDUCATIONAL 
PROGRAMS, INSERVICE EDUCATION, NEW 
YORK UNIVERSITY, PRESERVICE EDUCA- 
TION, STUDENT TEACHERS, TEACHER 
CORPS PROJECT, TEACHER PLACEMENT, 
TEACHER RESPONSIBILITY, URBAN 
SCHOOLS, 

THE TEACHER CORPS PROJECT AT NEW 
YORK UNIVERSITY PREPARES FORMER 
PEACE CORPS VOLUNTEERS FOR TEACH- 
ING IN DISADVANTAGED SCHOOLS. A PRO- 
GRAM CANDIDATE MUST HAVE A 
BACHELOR’S DEGREE IN EITHER MATHE- 
MATICS, SCIENCE, LANGUAGE ARTS OR 
SOCIAL STUDIES. THE PROGRAM HAS 
THREE PHASES (1) PRE-SERVICE (IN- 
TERNS WORK IN THE MORNING WITH 
LOCAL AGENCIES IN COMMUNITY ACTIVI- 
TIES AND WITH EDUCATIONAL ACTIVI- 
TIES SPONSORED BY THE NEW YORK 
SCHOOL SYSTEM AND COMMUNITY OR- 
GANIZATIONS, AND IN THE AFTERNOONS 
IN UNIVERSITY AND PUBLIC SCHOOL 
CLASSROOMS), (2) INSERVICE (INTERNS 
GRADUALLY ASSUME RESPONSIBILITY 
IN THEIR ASSIGNED SCHOOL BEFORE FI- 
NALLY BECOMING FULLY RESPONSIBLE 
FOR ACTIVE PARTICIPATION IN COMMUN- 
ITY-DIRECTED FUNCTIONS), (3) POST- 
SERVICE (INTERNS ATTEND A WORKSHOP 
ON THE SYNTHESIS OF THEORY AND 
PRACTICE, DURING WHICH THEY DEVEL- 
OP PILOT CURRICULA AND RESEARCH 
PROJECTS). THE INTERNS’ COURSE WORK 
FOCUSES ON (A) THE EDUCATIONAL AND 
SOCIAL ASPECTS OF POVERTY, (B) THE 
PSYCHOLOGY AND EDUCATION OF THE 
SLOW LEARNER, (C) THE ROLE OF THE 
TEACHER AND THE CURRICULUM OF THE 
SCHOOLS, (D) THE SOCIAL, ECONOMIC, 
AND CULTURAL FORCES WHICH CON- 
TRIBUTE TO THE SLUM CHILD’S CLASS- 
ROOM MALFUNCTIONING AND THE TECH- 
NIQUES REQUIRED FOR ANALYSIS AND 


REMEDIATION, AND (E) THE INTERNS’ 
DEVELOPMENT OF THE SKILLS FOR 
TEACHING READING AND INDIVIDUAL 
SUBJECTS. (AW) 


ED 013 796 SP 001 311 

HASKEW, LAURENCE D. 

PLANNING FOR THE EDUCATION OF 

TEACHERS. 

PUB DATE 01 DEC 65 

EDRS PRICE MF-$0.25 HC-$0.68 15P. 
DESCRIPTORS *EDUCATIONAL NEEDS, 

*EDUCATIONAL PLANNING, *EDUCATIO- 

NAL RESOURCES, *TEACHER EDUCATION, 

*TEACHER EVALUATION, CONTINUING 

EDUCATION, EDUCATIONAL RESPONSIBI- 


‘LITY, LOCAL ISSUES, TEACHING PRO- 


CEDURES, 

A PLATFORM FOR PLANNING IN TEACH- 
ER EDUCATION IS SET FORTH-—(1) PLAN- 
NING BEGINS IN A FRAMEWORK (AS IT IS 
RATHER THAN WHAT IT MIGHT BE). (2) 
PLANNING SHOULD ADDRESS FUNDAM- 
ENTAL DEFECTS, SHOWING HOW WHAT 
WE PURPORT TO DO CAN BE DONE WITH 
THE TOOLS AND FRAMEWORK WE CAN 
MAKE AVAILABLE. (3) PLANNING SHOULD 
INSPIRE THE TEACHER TO WANT AND AC- 
QUIRE THE CONTINUING EDUCATION HE 
WILL NEED (THROUGH GRADUATE 
STUDY, OTHER FORMS OF PARTICIPAT- 
ION, ON HIS OWN INITIATIVE) SINCE THE 
NATURE OF TEACHING IS CONTINUALLY 
CHANGING. (4) IT IS THE INDIVIDUAL PRO- 
FESSIONAL WHO MUST DO THE PLANN- 
ING, AND IN THE NEXT DECADE PLAN- 
NING WILL BE FOCUSED AT THE LOCAL 
LEVEL. (6) PLANNING MUST BE CON- 
CERNED WITH VARIETY. PAPER READ AT 
GOVERNOR’S CONFERENCE ON EDUCA- 
TION (STATE OF UTAH, DECEMBER 1, 1965). 
(AF) 


ED 013 797 SP 001 312 
ROBERTS, JULIAN 

NEEDED RESEARCH IN TEACHER EDUCA- 
TION-SENSITIVITY TRAINING AND THE 
PROCESS OF CHANGE. 

PUB DATE 14 NOV 67 

EDRS PRICE MF-$0.25 HC-$0.32 6P. 

DESCRIPTORS *CHANGE AGENTS, 
*CLASSROOM ENVIRONMENT, *INTER- 
ACTION, *SENSITIVITY TRAINING, *T 
GROUPS, COMMUNICATION (THOUGHT 
TRANSFER), DATA COLLECTION, GROUP 
DYNAMICS, GROUP RELATIONS, ROLE 
PERCEPTION, SELF CONCEPT, SOCIAL 
STUDIES, 

TO HELP PREPARE PRE-SERVICE 
TEACHERS FOR ADEQUATE HANDLING 
OF THE PHENOMENON OF CHANGE, SOME 
ASPECTS OF THE APPLICABILITY OF SEN- 
SITIVITY TRAINING TO PROCESSES OF 
CHANGE IN EDUCATION ARE DISCUSSED. 
OBJECTIVES OF SUCH TRAINING ARE 
GIVEN AS-~(1) SELF-INSIGHT, (2) BETTER 
UNDERSTANDING OF OTHERS AND AW- 
ARENESS OF ONE’S IMPACT ON THEM, (3) 
BETTER UNDERSTANDING OF GROUP 
PROCESSES, (4) INCREASED RECOGNI- 
TION OF THE CHARACTERISTICS OF LAR- 
GER SOCIAL SYSTEMS, AND (5) GREATER 
AWARENESS OF THE DYNAMICS OF 
CHANGE. ONE TECHNIQUE FOR REALIZ- 
ING THESE OBJECTIVES IS THE T-GROUP, 
A RELATIVELY UNSTRUCTURED SITUA- 
TION IN WHICH ALL MEMBERS ARE 
LEARNERS, AND WHERE DATA IS SIMUL- 
TANEOUSLY COLLECTED ON BEHAV- 
IORAL TRANSACTIONS BETWEEN MEM- 
BERS AND THE EXPERIENCE WHICH GEN- 
ERATES SUCH BEHAVIOR. T-GROUP AC- 
TIVITY FACILITATES THE PROCESS OF 
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CHANGE BY IMPROVING INTERACTION. 
IN A CLASSROOM SITUATION, T-GROUP 
ACTIVITY FOSTERS NEW ROLE CONCEPTS 
FOR STUDENTS AND TEACHERS (TEACH- 
ERS MOVE FROM DIRECTIVE TO INTEGRA- 
TIVE FUNCTION, STUDENTS MOVE FROM 
CONVERGENT TO DIVERGENT OPINIONS). 
THE PARTICULAR APPLICABILITY OF T- 
GROUP ACTIVITY TO SOCIAL STUDIES 
CLASSES DISCUSSED. PAPER PRESENTED 
AT EDUCATIONAL RESEARCH ASSOC. OF 
N.Y. STATE AND THE N.Y. STATE EDUCA- 
TION DEPARTMENT CONVOCATION (AL- 
BANY, NOVEMBER 12-14, 1967). (AF) 
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AMIDON,EDMUND J. POWELL,EVAN 
INTERACTION ANALYSIS AS A FEEDBACK 
SYSTEM IN TEACHER PREPARATION. 
PUBDATE 66 

EDRS PRICE MF-$0.25 HC-$0.60 13P. 

DESCRIPTORS *COOPERATING TEACH- 
ERS, *INTERACTION PROCESS ANALYSIS, 
*LEARNING THEORIES, ‘*STUDENT 
TEACHERS, *TEACHER SUPERVISION, BI- 
BLIOGRAPHIES, ROKEACH DOGMATISM 
SCALE, STUDENT PERCEPTION OF TEACH- 
ER INFLUENCE SCALE, STUDENT TEACH- 
ER RELATIONSHIP, TEACHER BEHAVIOR, 
TEACHER EDUCATION, TEACHER EVALU- 
ATION, TEACHER RATING, TEACHING SI- 
TUATION REACTION TEST, VERBAL COM- 
MUNICATION, 

FOUR GROUPS OF 15 STUDENT TEACH- 
ERS EACH WERE USED TO TEST THE HY- 
POTHESIS THAT (A) THOSE TAUGHT IN- 
TERACTION ANALYSIS WOULD BE MORE 
INDIRECT (ACCEPTING OF PUPIL FEEL- 
INGS AND IDEAS, ENCOURAGING, QUES- 
TIONING) AT THE END OF STUDENT 
TEACHING THAN THOSE TAUGHT LEARN- 
ING THEORY, AND (B) AMONG THOSE 
TAUGHT INTERACTION ANALYSIS, THOSE 
SUPERVISED BY INTERACTION ANALY- 
SIS TRAINED COOPERATING TEACHERS 
WOULD BE MORE INDIRECT THAN THOSE 
SUPERVISED BY LEARNING THEORY 
TRAINED COOPERATING TEACHERS. CRI- 
TERION MEASURES CONSISTED OF-THE 
DEPARTMENT OF SECONDARY EDUCA- 
TION TEST (PRE- AND POSTTESTS), RAT- 
INGS OF COLLEGE SUPERVISORS, RAT- 
INGS BY IMPARTIAL OBSERVERS AND IN- 
TERACTION ANALYSIS TRAINED OBSER- 
VERS, THE STUDENT PERCEPTION OF 
TEACHER INFLUENCE SCALE, THE 
TEACHING SITUATION REACTION TEST 
(PRE- AND POSTTESTS), AND THE ROK- 
EACH DOGMATISM SCALE. INCOMPLETE 
DATA SUGGESTS THAT STUDENT TEACH- 
ERS TRAINED IN INTERACTION ANALY- 
SIS-TALKED LESS IN THE CLASSROOM, 
WERE MORE INDIRECT IN USE OF MOTI- 
VATING AND CONTROLLING BEHAVIORS, 
WERE MORE INDIRECT IN OVERALL IN- 
TERACTION PATTERNS, USED MORE EX- 
TENDED, INDIRECT (AND LESS EXTEND- 
ED DIRECT) INFLUENCE, USED MORE EX- 
TENDED ACCEPTANCE OF STUDENT 
IDEAS. STUDENT TEACHERS WHOSE CO- 
OPERATING TEACHERS LEARNED INTER- 
ACTION ANALYSIS USED LEAST EXTEND- 
ED DIRECT INFLUENCE. PAPER REPRINT- 
ED FROM RATHS, JAMES AND LEEPER, 
ROBERT R. (EDS.), “THE SUPERVISOR- 
AGENT FOR CHANGE IN TEACHING,” ASCD 
PUBLICATION, WASH., D.C. (AF) 


ED 013 799 
HARRIS, BEN M. 
STRATEGIES FOR INSTRUCTIONAL 
CHANGE-PROMISING IDEAS AND PER- 
PLEXING PROBLEMS. 
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PUBDATE 66 
EDRS PRICE MF-$0.25 HC-$0.52 11P. 

DESCRIPTORS *CHANGE AGENTS, 
*EVALUATION, *LITERATURE REVIEWS, 
*MODELS, *SUPERVISORS, BEHAVIORAL 
SCIENCES, BIBLIOGRAPHIES, CURRICU- 
LUM DEVELORMENT, ECONOMICS, INSER- 
VICE PROGRAMS, INSTITUTIONAL ADMI- 
NISTRATION, SCHOOL ADMINISTRATION, 
SCHOOL SUPERVISION, SUPERVISORY 
METHODS, 

SUPERVISION, BECAUSE IT COVERS A 
MULTIPLICITY OF TASKS PERFORMED IN 
NO FIXED LOCUS, ITS ALMOST IMMUNE 
TO SYSTEMATIC EVALUATION. ELABO- 
RATE DESCRIPTIVE STUDIES ARE NEED- 
ED (POSSIBLY REPLICATIONS OF EDUCA- 
TIONAL ADMINISTRATION STUDIES) ON 
SUCH TOPICS AS RESISTANCE TO CHANGE 
AND SUPERVISOR-SUPERVISOR RELAT- 
IONSHIPS. THEORETICAL MODELS AND 
CONCEPTS WHICH CAN BE BORROWED 
FROM THE BEHAVIORAL SCIENCES AND 
ADAPTED TO INSTRUCTIONAL CHANGE 
INCLUDE-(1) PROGRAMMING CONCEPTS 
FOR WORKSHOP OR LABORATORY DE- 
SIGN, (2) SIMULATION TECHNIQUES, (3) A 
ROGERIAN MODEL OF PSYCHOTHERAPY 
AND LEARNING, (4) GROUP THERAPY AND 
ROLE PLAYING, (5) A CONCEPTION OF 
SCHOOL AND CLASSROOM PROGRAMS AS 
SOCIAL SYSTEMS (ROLE OF CHANGE AG- 
ENTS, DIFFUSION OF INNOVATIONS, AC- 
CULTURATION PROCESS, STUDIES OF 
HUMAN VALUES), AND (6) THE ECONOMIC 
CONCEPTION OF ORGANIZATIONAL LIFE 
AS A FLOW OF RESOURCES (INCLUDING 
HUMAN ONES). RESISTANCE OF SUPERVI- 
SION TO CHANGE IS SEEN AS RELATED TO 
(A) THE ABSENCE OF RECOGNIZED 
CHANGE AGENTS IN THE SCHOOL, (B) THE 
DIFFICULTY OF EFFECTING CHANGE IN 
PEOPLE, (C) THE BUREAUCRATIC NA- 
TURE OF SCHOOL ADMINISTRATION, 
WHICH IS GEARED ALMOST EXCLUSIVE- 
LY TO MAINTENANCE, NOT CHANGE, 
PAPER REPRINTED FROM RATHS, JAMES 
AND LEEPER, ROBERT R. (EDS.), “THE SU- 
PERVISOR-AGENT FOR CHANGE IN 
TEACHING,” ASCD PUBLICATION, WASH., 
D.C, (AF) 


ED 013 800 SP 001 317 
WARD,TEDW. 

PROFESSIONAL INTEGRATION AND CLINI- 
CAL RESEARCH. 

PUBDATE 66 

EDRS PRICE MF-$0.25 HC-$1.20 28P. 

DESCRIPTORS *BEHAVIOR PATTERNS, 
*DECISION MAKING SKILLS, *EDUCATIO- 
NAL RESEARCH, *LEARNING THEORIES, 
*TEACHING MODELS, BEHAVIOR 
THEORIES, BIBLIOGRAPHIES, CLASS- 
ROOM ENVIRONMENT, EDUCATIONAL 
STRATEGIES, INSTRUCTIONAL DESIGN, 
SIMULATION, TEACHER EDUCATION, 
TEACHING METHODS, 

THE RATIONALE OF A CLINICAL AP- 
PROACH TO RESEARCH ON TEACHER BE- 
HAVIOR IS SET FORTH TOGETHER WITH 
INDICATION OF DIFFICULTIES. IN ONE 
CLINICAL STUDY, RECORDS OF FOCUSED 
OBSERVATIONS OF TEACHER BEHAVIOR 
WERE REVIEWED BY A SPECIALIST IN 
LEARNING AND A SPECIALIST IN SOCIAL 
PSYCHOLOGY IN RELATION TO RE- 
SEARCH FROM THESE FIELDS. TEACHER 
DECISIONS PROVED CONSONANT WITH 
THAT EVIDENCE--HOWEVER, RESEARCH 
WAS FOUND ON LESS THAN HALF OF THE 
BEHAVIORS DESCRIBED. THE CONCEP- 
TION OF TEACHING AS A COMPLEX OF 
DECISION MAKING IS BEING EXPLORED, 
WITH SELF-REPORT DATA FROM THE 
TEACHER WHO WAS OBSERVED. AN INS- 


TRUCTIONAL PROBLEM SIMULATOR ISIN 
DEVELOPMENT USING SMALL-SCALE INS- 
TRUCTIONAL DECISIONS FOR CONFRONT- 
ING FUTURE TEACHERS. THIS APPROACH 
TO TEACHER EDUCATION WILL PREVENT 
STUDENTS IN EARLY COURSES FROM 
FEELING A LACK OF REALITY. FIVE AS- 
SUMPTIONS OF BEHAVIORAL THEORY IN- 
CLUDE--(1) (A) TEACHING IS A PROCESS IN 
WHICH ONE PERSON’S BEHAVIOR INDUC- 
ES CHANGE IN ANOTHER. (1) (B) TEACH- 
ING IS A GENERALIZED SET OF BEHA- 
VIORS WHICH CAN BE EXAMINED AND 
EXPLAINED IN TERMS OF A GENERAL 
THEORY OF HUMAN BEHAVIOR. (2) 
TEACHER BEHAVIOR IS THE SINGULAR 
MODE OF EXPRESSING THE COMPOSITE 
OF BELIEFS, KNOWLEDGE, ATTITUDES, 
PERCEPTIONS AND ASPIRATIONS WHICH 
CONSTITUTE TEACHING IN ANY GIVEN 
SITUATION. (3) TEACHER BEHAVIOR CAN 
BE VIEWED AS BEING COMPRISED OF (A) 
RATIONAL ACTS, AND (B) NONRATIONAL 
ACTS. PAPER REPRINTED FROM RATHS, 
JAMES AND LEEPER, ROBERT R. (EDS.) 
“THE SUPERVISOR-AGENT FOR CHANGE 
IN TEACHING,” ASCD PUBLICATION, 
WASH., D.C. (RP) 


ED 013 801 SP 001 322 
FINCHER, CAMERON 

FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 

GEORGIA UNIV., ATHENS, INST. OF HI- 

GHER EDUCATION 
PUBDATE 65 
EDRS PRICE MF-$0.25 HC-$0.92 21P. 

DESCRIPTORS *LIBERAL ARTS, *RE- 
SEARCH, *RESEARCH SKILLS, *TEACHER 
ATTITUDES, *TEACHER MOTIVATION, BI- 
BLIOGRAPHIES, FACULTY EVALUATION, 
FACULTY PROMOTION, LITERATURE RE- 
VIEWS, QUESTIONNAIRES, RESEARCH 
NEEDS, TEACHER ROLE, 

A REVIEW OF EARLIER STUDIES OF 
THE “FACTORS, CONDITIONS, AND SITUA- 
TIONS THAT IMPEDE OR FACILITATE RE- 
SEARCH PRODUCTIVITY IN THE ACADEM- 
IC SETTING” IS FOLLOWED BY THE FIND- 
INGS OF A PILOT STUDY “TAPPING FA- 
CULTY OPINIONS AND BELIEFS CON- 
CERNING RESEARCH AND THE ENVIRON- 
MENT IN WHICH IT IS CONDUCTED.” 52 OF 
81 FULL-TIME STAFF MEMBERS AT A 
SOUTHERN METROPOLITAN COLLEGE OF 
ARTS AND SCIENCES RESPONDED TO A 
QUESTIONNAIRE. NEARLY HALF THE 
RESPONDENTS CONSIDERED RESEARCH 
AS IMPORTANT AS TEACHING AND AN- 
OTHER TWO OUT OF FIVE THOUGHT IT 
MORE IMPORTANT. NEARLY ALL 
THOUGHT RESEARCH ACTIVITY A MAJOR 
INFLUENCE ON INSTITUTIONAL GROWTH 
AND DEVELOPMENT. ALTHOUGH A MA- 
JORITY PERCEIVED THEMSELVES AS POS- 
SESSING THE NECESSARY SKILLS AND 
COMPETENCIES FOR RESEARCH, FEWER 
THAN HALF THOUGHT THEY WERE BET- 
TER THAN AVERAGE IN PLANNING AND 
DEVELOPING RESEARCH PROJECTS. 
FEWER THAN ONE OUT OF THREE 
THOUGHT CONDUCTING INDEPENDENT 
RESEARCH A SOURCE OF REWARDS AT 
THEIR INSTITUTION AND MOST JUDGED 
THE FACILITIES AND RESOURCES FOR 
RESEARCH AT THEIR INSTITUTION TO BE 
INADEQUATE. MORE THAN HALF GAVE 
PRIORITY TO BASIC RESEARCH, AND 
MANY HOPED THAT LOCAL FACILITIES 
FOR RESEARCH COULD BE IMPROVED. 
AREAS FOR FURTHER INQUIRY INTO FA- 
CULTY PERCEPTIONS OF RESEARCH ARE 
SUGGESTED-FOR EXAMPLE, THE EX- 
TENT TO WHICH THE LOCAL FINDINGS OF 
THE PRESENT STUDY ARE PARALLELED 
IN OTHER TYPES OF INSTITUTIONS. (AF) 
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LUECK, WILLFAM R. 

PROFESSIONAL INSECURITIES OF PROS- 
PECTIVE TEACHERS. 

PUBDATE DEC65 

EDRS PRICE MF-$0.25 HC-$0.44 9P. 

DESCRIPTORS *EDUCATIONAL PROB- 
LEMS, *EFFECTIVE TEACHING, *METH- 
ODS COURSES, *TEACHER ATTITUDES, 
*TEACHER EDUCATION, COLLEGE STU- 
DENTS, DISCIPLINE, EDUCATION MA- 
JORS, LESSON PLANS, LITERATURE RE- 
VIEWS, STUDENT MOTIVATION, STUDY 
HABITS, TEACHER CHARACTERISTICS, 
TEACHER EVALUATION, 

TO DETERMINE WHICH COMMON 
TEACHING PROBLEMS CAUSE THE GREA- 
TEST CONCERN OR INSECURITY AMONG 
PROSPECTIVE TEACHERS, 445 JUNIORS 
(243 IN 1962-63 AND 205 IN 1963-64) TAKING A 
SECONDARY SCHOOL METHODS COURSE 
WERE ASKED TO RANK TWELVE MAJOR 
PROBLEMS IN THE ORDER IN WHICH 
THEY CAUSED CONCERN. THE PROBLEMS 
WERE COMPILED FROM THOSE OCCUR- 
RING FREQUENTLY IN TEXTBOOKS ON 
METHODS OF TEACHING IN HIGH SCHOOL. 
IT WAS FOUND THAT (1) STUDENTS EX- 
PRESSED THE GREATEST CONCERN OVER 
THE PROBLEMS OF CONDUCTING THE 
CLASS SESSION EFFECTIVELY, ASKING 
STIMULATING QUESTIONS, SUPERVISING 
STUDIES. (2) OTHER MAJOR PROBLEMS IN 
ORDER OF THEIR RANKING BY THE STU- 
DENTS WERE (A) MOTIVATING STUDENT 
LEARNING, GETTING STUDENTS TO 
STUDY AND MASTER THEIR LESSONS, (B) 
TEACHING STUDENTS TO STUDY, INCLUD- 
ING HELPING THEM TO READ MORE EF- 
FECTIVELY, REMEMBER LONGER AND 
DEVELOP BETTER WORK HABITS, (C) 
PLANNING FOR TEACHING, SUCH AS 
PLANNING COURSES, UNITS OF WORK 
AND DAILY ASSIGNMENTS, (D) ADJUST- 
ING INSTRUCTION TO SLOW, AVERAGE, 
AND FAST LEARNERS, AND (E) ATTAIN- 
ING AND MAINTAINING GOOD CLASS- 
ROOM DISCIPLINE. (3) A PROSPECTIVE 
TEACHER’S MAJOR SUBJECT HAS LITTLE 
INFLUENCE ON THE INADEQUACIES HE 
FEELS TOWARD THE GENERAL PROB- 
LEMS OF TEACHING. (4) A COURSE IN 
METHODS OF TEACHING CAN CAUSE SIG- 
NIFICANT CHANGES IN A STUDENT'S 
FEELINGS OF INADEQUACY TOWARD 
SOME (I.E. NUMBER 1, 2A, AND 2C ABOVE) 
BUT NOT ALL OF THE GENERAL TEACH- 
ING PROBLEMS. THIS ARTICLE IS PUB- 
LISHED IN “TEACHERS COLLEGE JOUR- 
NAL,” VOL. 37, NO. 3, DEC. 1965. (AW) 
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TREFFINGER,DONALDJ. AND OTHERS 
TEACHERS’ ATTITUDES ABOUT CREA- 
TIVITY. 

EDRS PRICE MF-$0.25 HC-$0.64 16P. 

DESCRIPTORS *ADMINISTRATOR ATTI- 
TUDES, *CREATIVITY, *INSERVICE 
TEACHER EDUCATION, *LITERATURE RE- 
VIEWS, *TEACHER ATTITUDES, ADMIN- 
ISTRATIVE PERSONNEL, BIBLIOGRA- 
PHIES, CREATIVE THINKING, DIAG- 
NOSTIC TESTS, LIKERT TYPE SCALE, 
PROBLEM SOLVING, RATING SCALES, TA- 
BLES (DATA), TEACHER IMPROVEMENT, 
TEACHER PROGRAMS, 

TO DETERMINE THE EFFECTS OF AN IN- 
SERVICE PROGRAM ON TEACHERS’ ATTI- 
TUDES ABOUT CREATIVITY, ABOUT 250 
TEACHERS AND ADMINISTRATORS, FROM 
ALL GRADE LEVELS, IN A CITY OF ABOUT 
20,000 IN NORTHERN NEW YORK ATTEND- 
ED A 4-DAY INSTITUTE IN CREATIVE 
PROBLEM-SOLVING. THE PROGRAM CON- 


SISTED OF ONE-HOUR FORMAL PRESEN- 
TATIONS ON CURRENT THEORY AND RE- 
SEARCH IN CREATIVITY AND PROBLEM- 
SOLVING, AND DISCUSSIONS OF THE 
PRESENTATIONS. A 14-ITEM ATTITUDE 
SURVEY, UTILIZING BOTH A 5-POINT LIK- 
ERT-TYPE SCALE (STRONGLY AGREE OR 
DISAGREE) AND A RATING ON A 5-POINT 
SCALE OF THE TRUTH OF A STATEMENT 
WAS ADMINISTERED BEFORE AND 
AFTER THE PROGRAM. IT WAS FOUND 
THAT AFTER THE PROGRAM (A) MORE 
TEACHERS AGREED WITH THE STATEM- 
ENTS, (1) “THE CREATIVE CHILD IS NOT 
LIKELY TO BE WELL-LIKED BY HIS 
CLASSMATES,” (2) “IT IS POSSIBLE TO IM- 
PROVE STUDENTS’ ABILITY TO THINK 
CREATIVELY AND TO SOLVE PROBLEMS.” 
(3) “I COULD IDENTIFY THE CHILDREN IN 
MY CLASSROOM WHO ARE THE MOST 
CREATIVE.” AND (4) “THERE IS A VERY 
THIN LINE BETWEEN THE VERY CREA- 
TIVE ACT AND THE PATHOLOGICAL.” AND 
(B) MORE TEACHERS DISAGREED WITH 
THE STATEMENTS, (1) “OUR EFFORTS TO 
IMPROVE CREATIVITY ARE IN VAIN BE- 
CAUSE IT IS PROBABLY A NATIONAL 
STRENGTH.” AND (2) “MOST PAPER AND 
PENCIL TESTS DO NOT REALLY MEASURE 
STUDENTS’ CREATIVE ABILITIES.” IT IS 
CONCLUDED THAT SUCH INSERVICE PRO- 
GRAMS ARE VALUAB DEVELOPING 
INCREASED UNDERSPANDING OF CREAT- 
IVITY. (AW) 
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JENKINSON,EDWARDB. HAWLEY,JANE 
STOUDER 

TEACHING LITERATURE IN GRADES SEVEN 
THROUGH NINE. INDIANA UNIVERSITY EN- 
GLISH CURRICULUM STUDY SERIES. 
PUBDATE 67 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CURRICULUM DEVEL- 
OPMENT, *ENGLISH INSTRUCTION, *JU- 
NIOR HIGH SCHOOL STUDENTS, *LITERA- 
TURE GUIDES, COURSE CONTENT, 
DRAMA, EPICS, FICTION, FIGURATIVE 
LANGUAGE, INDIANA UNIVERSITY, IN- 
DUCTIVE METHODS, LITERATURE, LITER- 
ATURE PROGRAMS, MYTHOLOGY, NO- 
VELS, POETRY, SEQUENTIAL APPROACH, 
SYMBOLS (LITERARY), 

THE INDIANA UNIVERSITY ENGLISH 
CURRICULUM STUDY CENTER CREATED 
A SEQUENTIAL COURSE OF STUDY IN LI- 
TERATURE FOR GRADES SEVEN 
THROUGH NINE. A BASIC POETRY SE- 
QUENCE, FOCUSING ON STUDENT RES- 
PONSE TO POETRY, EMPHASIZES SOUND 
AND STORY IN GRADE SEVEN, IMAGE OR 
PICTURE IN GRADE EIGHT, AND META- 
PHOR AND TONE IN GRADE NINE. A CO- 
MPARATIVE STUDY OF THE DRAMA AND 
THE SHORT STORY, INITIATED IN GRADE 
SEVEN, INTRODUCES STUDENTS TO 
SHORT FICTION AND LEADS INTO THE 
STUDY OF TWO HISTORY PLAYS-“ABE 
LINCOLN IN ILLINOIS” AND “THE LAST 
DAYS OF LINCOLN”--IN GRADE EIGHT. 
SHAKESPEAREAN HISTORY PLAYS-“RI- 
CHARD III” AND “HENRY V”-ARE 
STUDIED IN GRADE NINE. NOVELS SE- 
LECTED FOR STUDY IN GRADES SEVEN 
THROUGH NINE ARE LIKEWISE AR- 
RANGED IN A SEQUENCE OF DIFFICULTY, 
BEGINNING WITH“..AND NOW MIGUEL” 
AND ENDING WITH “TO KILL A MOCKING- 
BIRD,” SO THAT SUCCEEDING WORKS 
BUILD UP ON PREVIOUS ONES, INCLUDED 
ARE CRITICAL GENERALIZATIONS OF SE- 
LECTED WORKS AND SUGGESTED METH- 
ODS OF INSTRUCTION, MAINLY INDUCT- 
IVE. TWO UNITS--A CLASSICAL MYTHOLO- 


GY UNIT IN GRADE EIGHT AND “THE OD- 
YSSEY” IN GRADE NINE-ARE DESIGNED 
TO ACQUAINT STUDENTS WITH LITER- 
ARY SYMBOL AND ALLUSION. THIS DOCU- 
MENT IS AVAILABLE FOR $2.65 FROM THE 
INDIANA UNIVERSITY PRESS, BLOOM- 
INGTON, INDIANA 47401.B) 
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A CURRICULUM STUDY CENTER IN ENG- 
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DESCRIPTORS *COMPOSITION (LITER- 
ARY), *CURRICULUM DEVELOPMENT, 
*ENGLISH INSTRUCTION, *LANGUAGE, 
*LITERATURE, COMPOSITION SKILLS (LI- 
TERARY), CURRICULUM EVALUATION, 
CURRICULUM RESEARCH, ELEMENTARY 
SCHOOLS, ENGLISH CURRICULUM, INS- 
TRUCTIONAL MATERIALS CENTERS, JU- 
NIOR HIGH SCHOOLS, NEBRASKA CURRI- 
CULUM DEVELOPMENT CENTER, RHE- 
TORIC, SENIOR HIGH SCHOOLS, SPIRAL 
CURRICULUM, 

THE NEBRASKA CURRICULUM DEVEL- 
OPMENT CENTER (NCDC) ENDEAVORED 
TO CREATE AN INTEGRATED CURRICU- 
LUM IN ENGLISH FOR KINDERGARTEN 
THROUGH 13 BASED UPON LANGUAGE, LI- 
TERATURE, AND COMPOSITION. THE 
NCDC RECRUITED A CROSS-SECTION OF 
THE-SCHOLARLY AND SCHOOL COMMUNI- 
TY TO DEVELOP, TEST, AND EVALUATE 
THIS CURRICULUM, AND TO CONDUCT RE- 
SEARCH AND DEVISE MATERIALS IN THE 
FOLLOWING AREAS-(1) CLASSICAL RHE- 
TORIC, (2) THE POSSIBILITY OF FORMU- 
LATING A NEW RHETORIC, (3) THE RELA- 
TIONSHIP OF THE TEACHING OF COMPOSI- 
TION TO THE STUDY OF STRUCTURAL 
AND TRANSFORMATIONAL GRAMMAR, (4) 
THE RELATIONSHIP OF THE CLOSE READ- 
ING OF LITERATURE TO THE TEACHING 
OF COMPOSITION, (5) CRITERIA AND 
TESTS FOR MEASURING EXCELLENCE IN 
COMPOSITION, (6) LEVELS OF STUDENT 
MATURITY AT WHICH BASIC COMPOSI- 
TION “HABITS” ARE FORMED, AND (7) CRI- 
TERIA FOR THE CORRECTION OF 
THEMES. THE PROGRAM WHICH WAS 
CREATED IS A SPIRAL CURRICULUM 
BASED UPON LANGUAGE-AND-COMPOSI- 
TION AND LITERATURE-AND-COMPOSI- 
TION UNITS FOR KINDERGARTEN 
THROUGH 12. IT IS DESIGNED TO DEVEL- 
OP AN UNDERSTANDING OF BASIC CON- 
CEPTS IN INCREASINGLY GREATER 
DEPTH YEAR BY YEAR. THE ELEMENTA- 
RY CURRICULUM EMPHASIZES THE 
STUDY OF LITERATURE, OFTEN READ OR- 
ALLY, INCLUDING RELATED WORK IN 
LANGUAGE AND COMPOSITION. AT THE 
SECONDARY LEVEL, THE EMPHASIS 
SHIFTS FROM THE ORAL TO THE WRIT- 
TEN, AND IS ON THE STUDY OF BOTH LI- 
TERATURE AND LANGUAGE AND WHAT 
CAN BE LEARNED ABOUT WRITING FROM 
SUCH STUDIES. RESULTS OF AN EVALUA- 
TION OF THE ELEMENTARY PROGRAM 
ARE ENCOURAGING. HOWEVER, MORE 
EXTENSIVE STUDIES IN BOTH THE ELEM- 
ENTARY SCHOOL AND HIGH SCHOOL ARE 
NEEDED. (A MAJOR PORTION OF THE RE- 
PORT PRESENTS AN OVERVIEW OF THE 
ENTIRE NEBRASKA ENGLISH CURRICUL- 
UM.) (JB) 
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UNITS 1-12. 

NEBRASKA UNIV., LINCOLN, CURRICU- 
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DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 1, *LITERATURE, 
BIOGRAPHIES, CHILDRENS BOOKS, COM- 
POSITION SKILLS (LITERARY), FABLES, 
FICTION, FOLKLORE BOOKS, INSTRUC- 
TIONAL MATERIALS, LANGUAGE, LITER- 
ARY ANALYSIS, MYTHOLOGY, NEBRASKA 
CURRICULUM DEVELOPMENT CENTER, 
ORAL READING, POETRY, 

THE NEBRASKA ELEMENTARY EN- 
GLISH CURRICULUM IS BASED ON THE 
PREMISE THAT DESIRE TO READ, UNDER- 
STANDING OF ONE’S NATIVE LANGUAGE, 
AND COMPETENCE IN COMPOSITION DE- 
VELOP FROM A CONTINUING EXPOSURE 
TO LITERATURE OF SUPERIOR QUALITY. 
THE SEQUENCE OF LITERARY WORKS 
AND ANALOGOUS COMPOSITIONS LEADS 
THE CHILD FROM AN APPREHENSION OF 
THE “MYTHIC” AND ANTHROPOMORPHIC 
TO AN AWARENESS OF THE REALISTIC 
AND ANALYTIC. AN ORAL APPROACH TO 
LITERATURE IS STRESSED. CHILDREN 
ARE ENCOURAGED NOT ONLY TO ENJOY 
AND UNDERSTAND WHAT IS READ, BUT 
ALSO TO MANIPULATE LANGUAGE DEV- 
ICES THEMSELVES THROUGH ORAL STOR- 
YTELLING AND WRITTEN COMPOSITION. 
LITERATURE IS CLASSIFIED IN ONE OF 
NINE “PSEUDO-GENRES”--FOLK TALES, 
FANCIFUL TALES, ANIMAL STORIES, AD- 
VENTURE STORIES, MYTHS, FABLES, 
OTHER LANDS AND PEOPLES, BIOGRA- 
PHIES, AND HISTORICAL FICTION. EACH 
OF THE 70 UNITS IN THE SIX GRADES CON- 
TAINS (1) INTRODUCTORY MATERIALS 
OUTLINING OBJECTIVES OF THE UNIT 
AND RELATING IT TO OTHER UNITS, (2) 
BACKGROUND MATERIALS ABOUT AU- 
THORS, CHARACTERS, THEMES, AND 
STYLE, (3) SUGGESTIONS FOR INDUCTIVE 
TEACHING PROCEDURES, (4) RELATED 
COMPOSITION, LANGUAGE, AND POETRY 
EXERCISES AND ASSIGNMENTS, (5) BI- 
BLIOGRAPHIES FOR STUDENTS AND 
TEACHERS, AND (6) LISTS OF AUDIOV- 
ISUAL AIDS. IN GRADE ONE, CHILDREN 
ARE INTRODUCED TO LITERATURE IN 
ALL “PSEUDO-GENRES” EXCEPT HISTORI- 
CAL FICTION. TEACHING PROCEDURES 
EMPHASIZE IDENTIFICATION OF REPETI- 
TIVE SITUATION AND WORD PATTERNS 
IN LITERATURE AND RECOGNITION OF 
MEANING IN SIMPLE STORY FORMS. 
DRAWING UPON WHAT THEY LEARN 
FROM CLASS READING AND THEIR EX- 
PLORATIONS IN LANGUAGE, CHILDREN 
ARE THEN ABLE TO DRAMATIZE SCENES 
AND COMPOSE STORIES OF THEIR OWN. 
THIS MANUAL IS AVAILABLE FROM THE 
UNIVERSITY OF NEBRASKA PRESS, 215 
NEBRASKA HALL, LINCOLN, NEBRASKA 
68508. (SEE ALSO TE 000 054 AND TE 000 055.) 
(JB) 
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A CURRICULUM FOR ENGLISH, GRADE 2, 

UNITS 13-22. 

NEBRASKA UNIV., LINCOLN, CURRICU- 
LUM DEV. CTR. 

PUBDATE 66 

CONTRACT OEC-2-10-119 

EDRS PRICE MF-$0.50 HC NOT AVAILABLE 

FROMEDRS. 111P. 
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DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 2, *LITERATURE, 
BIOGRAPHIES, CHILDRENS BOOKS, COM- 
POSITION SKILLS (LITERARY), FABLES, 
FICTION, FOLKLORE BOOKS, INSTRUC- 
TIONAL MATERIALS, LANGUAGE, LITER- 
ARY ANALYSIS, MYTHOLOGY, NEBRASKA 
CURRICULUM DEVELOPMENT CENTER, 
ORAL READING, POETRY, 

IN THE NEBRASKA ENGLISH CURRICU- 
LUM FOR GRADE TWO, DEVELOPMENT OF 
A SENSE OF LANGUAGE USAGE AND OF 
NARRATIVE FORM AND _ PLOT IS 
STRESSED. SUCH CLASSIC FOLK TALES AS 
“LITTLE RED RIDING HOOD” AND “THE 
THREE BEARS” POINT OUT THE REPETI- 
TION OF PLOT STRUCTURE AND LANGU- 
AGE FOUND IN STORIES. FUN WITH 
LANGUAGE FORMS IS ENCOURAGED 
THROUGH THE READING OF “JUST SO 
STORIES,” AND AN UNDERSTANDING OF 
THE MYTH IS FURTHERED IN “THE GOL- 
DEN TOUCH.” THREE AESOP FABLES ARE 
PRESENTED FOR SIMPLE ANALYSIS OF 
COMMON DEVICES AND PATTERNS USED 
IN FABLES. MOREOVER, SEVERAL DR. 
SEUSS STORIES AND TWO ADVENTURE 
TALES--“BLAZE AND THE FOREST FIRE” 
AND “THE BEARS ON HEMLOCK 
MOUNTAIN”--HELP STUDENTS PERCEIVE 
BOTH REAL AND FANCIFUL VIEWS OF 
REALITY. “CROW BOY” AND “CAROLINE 
AND HER KETTLE NAMED MAUD” ILLUS- 
TRATE HOW CHILDREN TODAY SHARE 
UNIVERSAL EXPERIENCES AND PROB- 
LEMS WITH CHILDREN OF DIFFERENT 
CULTURES AND DIFFERENT TIMES. AS 
CHILDREN BECOME FAMILIAR WITH LIT- 
ERARY METHODS AND BEGIN TO RECOG- 
NIZE RHYTHMIC AND PHONOLOGICAL 
PATTERNS IN COMPOSITIONS, THEY ARE 
ABLE TO CREATE STORIES OF THEIR 
OWN, USING AS MODELS THE LITERA- 
TURE READ IN CLASS. THIS MANUAL IS 
AVAILABLE FROM THE UNIVERSITY OF 
NEBRASKA PRESS, 215 NEBRASKA HALL, 
LINCOLN, NEBRASKA 68508. (SEE ALSO TE 
000 048, TE 000 054, AND TE 000 055.) (JB) 


ED 013 808 000 050 
A CURRICULUM FOR ENGLISH, GRADE 3, 
UNITS 23-33. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV. CTR. 
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DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 3, *LITERATURE, 
BIOGRAPHIES, CHILDRENS BOOKS, COM- 
POSITION SKILLS (LITERARY), FABLES, 
FICTION, FOLKLORE BOOKS, INSTRUC- 
TIONAL MATERIALS, LANGUAGE, LITER- 
ARY ANALYSIS, MYTHOLOGY, NEBRASKA 
CURRICULUM DEVELOPMENT CENTER, 
ORAL READING, POETRY, 

THE NEBRASKA ENGLISH CURRICU- 
LUM FOR GRADE THREE CONTINUES TO 
CENTER ON THE READING OF LITERA- 
TURE, WITH RELATED LANGUAGE AND 
COMPOSITION ACTIVITIES. TO STRENGTH- 
EN CHILDREN’S AWARENESS OF THE 
ORAL AND REPETITIVE PATTERNS IN 
FOLK LITERATURE AND OF THE LITER- 
ARY PURPOSES OF THESE DEVICES, SEV- 
ERAL GRIMM FAIRY TALES ARE READ 
AND THEN COMPARED WITH MODERN 
STORIES-“MADELINE” AND “THE FIVE 
CHINESE BROTHERS,” FOR EXAMPLE- 
WHICH CONTAIN A SERIES OF PARALLEL 
ELEMENTS. SEVERAL ANIMAL STORIES 


ARE ANALYZED FOR SUCH STYLISTIC 
FEATURES AS REPETITION, ALLITERAT. 
ION, AND ONOMATOPOEIA. “THE BLIND 
COLT” IS READ FOR ITS REALISTIC 
TREATMENT OF ANIMALS AND ITS USE 
OF WORDS THAT APPEAL TO THE SENSES. 
“WINNIE THE POOH” AND “MR. POPPER’S 
PENGUINS” ILLUSTRATE CONFLICT AND 
COMIC ADVENTURE IN STORIES. THREE 
GREEK MYTHS AND THE TALKING BEAST 
FABLES OF CHAUCER AND THE BROTH- 
ERS GRIMM HELP CHILDREN TO UNDER- 
STAND THE MYTH AND THE FABLE AS 
CONSCIOUS LITERARY CLASSIFICATIONS 
AND AS PART OF OUR CULTURAL HERIT- 
AGE. “THE RED BALLOON” EXEMPLIFIES 
THE UNIVERSALITY OF HUMAN EMOT- 
ION, WHEREAS “THE COURAGE OF SARAH 
NOBLE” AND THE BIOGRAPHY, “COLUM- 
BUS AND HIS BROTHERS,” ACQUAINT 
CHILDREN WITH HISTORICAL THEMES. 
THIS MANUAL IS AVAILABLE FROM THE 
UNIVERSITY OF NEBRASKA PRESS, 215 
NEBRASKA HALL, LINCOLN, NEBRASKA 
68508. (SEE ALSO TE 000 048, TE 000 054, AND 
TE 000 055.) (JB) 


ED 013 809 24 TE 000 051 
A CURRICULUM FOR ENGLISH, GRADE 4, 
UNITS 34-44. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV. CTR. 

PUBDATE 66 

CONTRACT OEC-2-10-119 

EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROMEDRS. 151P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 4, *LITERATURE, 
BIOGRAPHIES, CHILDRENS BOOKS, COM- 
POSITION SKILLS (LITERARY), EPICS, 
FABLES, FICTION, FOLKLORE BOOKS, INS- 
TRUCTIONAL MATERIALS, LANGUAGE, 
LITERARY ANALYSIS, MYTHOLOGY, NE- 
BRASKA CURRICULUM DEVELOPMENT 
CENTER, POETRY, 

GRADE FOUR OF THE NEBRASKA EN- 
GLISH CURRICULUM EXTENDS AND 
REINFORCES CONCEPTS INTRODUCED IN 
PREVIOUS GRADES. AMERICAN FOLK LI- 
TERATURE, WITH ITS HEROES EXEMPLI- 
FYING HEROIC QUALITIES OF THE CUL- 
TURE, IS STUDIED FOR ITS APPEAL TO 
STUDENTS AND ITS USE OF DESCRIPTIVE 
AND FIGURATIVE LANGUAGE. EFFEC- 
TIVE USE OF PHONOLOGICAL PATTERNS 
IS ILLUSTRATED IN “CHARLOTTE’S WEB” 
AND “BRIGHTY OF GRAND CANYON.” IN 
“HOMER PRICE,” FABULOUS AND PLAUSI- 
BLE ADVENTURES ARE CONTRASTED 
AND PLOT PATTERN IS ANALYZED TO 
POINT TOWARD THE STUDY OF THE MO- 
DERN EPIC FORM. “HIAWATHA’S FASTIN- 
G” AND THREE GREEK MYTHS EXPRESS. 
ING THE MORAL IDEALISM OF TWO CUL- 
TURES ARE USED TO FURTHER 
CHILDREN’S KNOWLEDGE OF THE MYTH. 
THE READING OF AESOP’S FABLES, 
STUDIED MORE ANALYTICALLY HERE 
THAN IN PREVIOUS FABLE UNITS, LEADS 
TO THE CHILDREN’S DRAMATIZATIONS 
OF STORIES WITH MORALS. “A BROTHER 
FOR THE ORPHELINES” POINTS OUT SIMI- 
LARITIES IN EMOTIONS AND BEHAVIOR 
OF CHILDREN OF DIFFERENT CULTURES. 
FINALLY, TWO BIOGRAPHIES--“WILLA” 
AND “LEIF THE LUCKY”--ARE READ FOR 
THEIR SIMPLE AND ACCURATE PRESEN- 
TATION OF FACT, THEIR VIVID CHARAC- 
TERIZATIONS, THEIR PORTRAYAL OF 
THE PASSAGE OF TIME, AND THEIR REVE- 
LATION OF EVERY SIDE OF A SUBJECT. 
THIS MANUAL IS AVAILABLE FROM THE 
UNIVERSITY OF NEBRASKA PRESS, 215 





NEBRASKA HALL, LINCOLN, NEBRASKA 
68508. (SEE ALSO TE 000 048, TE 000 054, AND 
TE 000 055.) JB) 
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A CURRICULUM FOR ENGLISH, GRADE 5, 
UNITS 45-57. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV. CTR. 

PUBDATE 66 

CONTRACT OEC-2-10-119 

EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROMEDRS. 196P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 5, *LITERATURE, 
BIOGRAPHIES, CHILDRENS BOOKS, COM- 
POSITION SKILLS (LITERARY), FABLES, 
FICTION, FOLKLORE BOOKS, INSTRUC- 
TIONAL MATERIALS, LANGUAGE, LITER- 
ARY ANALYSIS, MYTHOLOGY, NEBRASKA 
CURRICULUM DEVELOPMENT CENTER, 
POETRY, SYMBOLS (LITERARY), 

THE NEBRASKA ENGLISH CURRICU- 
LUM FOR GRADE FIVE CONTINUES THE 
PRESENTATION OF LITERARY TECH- 
NIQUES USED TO PRODUCE WORKS OF 
IMAGINATION. IN “TALL TALE AMERI- 
CAN,” RAPUNZEL,“ AND OTHER FAIRY 
TALES, THE AMERICAN AND EUROPEAN 
FOLK TRADITIONS ARE COMPARED FOR 
COMMON STYLISTIC AND STRUCTURAL 
DEVICES. A MORE COMPLEX USE OF 
TECHNIQUES USED IN _ FANCIFUL 
STORIES IS SEEN IN THE FAIRY TALES OF 
C.S. LEWIS AND HANS CHRISTIAN ANDER- 
SEN AND IN “THE BIDPAI FABLES” AND 
“JATAKA TALES” FROM INDIA. “THE 
DOOR IN THE WALL” PROVIDES AN IN- 
TRODUCTION TO THE STUDY OF SYMBOLI- 
SM. BUILDING UPON PREVIOUS GRADE- 
LEVEL UNITS, THE READING OF FIVE 
GREEK MYTHS FURTHERS STUDENTS’ 
UNDERSTANDING OF MYTHIC THOUGHT 
AND PATTERNS, AND “THE MERRY AD- 
VENTURES OF ROBIN HOOD” PREPARES 
CHILDREN FOR A LATER STUDY OF EPIC 
FORM. THE RELATIONSHIP BETWEEN 
SUBJECT MATTER AND THEME IS SEEN 
IN “KING OF THE WIND” AND “THE IS- 
LAND OF THE BLUE DOLPHINS.” 
“CHILDREN OF THE COVERED WAGON” 
AND “THIS DEAR BOUGHT LAND” EN- 
HANCE CHILDREN’S AWARENESS OF 
THEIR HISTORICAL HERITAGE. IN ADDIT- 
ION, “DR. GEORGE WASHINGTON CARVER, 
SCIENTIST” IS READ TO STUDY A LITER- 
ARY TYPE AND TO ENABLE STUDENTS TO 
ASSESS THE PERSONAL QUALITIES OF A 
CHARACTER IN LITERATURE. THIS 
MANUAL IS AVAILABLE FROM THE UNIV- 
ERSITY OF NEBRASKA PRESS, 215 NEBRA- 
SKA HALL, LINCOLN, NEBRASKA 68508. 
(SEE ALSO TE 000 048, TE 000 054, AND TE 
000 055.) (JB) 
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‘ CURRICULUM FOR ENGLISH, GRADE 6, 
UNITS 58-70. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV. CTR. 
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FROMEDRS. 243P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 6, *LITERATURE, 
BIOGRAPHIES, CHILDRENS BOOKS, COMP- 
OSITION SKILLS (LITERARY), FABLES, 
FOLKLORE BOOKS, INSTRUCTIONAL MA- 
TERIALS, LANGUAGE, LITERARY ANALY- 
SIS, MYTHOLOGY, NEBRASKA CURRICU- 


LUM DEVELOPMENT CENTER, NOVELS, 
POETRY, SYMBOLS (LITERARY), 

GRADE-SIX UNITS OF THE NEBRASKA 
ENGLISH CURRICULUM CULMINATE THE 
ELEMENTS OF ALL PREVIOUS UNITS AND 
POINT TOWARD A MORE ANALYTICAL 
STUDY OF LITERATURE. “THE SEVEN 
VOYAGES OF SINBAD” IS USED TO RE- 
VIEW THE FOLK-TALE “PSEUDO-GENRE.” 
LEWIS CARROLL’S “ALICE” STORIES AND 
“A WRINKLE IN TIME” ILLUSTRATE THE 
FANCIFUL TALE AT ITS BEST. “BIG RED” 
COMPLETES THE UNITS ON ANIMAL 
STORIES, AND “THE ADVENTURES OF 
TOM SAWYER” INTRODUCES THE BASIC 
NOVEL FORM. A STUDY OF NORSE MYTHS 
REITERATES DEVICES USED IN MYTHS 
AND PRESENTS THE FIRST SERIOUS 
STUDY OF MYTHOLOGY AS LITERATURE. 
“THE HOBBIT,” WITH TOLKIEN’S USE OF 
MYTHIC CHARACTERS AND CONCEPT- 
IONS, ILLUSTRATES MANY LEVELS OF 
SYMBOLIC MEANING. “THE WIND IN THE 
WILLOWS,” AN EPIC FABLE, INTRODUCES 
A SATIRIC, HUMOROUS, AND ALLEGORI- 
CAL REPRESENTATION OF SOCIETY. THE 
STORIES OF KING ARTHUR AND ULYSSES, 
BUILT AROUND A SINGLE HERO, POINT 
TO THE PLACE OF THE HERO IN THE EPIC 
FORM. CULTURES OUTSIDE THE 
CHILDREN’S EXPERIENCE ARE SEEN IN 
“THE SECRET OF THE ANDES” AND “HANS 
BRINKER.” A BIOGRAPHY, “CARTIER 
SAILS THE ST. LAWRENCE,” ENHANCES 
BOTH LITERATURE AND _ HISTORY 
THROUGH ITS INCLUSION OF EXCERPTS 
FROM LOGBOOKS. THE FINAL UNIT, ON 
THE POEMS OF ROBERT FROST, DEMON- 
STRATES SOME OF THE BASIC TOOLS NEC- 
ESSARY FOR THE READING AND UNDER- 
STANDING OF POETRY. THIS MANUAL IS 
AVAILABLE FROM THE UNIVERSITY OF 
NEBRASKA PRESS, 215 NEBRASKA HALL, 
LINCOLN, NEBRASKA 68508. (SEE ALSO TE 
000 048, TE 000 054, AND TE 000 055.) (JB) 
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A CURRICULUM FOR ENGLISH, LANGUAGE 
EXPLORATIONS FOR THE ELEMENTARY 
GRADES. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV.CTR. 

PUBDATE 66 
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EDRS PRICE MF-$1.00 HC NOT AVAILABLE 
FROMEDRS. 202P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*ELEMENTARY GRADES, *ENGLISH IN- 
STRUCTION, *LANGUAGE, *TEACHING 
GUIDES, DIALECTS, HISTORY, INSTRUC- 
TIONAL MATERIALS, LANGUAGE DEVEL- 
OPMENT, LANGUAGE GUIDES, LANGUAGE 
LEARNING LEVELS, LANGUAGE PAT- 
TERNS, LANGUAGE SKILLS, LINGUISTICS, 
MORPHOLOGY (LANGUAGES), NEBRASKA 
CURRICULUM DEVELOPMENT CENTER, 
PHONOLOGY, SYNTAX, 

A SEPARATE LANGUAGE MANUAL FOR 
THE NEBRASKA ELEMENTARY ENGLISH 
CURRICULUM SUPPLEMENTS THE 
LANGUAGE-EXPLORATION SECTIONS OF 
THE UNITS IN GRADES ONE THROUGH 
SIX. THIS RESOURCE MANUAL PROVIDES 
AN INTRODUCTION TO MODERN LANGU- 
AGE STUDY AND DESCRIBES ITS APPL- 
ICATION TO THE LANGUAGE LEARNING 
LEVELS OF CHILDREN. BY THE TIME 
CHILDREN ENTER JUNIOR HIGH SCHOOL, 
THEY SHOULD BE ABLE TO (1) PERCEIVE 
ENGLISH AS A WORD-ORDER LANGUAGE, 
(2) RECOGNIZE ITS SOUND PATTERNS, 
AND (3) COMPREHEND THE WAYS IN 
WHICH PUNCTUATION CLARIFIES WRIT- 
TEN DISCOURSE. IN ADDITION, THEY 
SHOULD HAVE SOME KNOWLEDGE OF 


THE HISTORICAL DIMENSIONS OF THE 
ENGLISH LANGUAGE AND OF THE DEVEL- 
OPMENT OF GRAMMAR AND VOCABULA- 
RY. THE TEACHER CAN BUILD ON THE 
CHILDREN’S INTUITIVE GRASP OF 
LANGUAGE FORMS BY OFFERING THEM 
SELECTED LANGUAGE SAMPLES AND AL- 
LOWING THEM TO DISCOVER INDUCTIV- 
ELY THE STRUCTURE AND FUNCTION OF 
LANGUAGE. CHAPTERS ON PHONOLOGY, 
MORPHOLOGY, FORM CLASSES, SYNTAX, 
AND THE NATURE OF THE LANGUAGE 
CONTAIN--(1) AN EXPLANATION OF EACH 
DIVISION OF LANGUAGE STUDY, (2) A 
STATEMENT OF OBJECTIVES, (3) EXERCIS- 
ES AND LANGUAGE GAMES APPROPRIATE 
TO EACH OF THE SIX GRADE LEVELS, AND 
(4) INDUCTIVE DISCUSSION QUESTIONS. 
INCLUDED ALSO ARE CHAPTERS ON DIC- 
TIONARY SKILLS, AMERICAN DIALECTS, 
THE HISTORY OF THE ENGLISH LANGU- 
AGE, AND LANGUAGE USAGE AND STYLE 
OF SPEAKING. THIS MANUAL IS AVAILA- 
BLE FROM THE UNIVERSITY OF NEBRA- 
SKA PRESS, 215 NEBRASKA HALL, LIN- 
COLN, NEBRASKA 68508. (JB) 
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A CURRICULUM FOR ENGLISH, POETRY FOR 
THE ELEMENTARY GRADES. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV. CTR. 

PUBDATE 66 

CONTRACT OEC-2-10-119 

EDRS PRICE MF-$1.00 HC NOT AVAILABLE 
FROMEDRS. 224P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*ELEMENTARY GRADES, *ENGLISH IN- 
STRUCTION, *POETRY, *TEACHING 
GUIDES, CHORAL SPEAKING, COMPOSI- 
TION (LITERARY), FIGURATIVE LANGU- 
AGE, INSTRUCTIONAL MATERIALS, 
LANGUAGE, LANGUAGE PATTERNS, LIT- 
ERARY ANALYSIS, LITERATURE, NEBRA- 
SKA CURRICULUM DEVELOPMENT CEN- 
TER, ORAL READING, PHONOLOGY, SYN- 
TAX, 

MATERIALS FOR THE NEBRASKA ELE- 
MENTARY ENGLISH CURRICULUM IN- 
CLUDE AN ANCILLARY POETRY MANUAL 
FOR GRADES ONE THROUGH SIX. ATTEN- 
TION IS GIVEN TO INCREASING THE 
CHILD’S PLEASURE IN POETRY, BROAD- 
ENING HIS KNOWLEDGE OF POETRY, AND 
HELPING HIM TO EXPRESS HIMSELF 
MORE CREATIVELY. CHILDREN ARE EN- 
COURAGED FIRST TO ENJOY THE READ- 
ING OF POEMS AND THEN TO PERCEIVE 
PARTICULAR POETIC TECHNIQUES. THE 
TEACHER IS ENCOURAGED TO READ POE- 
TRY ALOUD AND TO DISCUSS WITH CHIL- 
DREN, AT THEIR LEVEL OF UNDER- 
STANDING, THE MEANING, SYNTAX, IMA- 
GERY, AND RHYTHMIC AND RHYMING 
PATTERNS IN POEMS. THE MANUAL IN- 
CLUDES--(1) A DISCUSSION OF ELEMENTS 
CHARACTERISTIC OF GOOD POETRY AND 
STANDARDS BY WHICH TO JUDGE GOOD 
POETRY FOR CHILDREN AND BY CHIL- 
DREN, (2) SAMPLE LESSON PLANS FOR 
EACH GRADE LEVEL, (3) AN INDEXED AN- 
THOLOGY OF 209 CHILDREN’S POEMS 
WRITTEN BY CHILDREN AND BY EMI- 
NENT POETS OF MANY CULTURES FROM 
ANCIENT TO MODERN TIMES, (4) A LIST OF 
POEMS, ARRANGED BY GRADE LEVEL 
AND SUBJECT, FOUND IN THE TWO CORE 
POETRY TEXTS USED IN THE ELEMENT- 
ARY GRADES, (5) A BIBLIOGRAPHY OF 
USEFUL BOOKS RELATED TO THE STUDY 
OF POETRY, AND (6) A LIST OF SELECTED 
RECORDINGS OF POETRY READINGS. 
THIS MANUAL IS AVAILABLE FROM THE 
UNIVERSITY OF NEBRASKA PRESS, 215 
NEBRASKA HALL, LINCOLN, NEBRASKA 
68508. (JB) 
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THE NEBRASKA STUDY OF THE SYNTAX OF 


CHILDREN’S WRITING, 1964-65, VOLUME I. 

NEBRASKA UNIV., LINCOLN, CURRICU- 
LUM DEV. CTR. 

PUBDATE JUL67 
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DESCRIPTORS *COMPOSITION (LITER- 
ARY), *ELEMENTARY GRADES, *ENGLISH 
INSTRUCTION, *STATISTICAL ANALYSIS, 
*SYNTAX, LINGUISTICS, NEBR. INSTRU- 
MENT FOR SYNTACTIC ANALYSIS, NE- 
BRASKA CURRICULUM DEVELOPMENT 
CENTER, RESEARCH PROJECTS, WRITTEN 
LANGUAGE, 

THE NEBRASKA CURRICULUM DEVEL- 
OPMENT CENTER’S STUDY OF THE SYN- 
TAX OF CHILDREN’S WRITING ATTEMPT- 
ED TO ASCERTAIN (1) THE PROGRESSIVE 
NUMBER OF SENTENCE UNITS WRITTEN 
BY STUDENTS IN GRADES TWO THROUGH 
SIX, (2) LEVELS OF STRUCTURAL COMP- 
LEXITY IN CHILDREN’S WRITING, (3) SYN- 
TACTIC PATTERNS OF THIS COMMUNI- 
CATION, (4) WHETHER OR NOT COMMON 
CHARACTERISTICS OF SYNTACTIC PAT- 
TERNS COULD BE IDENTIFIED AND 
CLASSIFIED, AND (5) WHETHER OR NOT 
ANY OF THE ELEMENTS PROVIDING 
VARIETY IN SENTENCE STRUCTURE 
COULD BE IDENTIFIED AND DESCRIBED. 
DETAILED ANALYSIS WAS MADE OF 20 
PERCENT OF ALL SENTENCES PRODUCED 
IN THE 1000 COMPOSITIONS WRITTEN FOR 
THE STUDY. “AN INSTRUMENT FOR THE 
SYNTACTIC ANALYSIS OF CHILDREN’S 
COMPOSITION,” THE LIST OF GUIDELINES 
AND EXAMPLES DEVELOPED AND UTIL- 
IZED DURING THE STUDY, PROVED VALU- 
ABLE FOR SUCH ANALYSIS. LIMITING 
FACTORS IN THE PROJECT WERE THOSE 
INHERENT IN THE VALIDITY AND RELIA- 
BILITY OF THE TESTS EMPLOYED, THE 
GEOGRAPHIC SPECIFICITY OF THE SAM- 
PLE TESTED, AND THE UNCONTROLLED 
VARIABLES OF PHYSICAL HEALTH, VISU- 
AL AND AUDITORY LIMITATIONS, AND 
POOR EMOTIONAL ADJUSTMENT, IN 
ADDITION TO BUILDING FACILITIES, 
TIME OF DAY, AND DIFFERING TECH- 
NIQUES OF INVESTIGATORS. THE STUDY 
REVEALED THAT (1) ELEMENTARY STU- 
DENTS WROTE FEWER SENTENCE UNITS 
THAN DID INTERMEDIATES, (2) THE RATE 
OF SENTENCE UNIT INCREASE SLACK- 
ENED AT THE UPPER INTERMEDIATE 
LEVEL, BUT PATTERN COMPLEXITY IN- 
CREASED, (3) STUDENTS USED 12 BASIC 
SENTENCE PATTERNS, (4) DIFFERENT 
SECTIONS OF ONE GRADE DID NOT AL- 
WAYS PRODUCE SIMILARLY CONSTRUCT- 
ED SENTENCES, AND (5) ALL STUDENTS 
EMPLOYED SEVERAL SENTENCE PAT- 
TERNS, BUT OLDER STUDENTS USED IN- 
VERTED FORMS IGNORED BY SECOND- 
AND THIRD-GRADERS. (A COPY OF THE 
ANALYTIC INSTRUMENT IS APPENDED 
TO THE REPORT.) (RD) 
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LUM, RESEARCH PROJECTS, WRITTEN 
LANGUAGE, 

THE SECOND PHASE OF THE SYNTAX 
STUDY OF CHILDREN’S WRITING, CON- 
DUCTED BY THE NEBRASKA CURRICU- 
LUM DEVELOPMENT CENTER, CONCEN- 
TRATED ON DISCOVERING AND EVALUAT- 
ING THE DIFFERENCES BETWEEN CON- 
TROL GROUPS WHICH DID NOT USE THE 
NEBRASKA ENGLISH CURRICULUM AND 
EXPERIMENTAL GROUPS WHICH DID. AN- 
SWERS WERE SOUGHT TO THE FOLLOW- 
ING QUESTIONS--(1) HOW DOES THE SYN- 
TAX OF THE CHILDREN’S WRITING 
CHANGE AS THEY MATURE. (2) AT WHAT 
AGE DO THE CHILDREN BEGIN USING 
VARIOUS STRUCTURES. (3) HOW DOES 
THEIR SYNTAX DIFFER FROM THAT OF 
ADULTS. (4) WHAT RELATIONSHIP EXISTS 
BETWEEN A CHILD’S BACKGROUND AND 
HIS USE OF SYNTACTIC PATTERNS. (5) IS 
THERE ANY DIFFERENCE BETWEEN THE 
SYNTAX OF CHILDREN INVOLVED IN THE 
NEBRASKA ENGLISH CURRICULUM AND 
OF THOSE IN TRADITIONAL LANGUAGE 
ARTS PROGRAMS. THE POPULATION SAM- 
PLE WAS COMPOSED OF 500 CONTROL AND 
250 EXPERIMENTAL SUBJECTS’ IN 
GRADES TWO THROUGH SIX IN TEN NE- 
BRASKA SCHOOLS. THE FIRST FIVE SEN- 
TENCES IN EACH CHILD’S COMPOSITION 
AND A 500-SENTENCE SAMPLE FROM THE 
WRITINGS OF 25 MAJOR MODERN AMERI- 
CAN WRITERS OF PROSE FICTION PROVID- 
ED THE DATA FOR ANALYSIS. SOME OF 
THE FINDINGS WERE--(1) THE SUBJECT- 
VERB-OBJECT PATTERN DECREASED IN 
THE CHILDREN’S WRITTEN LANGUAGE 
AS THEY MATURED, (2) THE USE OF THE 
NEBRASKA ENGLISH CURRICULUM ENA- 
BLED THE ELEMENTARY SCHOOL STU- 
DENTS TO APPROACH CRITERIA IN- 
FERRED FROM THE WRITINGS OF PROF- 
ESSIONALS, AND (3) THE SYNTACTIC PAT- 
TERN DIFFERENCE BETWEEN SECOND- 
AND SIXTH-GRADERS WAS GREATER 
THAN THAT BETWEEN SIXTH-GRADERS 
AND PROFESSIONALS. (RD) 
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THE THIRD PART OF THE NEBRASKA 
CURRICULUM DEVELOPMENT CENTER’S 
ANALYSIS OF THE SYNTAX OF 
CHILDREN’S WRITING FOCUSED UPON (1) 
HOW THE SYNTAX OF THIRD- AND SIXTH- 
GRADERS COMPARED WITH THAT OF PRO- 
FESSIONAL WRITERS, (2) WHETHER OR 
NOT THE RATE OF GROWTH IN CERTAIN 
SYNTACTIC SKILLS VARIED SIGNIFICAN- 
TLY AMONG GROUPS OF CHILDREN IN 
VARIOUS LANGUAGE ARTS PROGRAMS, (3) 
WHETHER OR NOT CHILDREN WHO INI- 
TIALLY DISPLAYED ADVANCED SYNTAC- 
TIC SKILLS ALSO SURPASSED THEIR 
PEERS IN PROGRESS RATE, AND (4) 
WHETHER OR NOT GIRLS’ WRITTEN SYN- 
TAX DIFFERED FROM THAT OF BOYS. THE 
COMPOSITIONS ANALYZED WERE WRIT- 
TEN BY 180 CHILDREN IN THREE LANGU- 


AGE ARTS PROGRAMS.--(A) AN INTENSIVE. 
TREATMENT PROGRAM AND (B) A MOD. 
ERATE-TREATMENT PROGRAM, BOTH 
BASED UPON THE NEBRASKA ENGLISH 
CURRICULUM, AND (C) A CONTROL PRO. 
GRAM CONTAINING NO “NEBRASKA” 
UNITS. RESEARCH LIMITATIONS WERE 
THE REPRESENTATION OF ONLY MID. 
DLE-CLASS STUDENTS OF LINCOLN AND 
OMAHA SCHOOLS, THE SELECTION OF 
THE NEBRASKA PROGRAM TO BE 
TAUGHT, AND THE USE OF TEACHERS IN 
PROGRAM A WHO WERE’ BETTER 
TRAINED IN THIS CURRICULUM THAN 
THOSE IN PROGRAM B. THE STUDY RE- 
VEALED THAT (1) THE SYNTAX OF HIGH- 
LQ. CHILDREN AND THE SENTENCE 
TYPES OF LOW-I.Q. CHILDREN CAME CLO- 
SEST TO THE “PROFESSIONAL” STAN- 
DARDS, (2) THE INTENSIVE-TREATMENT 
PROGRAM AT BOTH GRADE LEVELS 
YIELDED THE GREATEST DIVIDENDS IN 
THE RATE OF GROWTH OF SYNTACTIC 
SKILLS, (3) A HIGH NEGATIVE CORRELA- 
TION EXISTED BETWEEN PRE-TREAT- 
MENT SYNTACTIC PERFORMANCE AND 
IN-TREATMENT SYNTACTIC GROWTH, 
AND (4) GIRLS’ SYNTACTIC SKILLS CON. 
SISTENTLY OUTRANKED THAT OF BOYS. 
(RD) 
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THE TEACHER PACKET FOR THE SE- 
VENTH-GRADE ENGLISH PROGRAM OF 
THE NEBRASKA CURRICULUM DEVELOP- 
MENT CENTER INCLUDES, AS DO ALL SE- 
CONDARY UNITS, TWO SUBJECT-MATTER 
SECTIONS--LITERATURE AND COMPOSIT- 
ION, AND LANGUAGE AND COMPOSITION. 
THE LITERATURE PROGRAM CONCEN- 
TRATES ON THE CONDITIONS UNDER 
WHICH VARIOUS CULTURES CREATE 
STORIES, THE SOCIAL FUNCTIONS AS- 
SIGNED TO THESE STORIES, AND THE 
USES TO WHICH THEY ARE PUT. LANGU- 
AGE STUDY INCLUDES THE IDENTIFICA- 
TION OF FORM CLASSES, THE CREATION 
AND USES OF THE DICTIONARY, AND THE 
SYSTEM OR LACK OF SYSTEM IN ENGLISH 
SPELLING. THE COMPOSITION PROGRAM, 
COORDINATED WITH THE LANGUAGE 
AND LITERATURE PROGRAMS, STRESSES 
WORK WITH SENTENCES AND PARA- 
GRAPH COMPOSITION, BUILDING UPON 
VARIED WRITING ASSIGNMENTS IN THE 
ELEMENTARY SCHOOL AND LOOKING 
FORWARD TO MORE FORMAL RHETORIC 
IN THE HIGH SCHOOL. ASSINGMENTS FOR 
BOTH EXPOSITORY AND CREATIVE WRIT- 
ING ARE GIVEN. UNITS ARE PROVIDED ON 
THE FOLLOWING TOPICS--(1) “THE MAK- 
ING OF STORIES,” (2) “THE MEANING OF 
STORIES,” (3) “THE CLASSICAL MYTH,” (4) 
“ANCIENT HEBREW LITERATURE,” (5) 
“AMERICAN INDIAN MYTH,” (6) “STORIES 
OF THE AMERICAN WEST,” (7) “AUTOBIO- 





GRAPHY--BENJAMIN FRANKLIN,” (8) 
“FORM CLASSES,” (9) “THE DICTIONARY,” 
AND (10) “SPELLING.” INCLUDED IN THE 
PACKET ARE INTRODUCTIONS AND AIDS 
FOR UNIT MATERIALS, BIBLIOGRAPHIES 
FOR TEACHERS, SUPPLEMENTARY STU- 
DENT READING LISTS, SAMPLE OBJEC- 
TIVE TESTS, AN SUGGESTIONS FOR 
TEACHING PROCEDURES AND AUDIOV- 
ISUAL AIDS. THIS MANUAL (THREE VOLU- 
MES) IS AVAILABLE FROM THE UNIVERS- 
ITY OF NEBRASKA PRESS, 215 NEBRASKA 
HALL, LINCOLN, NEBRASKA 68508. THE 
RELATED STUDENT PACKET FOR GRADE 
SEVEN IS TE 000 060. (DL) 
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THE SEVENTH-GRADE STUDENT PACK- 
ET, PRODUCED BY THE NEBRASKA CUR- 
RICULUM DEVELOPMENT CENTER, BE- 
GINS WITH THE UNIT ENTITLED “THE 
MAKING OF STORIES” IN WHICH STU- 
DENTS CONSIDER WRITERS’ AUDIENCES 
AND METHODS OF COMPOSITION AND 
PRESENTATION. SUCH MATERIAL AS “A 
CHRISTMAS CAROL” AND SELECTIONS 
FROM “THE ODYSSEY,” “BEOWULF,” 
“HYMN TO HERMES,” AND GRIMM’S 
“FAIRY TALES” ARE STUDIED TO SHOW 
THE DIFFERENT SETS OF CONDITIONS 
UNDER WHICH AUTHORS “MAKE UP” 
STORIES. A RELATED UNIT, “THE MEAN- 
ING OF STORIES,” ATTEMPTS TO TEACH 
STUDENTS, THROUGH POEMS AND 
STORIES, TO ASK WHAT A STORY MEANS 
AND HOW THE MEANING IS COMMUNIC- 
ATED. WITH THIS BACKGROUND, STU- 
DENTS ARE PREPARED TO STUDY SELEC- 
TIONS IN THREE UNITS ON MYTHOLOGY- 
-GREEK MYTHS, HEBREW LITERATURE, 
AND AMERICAN INDIAN MYTHS. IN THE 
FOLLOWING UNIT, STUDENTS ENCOUN- 
TER BALLADS, AMERICAN FOLKLORE, 
AND A WESTERN NOVEL, “SHANE.” THE 
FINAL LITERATURE UNIT, “AUTOBIO- 
GRAPHY--BENJAMIN FRANKLIN,” IS DE- 
SIGNED FOR THE STUDY OF A LITERARY 
GENRE AND THE WRITING OF PERSONAL 
AUTOBIOGRAPHIES. IN THE LANGUAGE 
UNITS, STUDENTS STUDY FORMS OF 
WORDS AND POSITIONS OF WORDS IN SEN- 
TENCES, THE ORGANIZATION AND USE OF 
THE DICTIONARY, AND METHODS OF 
SOLVING INDIVIDUAL SPELLING PROBL- 
EMS. UNITS CONTAIN OVERVIEWS OF MA- 
TERIAL TO BE STUDIED, DISCUSSIONS OF 
LITERARY GENRES, HISTORICAL BACK- 
GROUNDS OF WORKS, STUDY AND DISCUS- 
SION QUESTIONS, COMPOSITION AS- 
SIGNMENTS, EXERCISES, SUPPLEMENT- 
ARY READING LISTS, VOCABULARY 
LISTS, AND GLOSSARIES. LITERARY SE- 
LECTIONS NOT READILY AVAILABLE IN 
TEXTBOOKS ARE REPRINTED IN THE 
STUDENT PACKET. THIS MANUAL (THREE 
VOLUMES) IS AVAILABLE FROM THE UNI- 
VERSITY OF NEBRASKA PRESS, 215 NE- 


BRASKA HALL, LINCOLN, NEBRASKA 
68508. THE RELATED TEACHER PACKET 
FOR GRADE SEVEN IS TE 000 059. (LK) 
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THE LITERATURE PROGRAM OF THE 
NEBRASKA ENGLISH CURRICULUM FOR 
GRADE EIGHT IS CONCERNED WITH THE 
THEME OF THE HERO--HIS CHARACTERIS- 
TICS AND HOW THEY HAVE UNDERGONE 
CHANGE IN THE HISTORY OF WESTERN 
LITERATURE, AS SEEN IN VARIOUS LIT- 
ERARY GENRES. THE STUDY OF HEROISM 
IS DIVIDED INTO THE FOLLOWING UNITS- 
(1) “THE MAKING OF HEROES,” (2) “THE 
EPIC HERO,” (3) “THE JOURNEY NOVEL 
HERO,” (4) “THE HISTORICAL NOVEL 
HERO,” AND (5) “THE HERITAGE OF THE 
FRONTIER.” LANGUAGE UNITS ARE (1) 
“SYNTAX,” USING AS BACKGROUND THE 
SEVENTH-GRADE UNIT ON FORM CLASSE- 
S, (2) “WORDS AND THEIR MEANINGS,” 
AND (3) “THE HISTORY OF THE ENGLISH 
LANGUAGE.” THE COMPOSITION PRO- 
GRAM IS COORDINATED WITH BOTH 
LANGUAGE AND LITERATURE PRO- 
GRAMS, AND STRESSES THE COMPARISON 
OF THE STUDENTS’ OWN SYNTAX IN 
THEMES WITH THAT OF SUCH AUTHORS 
AS JOHN STEINBECK AND STEPHEN 
CRANE. INCLUDED IN THE PACKET ARE 
INTRODUCTIONS AND SUGGESTED 
TEACHING PROCEDURES FOR UNIT MA- 
TERIALS, BIBLIOGRAPHIES FOR TEACH- 
ERS, BACKGROUND CRITICAL ASSESS- 
MENTS OF LITERARY WORKS TO BE 
TAUGHT, SUGGESTED TOPICS FOR STU- 
DENT COMPOSITIONS, AND SUPPLEMENT- 
ARY STUDENT READING LISTS. THIS 
MANUAL IS AVAILABLE FROM THE UNIV- 
ERSITY OF NEBRASKA CURRICULUM 
CENTER, 231 ANDREWS HALL, LINCOLN, 
NEBRASKA 68508. THE RELATED STU- 
DENT PACKET FOR GRADE EIGHT IS TE 
000 062. (DL) 
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THE EIGHTH-GRADE STUDENT PACKET 
OF THE NEBRASKA ENGLISH CURRICU- 
LUM BEGINS WITH A UNIT ON “THE MAK- 


ING OF HEROES, THE NOBLEMAN IN 
WESTERN LITERATURE” WHICH LEADS 
STUDENTS TO QUESTION WHAT MAKES A 
HERO, WHAT HE IS LIKE, AND HOW HE Ex- 
ISTS IN LITERATURE. AFTER READING A 
NUMBER OF BRIEF SELECTIONS FROM 
SUCH WORKS AS “THE AENEID,” “SIR GA- 
WAIN,” AND “THE OUTCASTS OF POKER 
FLAT,” STUDENTS ARE ENCOURAGED TO 
BECOME COGNIZANT OF THE DIFFERENC- 
ES BETWEEN ANCIENT, CHRISTIAN, AND 
MODERN HEROES. WITH THIS BACK- 
GROUND, THE STUDENT MOVES ON TO 
THREE RELATED UNITS-“THE EPIC 
HERO,” “THE JOURNEY NOVEL HERO,” 
AND “THE HISTORICAL NOVEL HERO”-- 
EACH FOCUSING ON CHARACTERISTICS 
AND VARIETIES OF HEROES IN THESE 
GENRES. THE FINAL LITERATURE UNIT, 
“THE HERITAGE OF THE FRONTIER,” IN- 
VESTIGATES THAT LOCALE WHICH FRE- 
QUENTLY GIVES BIRTH TO HEROES AND 
HEROIC ACTIONS IN AMERICAN LITERAT- 
URE. IN THE LANGUAGE UNITS, STU- 
DENTS ARE INTRODUCED TO THE HIST- 
ORY OF THE ENGLISH LANGUAGE AND 
THE STUDY OF SENTENCE SYNTAX AND 
SEMANTICS--AREAS WHICH FOLLOW NAT- 
URALLY FROM THE STUDY OF FORM 
CLASSES AND LEXICOGRAPHY IN THE SE- 
VENTH GRADE AND ANTICIPATE THE 
UNITS ON SYNTAX AND THE USES OF 
LANGUAGE IN THE NINTH GRADE. UNITS 
INCLUDE INTRODUCTORY OVERVIEWS, 
STUDY AND DISCUSSION QUESTIONS, 
SUPPLEMENTARY READING LISTS, TO- 
PICS FOR COMPOSITION, A BOOK REVIEW 
OUTLINE, AND EXERCISES. LITERARY 
SELECTIONS NOT READILY AVAILABLE 
IN TEXTBOOKS ARE REPRINTED IN THE 
STUDENT PACKET. THIS MANUAL IS 
AVAILABLE FROM THE UNIVERSITY OF 
NEBRASKA CURRICULUM CENTER, 231 
ANDREWS HALL, LINCOLN, NEBRASKA 
68508. THE RELATED TEACHER PACKET 
FOR GRADE EIGHT IS TE 000 061. (DL) 
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THE NEBRASKA ENGLISH CURRICU- 
LUM FOR GRADE NINE FOCUSES ON THE 
CONCEPT OF GENRE AND ACCOMPANY- 
ING LITERARY ATTITUDES AND DEVICES. 
SATIRE, COMEDY, AND THE EPIC ARE THE 
SUBJECTS OF THE LITERARY PROGRAM. 
LANGUAGE AND COMPOSITION STUDIES, 
BUILDING UPON EIGHTH-GRADE LANGU- 
AGE HISTORY AND SYNTAX UNITS, CEN- 
TER ON GEOGRAPHIC AND SOCIAL DI- 
ALECTS, PHONOLOGY, SENTENCE SYN- 
TAX, AND COMMON USES FOR LANGUAGE. 
THE TEACHER IS URGED TO APPLY THE 
SUBSTANCE OF LANGUAGE UNITS TO THE 
SUBSEQUENT STUDY OF LITERATURE. 
ASSIGNMENTS, LEADING STUDENTS TO 
ANALYZE, DRAW UPON, AND PRACTICE 
CONCEPTS PRESENTED-IN THE LITERA- 
TURE AND LANGUAGE UNITS, INCLUDE 
CRITICAL DISCUSSIONS OF SPECIFIC 
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GENRES AND PASSAGES, FORMULATION 
OF RELEVANT QUESTIONS -IN READING 
LITERATURE, AND COMPOSITION OF LIM- 
ERICKS, FABLES, AND SATIRES. TEACH- 
ER PACKET SECTIONS CORRESPOND TO 
UNITS OF THE COURSE-(1) “THE IDEA OF 
KINDS--ATTITUDE, TONE, PERSPECTIVE,” 
(2) “SATIRE-FORMAL AND MENIPPEAN,” 
(3) “THE IDEA OF A PLAY--THE GREEK, 
THE RENAISSANCE, THE MODERN,” (4) 
“COMEDY,” (5) “THE EPIC,” (6) “DIALECT,” 
(7) “PHONOLOGY,” (8) “SYNTAX AND THE 
RHETORIC OF THE SENTENCE,” AND (9) 
“THE USES OF LANGUAGE.” EACH SEC- 
TION CONTAINS A TABLE OF CONTENTS, 
A BACKGROUND ESSAY ON MATERIAL TO 
BE STUDIED, RECOMMENDED TEACHING 
PROCEDURES, A TEACHER’S BIBLIOG- 
RAPHY, AND ILLUSTRATIVE MATERIALS 
FOR CLASSROOM USE. THIS MANUAL IS 
AVAILABLE FROM THE UNIVERSITY OF 
NEBRASKA CURRICULUM CENTER, 231 
ANDREWS HALL, LINCOLN, NEBRASKA 
68508. THE RELATED STUDENT PACKET 
FOR GRADE NINE IS TE 000 064. (RD) 
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THE FIRST UNIT OF THE STUDENT 
PACKET FOR GRADE NINE OF THE NE- 
BRASKA ENGLISH CURRICULUM IS A 
STUDY OF THE RELATIONSHIPS WHICH 
EXIST BETWEEN AUTHOR AND AU- 
DIENCE, AND AN EXAMINATION OF THE 
EPIGRAM, LIMERICK, PARABLE, FABLE, 
AND ODE. WITH THIS BACKGROUND, STU- 
DENTS CONSIDER “ON AVARICE” AND 
“ANIMAL FARM” AS EXAMPLES OF FOR- 
MAL AND MENIPPEAN SATIRE, ANTICI- 
PATING LATER STUDY OF AUGUSTAN 
SATIRE. TO UNDERSTAND “THE IDEA OF 
A PLAY,” STUDENTS EXAMINE “THE 
FROGS,” “THE KNIGHT OF THE BURNING 
PESTLE,” AND “OUR TOWN,” REPRESENT- 
ING GREEK, RENAISSANCE, AND MODERN 
DRAMA RESPECTIVELY. THE “COMEDY” 
UNIT, INCLUDING “ARMS AND THE MAN,” 
“TWELFTH NIGHT,” AND “THE GREEN 
PASTURES,” EXTENDS THIS STUDY OF 
DRAMA. “THE ODYSSEY,” EXEMPLIFYING 
THE EPIC, AND TWO MOCK EPICS.-“THE 
OWL” AND “THE WIND IN THE WILLOWS”- 
-RELATE TO THE “EPIC HERO” AND “SA- 
TIRE” UNITS STUDIED PREVIOUSLY. 
LANGUAGE-COMPOSITION UNITS _IN- 
CLUDE (1) “DIALECT,” (2) “PHONOLOGY,” 
INTRODUCING THE CONCEPTS OF STRESS, 
PITCH, AND JUNCTURE, (3) “SYNTAX AND 
THE RHETORIC OF THE SENTENCE,” CON- 
CERNED PRIMARILY WITH STUDENTS’ 
REVISION OF THEIR WRITING, AND (4) 
“THE USES OF LANGUAGE”--IMAGINA- 
TIVE, EXPRESSIVE, DIRECTIVE, COHE- 
SIVE, INFORMATIVE, AND CONTRACTIVE. 
ALL UNITS CONTAIN OVERVIEWS, STUDY 
AND DISCUSSION QUESTIONS, COMPOSI- 
TION TOPICS, AND TEXTS OF LITERARY 
WORKS NOT IN CORE TEXTS USED WITH 
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THE RACKET. THIS MANUAL IS AVAILA- 
BLE FROM THE UNIVERSITY OF NEBRA- 
SKA CURRICULUM CENTER, 231 ANDREWS 
HALL, LINCOLN, NEBRASKA 68508. THE 
RELATED TEACHER PACKET FOR GRADE 
NINE IS TE 000 063. (RD) 
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THE LITERATURE PROGRAM OF THE 
GRADE 10 NEBRASKA ENGLISH CURRICU- 
LUM EMPHASIZES MAN’S CONCEPTION OF 
THE WORLD--HIS PICTURE OF NATURE, 
OF SOCIETY, AND OF MORAL LAW--AND 
HOW THESE THREE CONCEPTS ARE PRE- 
SENTED IN LITERATURE. UNITS COVER 
THE FOLLOWING TOPICS--(1) “MAN’S PIC- 
TURE OF NATURE,” (2) “THE LEADER AND 
THE GROUP,” (3) “SIN AND LONELINESS,” 
AND (4) “TRAGEDY.” THE FOCUS OF THE 
LANGUAGE AND COMPOSITION PROGRAM 
IS ON “MARCO-RHETORIC,” THAT IS, THE 
ARISTOTELIAN CONCEPTS OF ORGANIZA- 
TION WHICH CONSIDER THE “SPEAKER,” 
THE AUDIENCE, THE SUBJECT MATTER, 
AND THE RELATIONSHIPS AMONG THEM. 
THE 10TH-GRADE LANGUAGE UNITS RE- 
LATE TO THE UNITS IN PREVIOUS PACK- 
ETS ON THE RHETORIC OF THE WORD, OF 
FIGURATIVE LANGUAGE, OF THE SEN- 
TENCE, AND OF THE PARAGRAPH, AND 
LOOK FORWARD TO FORMAL RHETORI- 
CAL CONSIDERATIONS IN LATER 
GRADES. SPECIFIC RHETORICAL EXER- 
CISES TO REINFORCE CONCEPTS 
LEARNED IN THE LANGUAGE UNITS ARE 
PRESENTED WITH EACH OF THE LITERA- 
TURE UNITS. INTRODUCTIONS TO UNIT 
MATERIALS, BIBLIOGRAPHIES FOR 
TEACHERS, SUPPLEMENTARY STUDENT 
READING LISTS, AND SUGGESTIONS FOR 
TEACHING PROCEDURES AND AUDIOV- 
ISUAL AIDS ARE ALSO INCLUDED IN THE 
PACKET. THIS MANUAL IS AVAILABLE 
FROM THE UNIVERSITY OF NEBRASKA 
CURRICULUM CENTER, 231 ANDREWS 
HALL, LINCOLN, NEBRASKA 68508. THE 
RELATED STUDENT PACKET FOR GRADE 
10 IS TE 000 066. (DL) 
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THE STUDENT PACKET FOR GRADE 10 
OF THE NEBRASKA ENGLISH CURRICU- 
LUM BEGINS WITH FOUR UNITS ON LI- 
TERATURE, EACH STRESSING AN ASPECT 
OF MAN’S CONCEPTION OF THE WORLD. 
THROUGH A STUDY OF THE LITERATURE 
OF SEVERAL CULTURES, WRITTEN AT 
VARIOUS TIMES, STUDENTS FIRST CONSI- 
DER “MAN AND NATURE, MAN’S PICTURE 
OF NATURE.” THE SECOND UNIT, “MAN 
AND SOCIETY, THE LEADER AND THE 
GROUP,” ATTEMPTS TO TEACH STUDENTS 
THAT LEADERSHIP IS THE PRODUCT OF 
AN INTERACTION BETWEEN PARTICU- 
LAR MEN AND PARTICULAR SOCIETIES, 
AND THAT IT REFLECTS CERTAIN IDEAS 
ABOUT THOSE SOCIETIES. AN EXAMINA. 
TION OF THE THEME OF “SIN AND LONEL.- 
INESS” AND ITS RELATIONSHIP TO MAN’S 
VIEW OF THE WORLD AS SEEN THROUGH 
MORAL LAW COMES NEXT. IN THIS UNIT, 
SUCH WORKS AS HARDY’S “THE RETURN 
OF THE NATIVE” AND STEINBECK’S “THE 
PEARL” ARE READ. FINALLY, THE UNIT 
ON “TRAGEDY” SYNTHESIZES AND RE- 
LATES ALL THE PREVIOUS GRADE-LEVEL 
UNITS THROUGH THE STUDY OF SOPHOC- 
LES’ “OEDIPUS THE KING,” MARLOWE’S 
“DOCTOR FAUSTUS,” AND SYNGE’S “RI- 
DERS TO THE SEA.” THE LANGUAGE 
UNITS, “THE RHETORIC OF THE SENTEN- 
CE” AND “RHETORIC--INDUCTION AND 
THE WHOLE COMPOSITION” ARE TRANSI- 
TIONAL BETWEEN THE STUDY OF SYN- 
TAX IN PREVIOUS GRADE UNITS AND THE 
INVESTIGATION OF FORMAL RHETORI- 
CAL CONSIDERATIONS IN THE 11TH AND 
12TH GRADES. UNITS CONTAIN OVER- 
VIEWS AND BACKGROUND MATERIAL, 
READING AND DISCUSSION QUESTIONS, 
COMPOSITION ASSIGNMENTS, SUPPLE. 
MENTARY READING LISTS, LANGUAGE 
EXERCISES, AND LITERARY SELECTIONS 
NOT’ READILY AVAILABLE IN TEXTB- 
OOKS. THIS MANUAL IS AVAILABLE FROM 
THE UNIVERSITY OF NEBRASKA CURRI- 
CULUM CENTER, 231 ANDREWS HALL, 
LINCOLN, NEBRASKA 68508. THE RELAT- 
ED TEACHER PACKET FOR GRADE 10 IS TE 
000 065. (DL) 
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UNITS IN THE TEACHER PACKET FOR 
THE 11TH-GRADE NEBRASKA ENGLISH 
CURRICULUM ARE ORGANIZED AROUND 
THREE MAJOR THEMES IN AMERICAN LI- 
TERATURE--MAN AND NATURE, MAN AND 
MORAL LAW, AND MAN AND SOCIETY. 
THE MAN AND NATURE THEME IS EXAM- 
INED IN TWO UNITS—“INDIVIDUALISM 
AND IDEALISM, SPIRITUAL AUTOBIOGR- 
APHY” AND “THE SEARCH FOR FORM.” 
THE FORMER UNIT, AN EXTENSION OF 
THE 10TH-GRADE STUDY OF “ROMAN- 
TICS,” FOCUSES ON QUALITIES OF AMERI- 
CAN TRANSCENDENTALISM, AND THE 
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LATTER CONSIDERS LITERARY WORKS- 
CATHER’S “MY ANTONIA” AND FROST'S 
OEMS-WHICH ARE “OUTSIDE THE 
FRAMEWORK OF ANY FIXED GENRE.” 
“MAN AND MORAL LAW, SIN AND LONEL- 
INESS” IS BASED ON THE STUDY OF ALL- 
EGORY AND BUILDS ON THE 10TH-GRADE 
“SIN AND LONELINESS” UNIT. “MAN AND 
SOCIETY, AMERICAN MATERIALISM,” IS 
AN EXTENSION OF THE NINTH-GRADE SA- 
TIRE UNIT AND INCLUDES WORKS CON- 
CERNED WITH THE EFFECT OF MATERI- 
ALISM UPON THE AMERICAN CONS- 
CIENCE. COMPOSITION UNITS ARE (1) 
“THE RHETORIC OF THE SHORT UNITS OF 
COMPOSITION, THE RHETORIC OF THE 
PARAGRAPH” AND (2) “THE MEANING OF 
A WHOLE COMPOSITION-AMBIGUITIES, 
ANALOGIES, CONTRARIES.” UNITS IN- 
CLUDE THEMATIC OVERVIEWS, BACK- 
GROUND MATERIALS, EXPLICATIONS OF 
SELECTED WORKS, BIBLIOGRAPHIES OF 
SUPPLEMENTARY READINGS, AND COMP- 
OSITION EXERCISES. THIS MANUAL IS 
AVAILABLE FROM THE UNIVERSITY OF 
NEBRASKA CURRICULUM CENTER, 231 
ANDREWS HALL, LINCOLN, NEBRASKA 
68508. THE RELATED 11TH-GRADE STU- 
DENT PACKET IS TE 000 068. (RD) 
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VELOPMENT CENTER, NOVELS, PARA- 
GRAPH COMPOSITION, POETRY, SATIRE, 
SHORT STORIES, 

THE 11TH-GRADE COURSE OF STUDY IN 
AMERICAN LITERATURE PRESENTED IN 
THE STUDENT PACKET FOR THE NEBRA- 
SKA ENGLISH CURRICULUM BEGINS 
WITH A UNIT ENTITLED “INDIVIDUALISM 
AND IDEALISM” IN WHICH STUDENTS AN- 
ALYZE SPIRITUAL AUTOBIOGRAPHIES 
BY EMERSON, THOREAU, WHITMAN, AND 
DICKINSON. NEXT, THE THEME OF SIN 
AND LONELINESS AS IT LIMITS INDIVI- 
DUALISM IS EXPLORED IN “THE SCARLET 
LETTER,” “BILLY BUDD,” “THE ADVEN- 
TURES OF HUCKLEBERRY FINN,” AND 
“THE UNVANQUISHED.” “BABBITT,” “THE 
GREAT GATSBY,” AND “THE WASTELAND” 
PROVIDE THE BASIS FOR A CONSIDERA- 
TION OF SATIRE WHICH EXPOSES MA- 
TERIALISM AND CONFORMITY. CATHER 
AND FROST ARE STUDIED IN “MY ANTO- 
NIA,” “THE WITCH OF COOS,” AND “NOTH- 
ING GOLD CAN STAY” AS WRITERS WHO 
SEARCH FOR A FORM INTRINSIC IN 
THEIR SUBJECTS. LITERATURE UNITS 
STRESS EVALUATION OF THE WRITERS’ 
CONCEPTS AND PURPOSES, ANALYSIS OF 
STRUCTURAL TECHNIQUES EMPLOYED, 
AND EXPLICATION OF THE LITERARY 
WORKS. LANGUAGE UNITS EMPHASIZE 
THE RHETORIC OF THE PARAGRAPH AND 
THE MASTERY OF DICTION IN ESSAY- 
WRITING. STUDY-HELPS INCLUDE OVER- 
VIEWS, INTRODUCTORY ESSAYS, WRIT- 
ING EXERCISES, READING AND DISCUS. 
SION QUESTIONS, AND LITERARY SELEC- 
TIONS NOT READILY AVAILABLE IN 


TEXTBOOKS. THIS MANUAL IS AVAILA- 
BLE FROM THE UNIVERSITY OF NEBRA- 
SKA CURRICULUM CENTER, 231 ANDREWS 
HALL, LINCOLN, NEBRASKA 68508. THE 
RELATED TEACHER PACKET FOR GRADE 
11 IS TE 000 067. (RD) 


ED 013 827 TE 000 069 
A CURRICULUM FOR ENGLISH, TEACHER 
PACKET, GRADE 12. 

NEBRASKA UNIV., LINCOLN, CURRICU- 

LUM DEV. CTR. 

PUBDATE 65 

CONTRACT OEC-2-10-119 

EDRS PRICE MF-$1.00 HC NOT AVAILABLE 
FROMEDRS. 227P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*ENGLISH CURRICULUM, *ENGLISH IN- 
STRUCTION, *GRADE 12, *TEACHING 
GUIDES, COMPOSITION (LITERARY), EN- 
GLISH LITERATURE, EPICS, INSTRUC- 
TIONAL MATERIALS, LITERARY ANALY- 
SIS, LITERATURE, NEBRASKA CURRICU- 
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THE TEACHER PACKET FOR THE 12TH- 
GRADE ENGLISH PROGRAM OF THE NE- 
BRASKA CURRICULUM DEVELOPMENT 
CENTER COMPRISES, THROUGH THE 
STUDY OF SELECTED WORKS, A SURVEY 
OF ENGLISH LITERARY PERIODS FROM 
THE RENAISSANCE TO THE 20TH CENTU- 
RY. UNITS ARE PROVIDED IN THE FOL- 
LOWING AREAS--(1) “SENECAN REVENGE 
TRAGEDY--’THYESTES,’ ‘THE SPANISH 
TRAGEDY,’ AND ‘’HAMLET,” (2) “THE 
CHRISTIAN EPIC~’THE FAERIE QUEENE,’ 
BOOK I, AND ’PARADISE LOST,” (3) “THE 
NEW ENLIGHTENMENT WORLD, AUGUS- 
TAN SATIRE,” (4) “THE ROMANTIC REV- 
OLUTION--ODE, SONNET, ALLEGORICAL 
ROMANCE,” AND (5) “THE CLASS SYSTEM, 
THREE 19TH-CENTURY VIEWS.” THE UNIT 
THEMES EVOLVE FROM MAN’S VIEW OF 
THE WORLD--HIS RELATIONSHIP TO NA- 
TURE, TO SOCIETY, AND TO MORAL LAW. 
FURTHERMORE, MATERIALS STUDIED IN 
PREVIOUS PACKETS ARE ASSUMED TO BE 
PART OF THE STUDENTS’ AND TEACHER’S 
BACKGROUND, SO THAT THE UNIT ON 
“THE CHRISTIAN EPIC,” FOR EXAMPLE, 
RELIES ON KNOWLEDGE OF THE EPIC 
GENRE STUDIED EARLIER. INCLUDED IN 
THE PACKET ARE INTRODUCTIONS AND 
AIDS TO UNIT MATERIALS, BIBLIOGRA- 
PHIES FOR TEACHERS, SUPPLEMENTARY 
STUDENT READING LISTS, AND SUGGES. 
TIONS FOR TEACHING PROCEDURES AND 
AUDIOVISUAL AIDS. THE LANGUAGE AND 
COMPOSITION UNITS FOR THE TEACHER 
PACKET, EMPHASIZING THE RHETORIC 
OF PARAGRAPHS, THEMES, AND DEDUCT- 
ION, ARE NOT YET AVAILABLE. THIS 
MANUAL IS AVAILABLE FROM THE UNIV- 
ERSITY OF NEBRASKA CURRICULUM 
CENTER, 231 ANDREWS HALL, LINCOLN, 
NEBRASKA 68508. THE RELATED STU- 
DENT PACKET FOR GRADE 12 IS TE 000 070 
-(@L) 
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MATERIALS, COMPOSITION (LITERARY), 
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AGE, LITERARY ANALYSIS, LITERATURE, 
LOGIC, NEBRASKA CURRICULUM DEVEL- 
OPMENT CENTER, NOVELS, POETRY, RHE- 
TORIC, SATIRE, TRAGEDY, 

THE LITERATURE PROGRAM OF THE 
GRADE 12 STUDENT PACKET OF THE NE- 
BRASKA ENGLISH CURRICULUM CON- 
SISTS OF A SELECTIVE SURVEY OF EN- 
GLISH LITERATURE FROM THE RENAIS- 
SANCE TO THE 20TH CENTURY. IT BE- 
GINS WITH A UNIT ON SHAKESPEAREAN 
TRAGEDY IN WHICH STUDENTS READ 
REVENGE TRAGEDIES - - SENECA’S 
“THYESTES” AND KYD’S “THE SPANISH 6/7 
X12 TRAGEDY-AS PREPARATION FOR THE 
READING OF “HAMLET.” THE SECOND 
UNIT, “THE CHRISTIAN EPIC,” RELIES ON 
READINGS IN PREVIOUS PACKETS FOR 
BACKGROUND ON THE EPIC, AND CEN- 
TERS ON BOOK I OF SPENSER’S “THE 
FAERIE QUEENE” AND MILTON’S “PARA- 
DISE LOST.” THE NEXT TWO UNITS, ON 
AUGUSTAN SATIRE, ARE DESIGNED TO 
HELP STUDENTS UNDERSTAND MAN’S 
RELATIONSHIP TO SOCIETY IN THE NEW 
ENLIGHTENMENT WORLD. THE UNIT EN- 
TITLED “THE WRITER AS REBEL AND 
PROPHET” PROVIDES MATERIAL FOR 
THE ANALYSIS OF THE ROMANTIC RE- 
BELLION AND ITS POETIC MANIFESTA- 
TIONS IN THE ODE, THE SONNET, AND 
THE ALLEGORICAL ROMANCE. IN THE 
FINAL LITERATURE UNITS, THREE 
VIEWS OF THE 19TH-CENTURY ENGLISH 
CLASS SYSTEM AS SEEN IN “PRIDE AND 
PREJUDICE,” “GREAT EXPECTATIONS,” 
AND “THE MAYOR OF CASTERBRIDGE” 
ARE EXAMINED. THE LANGUAGE AND 
COMPOSITION PROGRAM CULMINATES 
THE STUDENTS’ STUDY OF RHETORIC 
THROUGH THE EXAMINATION OF THE 
GRAMMATICAL SYSTEM, THE CONCEP- 
TUAL PATTERNS OF THE PARAGRAPH 
AND LARGER UNITS, AND THE IMPOR- 
TANCE OF DEDUCTIVE LOGIC IN COMPO- 
SITION. UNITS INCLUDE INFORMATIVE 
OVERVIEWS AND INTRODUCTORY MA- 
TERIALS, STUDY AND DISCUSSION 
QUESTIONS, COMPOSITION TOPICS, EXER- 
CISES, AND LITERARY SELECTIONS NOT 
READILY AVAILABLE IN TEXTBOOKS. 
THIS MANUAL IS AVAILABLE FROM THE 
UNIVERSITY OF NEBRASKA CURRICU- 
LUM CENTER, 231 ANDREWS HALL, LIN- 
COLN, NEBRASKA 68508. THE RELATED 
TEACHER PACKET FOR GRADE 12 IS TE 000 
069. (DL) 
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THE PRIMARY PURPOSE OF THEATRE 
RESOURCES FOR YOUTH (PROJECT TRY) 
WAS TO CREATE AN AWARENESS OF THE 
NEED FOR THEATER ARTS PROGRAMS 
FOR ELEMENTARY SCHOOL CHILDREN IN 
NEW HAMPSHIRE. TWO MAIN PROGRAMS. 
-CHILDREN’S THEATER TOURING PRO- 
GRAMS TO ELEMENTARY SCHOOLS, AND 
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CREATIVE DRAMATICS TRAINING PRO- 
GRAMS FOR TEACHERS AND PUPILS-~- 
WERE DESIGNED NOT ONLY TO GENER- 
ATE INTEREST IN THEATER ARTS AMONG 
TEACHERS, STUDENTS, AND THE WIDER 
COMMUNITY, BUT ALSO TO INITIATE AND 
ESTABLISH A METHOD OF SUSTAINING 
CHILD DRAMA PROGRAMS IN ELEMENT- 
ARY SCHOOLS. NINE CHILDREN’S THEAT- 
ER COMPANIES GAVE 113 PERFORMANC- 
ES SEEN BY 39,014 PEOPLE THROUGHOUT 
THE STATE, SIGNIFICANTLY MORE THAN 
ANTICIPATED. A PROGRAM WAS ALSO ES- 
TABLISHED WHEREBY COMMUNITIES 
WILL GRADUALLY TAKE OVER THE 
FINANCIAL SUPPORT OF LOCAL THEAT- 
ERS AND PERFORMANCES OF TOURING 
COMPANIES. THE TRAINING PROGRAMS 
IN CREATIVE DRAMATICS, WHICH 
SERVED A TOTAL OF 1,941 TEACHERS AND 
THEATER DIRECTORS, INVOLVED WORK- 
SHOPS OF ELEMENTARY TEACHERS, A 
COURSE IN THEATER FOR CHILDREN OF- 
FERED AT THE UNIVERSITY OF NEW 
HAMPSHIRE, AND PLAY DIRECTION 
WORKSHOPS FOR HIGH SCHOOL DRAMA 
COACHES AND LOCAL THEATER DIRECT- 
ORS. IN GENERAL, PROJECT TRY ACCOM- 
PLISHED ITS AIMS AND EVEN EXCEEDED 
ITS EXPECTATIONS. AN EXPANSION OF 
ALL ITS PROGRAMS IN PROPORTION TO 
NEWLY IDENTIFIED NEEDS IS RECOMM- 
ENDED. (DL) 


ED 013 830 TE 500 015 

GERBER, JOHN 

THE CHAIRMAN AND HIS DEPARTMENT. 

ASSOCIATION OF DEPARTMENTS OF EN- 
GLISH, NEW YORK,NY 

PUB DATE OCT67 

EDRS PRICE MF-$0.25 HC-$0.48 10P. 
DESCRIPTORS *ADMINISTRATIVE PER- 

SONNEL, *ADMINISTRATOR RESPONSIBI- 


LITY, *ENGLISH, *HIGHER EDUCATION, 
ADMINISTRATOR ROLE, ENGLISH CURRI- 
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THREE IMPORTANT OBLIGATIONS OF 
THE ENGLISH DEPARTMENT CHAIRMAN 
ARE TO DEVELOP THE DEPARTMENT'S 
PROGRAM, TO.IMPROVE THE QUALITY OF 
TEACHING, AND TO BUILD THE STAFF. 
THE CHAIRMAN’S IMMEDIATE RESPONSI- 
BILITIES FOR THE ACADEMIC PROGRAM 
OF HIS DEPARTMENT ARE TO PROVIDE 
ADEQUATE BEGINNING AND ADVANCED 
COURSES FOR THE ENGLISH AND NON- 
ENGLISH SPECIALIST, TO RECRUIT UN- 
DERGRADUATE MAJORS, AND TO SPEED 
UP DEGREE PROGRAMS, ESPECIALLY 
FOR GRADUATE DEGREES, IN ORDER TO 
TURN OUT MORE SPECIALISTS AT « FAST- 
ER RATE. TO IMPROVE THE QUALITY OF 
TEACHING, THE CHAIRMAN SHOULD NOT 
ONLY PROVIDE SUPERVISED TEACHING 
FOR DEGREE CANDIDATES BUT ALSO 
SHOULD VISIT CLASSES TAUGHT BY HIS 
STAFF AND ENCOURAGE THE STAFF TO 
TALK ABOUT THEIR TEACHING. TO SE- 
CURE AND KEEP A GOOD STAFF, HE 
SHOULD INVEST FUNDS TO GIVE THE DE- 
PARTMENT DISTINCTION IN TWO OR 
THREE AREAS, RECRUIT ALERT, IMAGI- 
NATIVE PEOPLE POSSESSING A SENSE OF 
PROFESSIONALISM, AND DO ALL IN HIS 
POWER TO ENSURE HIGH MORALE. THIS 
ARTICLE APPEARED IN “THE ADE BUL- 
LETIN,” NUMBER 15, OCTOBER 1967, 
PAGES 3-11. (BN) 
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MODERN LANGUAGE ASSN. OF AMERICA, 
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LOYOLA UNIVERSITY, MATERIAL DEVEL- 
OPMENT, NDEA INSTITUTES, READING 
INSTRUCTION, TEACHING METHODS, 

A SELECTION OF PAPERS DELIVERED 
ON JANUARY 28-31, 1967 AT LOYOLA 
UNIVERSITY’S NDEA INSTITUTE ON EN- 
GLISH INSTITUTE MATERIALS CENTER 
(EIMC) MATERIALS CONSIDERED MEANS 
OF IMPROVING THE SELECTION AND USE 
OF CURRICULUM MATERIALS IN 1967 
SUMMER INSTITUTES. IN THE “IN- 
TRODUCTION” JAMES D. BARRY EX- 
PLAINS THE PURPOSE AND WORKINGS OF 
THE INSTITUTE. FOUR “TRENDS” PAPERS 
FROM THE CONFERENCE INCLUDED 
HERE PROVIDE EXPOSITION OF MAJOR 
IDEAS STIRRING THE PROFESSION AND 
DEMONSTRATE THE IMPORTANCE OF 
CONSIDERING TEXTBOOKS, COURSES, 
WORKSHOPS, OR MATERIALS IN TERMS 
OF SEMINAL IDEAS. THE PAPERS ARE 
“TRENDS IN TEACHING LITERATURE” BY 
ARTHUR M. EASTMAN, “TRENDS IN 
TEACHING LANGUAGE” BY HAROLD B. 
ALLEN, “TRENDS IN TEACHING COMPOS- 
ITION” BY WALLACE W. DOUGLAS, 
“TRENDS IN READING” BY WALTER T. 
PETTY, AND “THE USES OF EIMC MATERI- 
ALS IN 1966-SIGNIFICANCE FOR THE FU- 
TURE” BY LEO RUTH. (BN) 
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THE MAJOR ISSUE IN RECENT DISCUS- 
SIONS OF THE PH.D. DEGREE IN ENGLISH 
IS HOW TO PROVIDE A SUFFICIENT NUM- 
BER OF PH.D.’S TO MEET THE NEEDS OF 
COLLEGES AND UNIVERSITIES AND PER- 
HAPS ALSO TO LOWER THE ATTRITION 
RATE AMONG GRADUATE STUDENTS. 
DESPITE THE ACADEMIC WORLD'S FEAR 
OF A STATUS DISTINCTION BETWEEN 
THE UNDERGRADUATE TEACHER AND 
THE GRADUATE TEACHER, CHANGES IN 
REQUIREMENTS ARE NECESSARY AND 
TWO DIFFERENT DEGREES SHOULD BE 
AWARDED IN ORDER TO SUPPLY AND AC- 
CREDIT ENOUGH UNDERGRADUATE 
TEACHERS AND TO PREVENT THE PRE- 
SENT RESEARCH-ORIENTED PH.D. FROM 
BECOMING A TEACHING DEGREE ONLY. 
THE DOCTOR OF LIBERAL ARTS (D.L.A.) 
DEGREE, WITH A PROGRAM SIMILAR IN 
EARLY STAGES TO THE PH.D. BUT RE- 
QUIRING LESS TIME AND MUCH LESS 
EMPHASIS ON THE DISSERTATION, 
WOULD SUPPLY ENOUGH UNDERGRA- 
DUATE TEACHERS. THE PH.D., HOWEVER, 
SHOULD BE REQUIRED FOR UNIVERSITY 
TEACHERS AND SCHOLARS. A STREAM- 


LINING OF THE PRESENT PH.D. DEGREE, 
ESPECIALLY THE LENGTH AND SCOPE OF 
THE DISSERTATION, IS NEEDED, BUT RE- 
GARDLESS OF THE SHORTAGE OF 
DEGREE HOLDERS, THE PH.D. SHOULD 
NEVER BECOME A TEACHING DEGREE 
WITH LESS REGARD FOR ITS SCHOLARLY 
CONTENT. THIS ARTICLE APPEARED AS 
PART OF “THE ADE BULLETIN,” NUMBER 
9, SEPTEMBER 1966. (BN) 
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BEGINNING IN 1964, THE RHETORIC 
DIVISION OF THE UNIVERSITY OF ILLI- 
NOIS BEGAN AN EXTENSIVE STUDY OF 
ITS RHETORIC PROGRAM. IN SUMMER 
1965, THE INSTRUCTIONAL STAFF MET 
WITH HIGH SCHOOL TEACHERS AND CON- 
SULTANTS TO REVIEW THE 
UNIVERSITY’S PROGRAM AND TO PLAN A 
REVISION OF THE BOOKLET, “STAN- 
DARDS IN FRESHMAN RHETORIC AT THE 
UNIVERSITY OF ILLINOIS.” THIS ARTI- 
CLE DISCUSSES THE STUDIES MADE, AND 
INCLUDES GENERAL COMMENTS ON THE 
PREPARATION AND QUALIFICATIONS OF 
RHETORIC TEACHERS AND THE EFFECT 
ON THE RHETORIC PROGRAM OF THE 
CHANGING CALIBER OF ENTERING 
FRESHMEN. THIS ARTICLE APPEARED AS 
PART OF “THE ADE BULLETIN,” NUMBER 
8, MAY 1966. (BN) 
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ONE PERSON IN EACH ENGLISH DE- 
PARTMENT SHOULD ASSUME THE POSI- 
TION OF PLACEMENT OFFICER IN ORDER 
TO PROVIDE INFORMATION AND MORAL 
SUPPORT TO PH.D.’S LOOKING FOR JOBS. 
AT BERKELEY THE PLACEMENT OFFI- 
CER INTERVIEWS ALL PROSPECTIVE JOB 
SEEKERS IN SEPTEMBER AND PREPARES 
A COMPLETE FILE ON EACH STUDENT. ON 
THE BASIS OF THIS INFORMATION AND A 
LIST OF THE INDIVIDUAL’S JOB PREF- 
ERENCES, THE PLACEMENT OFFICER 
PREPARES A LETTER WHICH IS ESSEN- 
TIALLY A BIOGRAPHY OF THE STUDENT'S 
WORK AT BERKELEY. HE SENDS THESE 
LETTERS WHEN HE THINKS A PARTICU- 
LAR POSITION MIGHT BE APPROPRIATE 
FOR A STUDENT OR WHEN A UNIVERSITY 
EVINCES INTEREST. THE STUDENTS ARE 
ADVISED NOT TO TAKE JOBS UNTIL 
AFTER THE MLA DECEMBER MEETING. 
THIS ARTICLE APPEARED AS PART OF 





“THE CDE BULLETIN,” NUMBER 3, OCTO- 
BER 1964. (BN) 
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THE CONTENTS OF THIS JOURNAL 
ISSUE OF “AUDIOVISUAL INSTRUCTION,” 
VOLUME 10, NUMBER 1, JANUARY 1965, 
ARE DEVOTED TO WAYS OF INSTRUCTING 
THE SOCIALLY DISADVANTAGED CHILD 
THROUGH MORE EFFECTIVE USE OF MAT- 
ERIALS. SOME OF THE ARTICLES BRIE- 
FLY DISCUSS THE USE OF AUDIOVISUAL 
INSTRUCTION IN PRESCHOOL AND KIN- 
DERGARTEN PROGRAMS, IN A PEACE 
CORPS PROJECT, AND IN PROGRAMS FOR 
APPALACHIANS, DROPOUTS, MIGRANTS, 
INDIANS, AND NON-ENGLISH SPEAKING 
AND BILINGUAL CHILDREN. OTHERS RE- 
PORT ON PROGRAMS IN NEW YORK CITY, 
MILWAUKEE, SAN DIEGO, DETROIT, AND 
CHICAGO. USE OF TELEVISION AND ELEC- 
TRONICS, THE “NEIGHBORHOOD SHOW,” 
CREATIVE TEACHING, AND ACTION PRO- 
GRAMS TO TEACH THE SOCIALLY DISAD- 
VANTAGED ARE SUBJECTS OF OTHER 
ARTICLES. A DISCUSSION OF CURRENT 
AUDIOVISUAL LITERATURE AND AN 
INDEX OF REVIEWS OF MATERIALS ARE 
ALSO PRESENTED. (MR) 
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THE EMPHASIS IN THE CIVIL RIGHTS 
REVOLUTION IS MOVING FROM A STRESS 
ON FREEDOM TO A DEMAND FOR EQUAL- 
ITY IN ALL ASPECTS OF AMERICAN LIFE, 
AND EMPLOYMENT FOR THE NEGRO IS 
THE MOST IMPORTANT FACTOR IN THE 
PROGRESS TOWARD EQUALITY. THERE 
HAVE BEEN GAINS FOR THE NEGRO PRO- 
FESSIONAL AND FOR TECHNICAL AND 
CLERICAL WORKERS BUT LOSSES FOR 
BLUE COLLAR, SERVICE, HOUSEHOLD, 
LABORER, AND SALES WORKERS AND IN 
MANAGERIAL AND PROPRIETARY POSIT- 
IONS. THE NET RESULT IS THAT THE 
RATE OF NEGRO UNEMPLOYMENT HAS 
RISEN STEADILY IN COMPARISON WITH 
THE RATE OF WHITE UNEMPLOYMENT. 
THE GAP BETWEEN NEGRO AND WHITE 


INCOME HAS BEEN WIDENING, ESPECIA- 
LLY FOR THE NEGRO MALE. THE MALE 
EARNS A LOW INCOME IN A LOW PRES- 
TIGE JOB AND IS FACED WITH A HIGH 
RATE OF UNEMPLOYMENT. THE POVE- 
RTY IN THE NEGRO FAMILY WHICH IS A 
PRODUCT OF THIS ECONOMIC SITUATION 
CAUSES THE FAMILY’S BREAKUP AND 
THE LARGE NUMBER OF MOTHER-ONLY 
HOUSEHOLDS IN WHICH THE CHILDREN 
ARE SUPPORTED BY AID TO FAMILIES OF 
DEPENDENT CHILDREN. THE MOST IM- 
PORTANT CURRENT SOCIAL QUESTION IS 
TO DETERMINE WHETHER OR NOT FULL 
EMPLOYMENT OPPORTUNITIES WOULD 
HAVE AN EFFECT ON THE STRUCTURE OF 
THE NEGRO FAMILY. (CHARTS AND TA- 
BLES ON DATA BASED FROM THE CEN- 
SUS, BUREAU OF LABOR STATISTICS, AND 
THE DEPARTMENT OF HEALTH, EDUCAT- 
ION, AND WELFARE ARE INCLUDED.) 
THIS ARTICLE WAS PUBLISHED IN THE 
FALL 1965 ISSUE OF DAEDALUS, AN ISSUE 
ON “THE NEGRO AMERICAN,” AND IS 
AVAILABLE FROM THE PUBLISHER AS A 
BACK ISSUE. MATERIAL IN THE ISSUE 
WAS ALSO PUBLISHED AS A BOOK, 
OUGHTON MIFFLIN, 1966, $9.50. (NH) 
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A CASTE-CLASS ANALYSIS IS A USEFUL 
FRAMEWORK FROM WHICH TO STUDY 
THE CURRENT POSITION OF THE NEGRO. 
HIS SPATIAL ISOLATION HAS CREATED A 
RACE CONSCIOUSNESS AND A RACIAL 
SUBCULTURE WITH DISTINCTIVE FOLK- 
WAYS (MUSIC, FOOD, AND CHURCHES). 
THE NEGRO LOWER CLASS IS STRATIFIED 
INTO AN “ORGANIZED” SECTOR WHOSE 
LIFE STYLE IS ORIENTED AROUND THE 
CHURCH AND MIDDLE CLASS MORALITY, 
AND A “DISORGANIZED” GROUP WHICH IS 
CRIMINAL AND AMORAL. THE NEGRO 
UPPER CLASS LIFE STYLE IS SIMILAR TO 
THAT OF THE WHITE UPPER MIDDLE 
CLASS. MEMBERS OF THIS CLASS ARE 
NOT VICTIMIZED BY THE GHETTO BUT BY 
THE SOCIAL EXCLUSION BY UPPER 
CLASS WHITES. BY CONTRAST, THE 
BROAD AND DIFFUSE NEGRO MIDDLE 
CLASS IS MORE CONCERNED WITH RACE 
CONSCIOUSNESS AND SOLIDARITY THAN 
WITH UPWARD MOBILITY. THE INCOME 
GAP AND THE JOB CEILING IN NEGRO 
EMPLOYMENT AFFECT THE CRUCIAL 
PROBLEM OF IDENTIFICATION AND 
CREATE IN THE NEGRO A “DEFENSIVE 
SOLIDARITY” WITH “THE RACE.” FOR THE 
LOWER CLASS ESPECIALLY, ISOLATION 
FROM THE MAINSTREAM RESULTS IN A 
LACK OF EXPOSURE TO THE TECHNIQUES 
OF UPWARD MOBILITY AND AN INABIL- 
ITY TO ACHIEVE THIS IDEAL. POWER- 
LESSNESS IS THE KEY TO THE NEGRO 
REACTION TO THE CASTE-CLASS SYSTEM. 
AT THE PRESENT TIME THERE ARE FEW 
SIGNS THAT THE NEGRO MASSES WILL 
PROFIT FROM THE SOCIAL AND ECONOM- 


IC CHANGES THAT ARE THE PRODUCTS OF 
THE CIVIL RIGHTS MOVEMENT. IT IS 
THUS IMPORTANT TO MAKE THE URBAN 
BLACK BELT GHETTOS MORE STABLE 
AND ATTRACTIVE COMMUNITILS. THIS 
ARTICLE WAS PUBLISHED IN THE FALL 
1965 ISSUE OF DAEDALUS, AN ISSUE ON 
“THE NEGRO AMERICAN,” AND IS AVAIL- 
ABLE FROM THE PUBLISHER AS A BACK 
ISSUE. MATERIAL IN THE ISSUE WAS 
ALSO PUBLISHED AS A BOOK, HOUGHTON 
MIFFLIN, 1966, $9.50. (NH) 
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A “TIME LAG” STATISTICAL METHOD 
WHICH COMPARES THE RELATIVE SPEED 
OF MOVEMENT OF NEGROES AND WHITES 
TO REACH THE SAME LEVEL ON A NUM- 
BER OF INDICES SHOWS THAT NEGROES 
LAG IN LIFE EXPECTANCY, RATE OF 
BIRTHS IN HOSPITALS, INFANT MORTALI- 
TY, HEALTH CONDITIONS, EDUCATIONAL 
ATTAINMENT, AND EMPLOYMENT POSS- 
IBILITIES. THE NEGRO UNEMPLOYMENT 
RATES FLUCTUATE BETWEEN “DEPRES- 
SION AND GREAT DEPRESSION,” WHE- 
REAS WHITE RATES VARY BETWEEN PRO- 
SPERITY AND RECESSION. NEGROES 
ALSO ARE UNEMPLOYED FOR LONGER 
PERIODS AND WHEN WORKING ARE MORE 
LIKELY TO HAVE PART-TIME JOBS. IN- 
COME PATTERNS SHOW THAT NEGROES 
ARE THREE TIMES MORE LIKELY TO BE 
POOR THAN WHITES. HOUSING CONDI- 
TIONS ALSO SHOW THE TIME LAG, IN 
BOTH OVERCROWDING AND THE EXTENT 
OF SUBSTANDARD UNITS. ALTHOUGH 
NEGROES FACE DIFFERENT ECONOMIC 
AND SOCIAL CONDITIONS THAN PREV. 
IOUS MINORITY GROUPS HAD TO CONF- 
RONT, THEY COULD ACHIEVE OPPOR- 
TUNITIES OF ALL KINDS WHICH WOULD 
NARROW THE GAP BETWEEN NEGRO AND 
WHITE SUCCESS IF THERE WERE NO DIs- 
CRIMINATION. THE MOST PROPITIOUS 
TIME FOR IMPROVEMENT IS DURING A 
PERIOD OF FLOURISHING ECONOMY, AND 
INCREASED OPPORTUNITY MIGHT IN- 
CLUDE PREFERENTIAL TREATMENT IN 
EDUCATIONAL AND EMPLOYMENT PRAC- 
TICES, PROVIDED THAT “PREFERENCE 
FOR SOME DOES NOT MEAN RETROGRES- 
SION FOR OTHERS.” THIS ARTICLE WAS 
PUBLISHED IN THE FALL 1965 ISSUE OF 
DAEDALUS, AN ISSUE ON “THE NEGRO 
AMERICAN,” AND IS AVAILABLE FROM 
THE PUBLISHER AS A BACK ISSUE. MA- 
TERIAL IN THE ISSUE WAS ALSO PUB- 
LISHED AS A BOOK, HOUGHTON MIFFLIN, 
1966, $9.50. (NH) 
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DEMOGRAPHIC FACTORS HAVE HAD NE- 
GATIVE RATHER THAN POSITIVE EF- 
FECTS ON INTEGRATION (DEFINED HERE 
AS A KIND OF ACCULTURATION). THE POP- 
ULATION HISTORY OF THE NEGRO INDI- 
CATES THAT (1) SINCE 1910 THE NEGRO 
POPULATION HAS GROWN ENORMOUSLY, 
(2) NEGROES HAVE BEEN REDISTRIBUT- 
ED INTO THE NORTHERN AND WESTERN 
URBAN AREAS, (3) THEY HAVE RE- 
MAINED LARGELY IN SEGREGATED 
HOUSING, (4) THEY HAVE LAGGED BE- 
HIND WHITES IN BOTH EDUCATIONAL 
AND OCCUPATIONAL AND INCOME LE- 
VELS, AND (5) THEY LIVE IN GREATER 
POVERTY. THE EARLY EXPERIENCES 
AND CASTE STATUS OF THE AMERICAN 
NEGRO DESTROYED THE AFRICAN FAM- 
ILY PATTERNS, PREVENTED THE DEVEL- 
OPMENT OF A MIDDLE CLASS FAMILY 
STRUCTURE, AND DISORGANIZED THE 
FAMILY LIFE. INTERNAL MIGRATION IS 
THE MAJOR FACTOR IN FOSTERING 
INTEGRATION, BUT PRESENTLY DEMO- 
GRAPHIC VARIABLES AND WHITE BEHA- 
VIOR AND ATTITUDES IMPEDE ASSIMI- 
LATION. NEEDED ARE EFFORTS TO DE- 
CREASE THE BIRTH RATE, WORK OPPOR- 
TUNITIES WHICH WOULD GIVE DIGNITY 
AND AN ADEQUATE INCOME TO NEGRO 
MALES, AND HOUSING OPPORTUNITIES 
TO BREAK DOWN THE GHETTO. TO FACILI- 
TATE INTEGRATION, EDUCATORS 
SHOULD OFFER THE NEGRO CHILD IN- 
CENTIVE, MOTIVATION, AND TRAINING 
WHICH WOULD ENABLE HIM TO COMPETE 
SUCCESSFULLY WITH THE WHITE CHILD. 
THERE ALSO MUST BE MASSIVE “COR- 
RECTIVE” EDUCATION FOR WHITES 
UNDER GOVERNMENT SPONSORSHIP AND 
THROUGH ALL MEDIA. THE PREFERRED 
STRATEGY FOR INTEGRATION IS ONE 
WHICH MAXIMIZES CONSENSUS, WITH 
CONFLICT TECHNIQUES USED ONLY 
WHEN NECESSARY. THIS ARTICLE WAS 
PUBLISHED IN THE FALL 1965 ISSUE OF 
DAEDALUS, AN ISSUE ON “THE NEGRO 
AMERICAN,” AND IS AVAILABLE FROM 
THE PUBLISHER AS A BACK ISSUE. MA- 
TERIAL IN THE ISSUE WAS ALSO PUB- 
LISHED AS A BOOK, HOUGHTON MIFFLIN, 
1966, $9.50. (NH) HOUGHTON MIFFLIN BOOK 
$9.50. 
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EFFORTS TO ELIMINATE NEGRO POVE- 
RTY MUST BE UNDERTAKEN WITHIN A 
FAVORABLE OVERALL ECONOMIC CLIM- 
ATE, AND THE CURRENT CLIMATE IS NOT 
FAVORABLE BECAUSE MANPOWER AND 
PLANT CAPACITY ARE NOT FULLY UTILI- 
ZED. SUCH FACTORS AS LIMITED JOBS, 
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EXAGGERATED JOB REQUIREMENTS, 
LOWER EARNING CAPACITY, DURATION 
OF UNEMPLOYMENT, FLUCTUATIONS OF 
THE BUSINESS CYCLE, AND RESTRICTIVE 
PRACTICES CONTRIBUTE TO THE POOR 
ECONOMIC SITUATION OF THE NEGRO. 
THE SINGLE MOST IMPORTANT STEP TO 
IMPROVE THIS CONDITION IS A TIGHT 
LABOR MARKET IN WHICH UNEMPLOY- 
MENT IS LOW AND JOB VACANCIES ARE 
PLENTIFUL. HOWEVER, FISCAL AND MO- 
NETARY MEASURES TO CREATE FULL 
EMPLOYMENT IN PEACETIME ARE CON- 
STRAINED BY THE OBSESSIVE FEAR OF 
INFLATION AND BALANCE OF PAYMENTS 
DEFICITS, WHICH IS THE RESULT OF THE 
FIXED IDEA OF STABLIZING THE GOLD 
VALUE OF THE DOLLAR. REFORMS IN 
THE ECONOMIC STRUCTURE WHICH 
WOULD IMPROVE LABOR MOBILITY AND 
BREAK THROUGH RESTRICTIVE BAR- 
RIERS WOULD MEET WITH ECONOMIC 
AND POLITICAL RESISTANCE FROM ALL 
KINDS OF SPECIAL GROUPS. FOR THOSE 
WITH LOW EARNING CAPACITY SUPPLEM- 
ENTAL INCOME IS IMPERATIVE (E.G., AN 
INCOME ALLOWANCE OR NEGATIVE IN- 
COME TAX) TO REPLACE THE DEMORALI- 
ZING, ECONOMICALLY AND SOCIALLY UN- 
SOUND PRESENT PUBLIC ASSISTANCE 
POLICIES. OTHER MEASURES TO IN- 


‘CREASE INCOME ARE DAY CARE AND 


PRESCHOOL PROGRAMS TO ENABLE THE 
MOTHER TO WORK AND THE RETRAINING 
OF FARM WORKERS FOR URBAN AND IN- 
DUSTRIAL JOBS. THIS ARTICLE WAS PUB- 
LISHED IN THE FALL 1965 ISSUE OF 
DAEDALUS, AN ISSUE ON “THE NEGRO 
AMERICAN,” AND IS AVAILABLE FROM 
THE PUBLISHER AS A BACK ISSUE. MA- 
TERIAL IN THE ISSUE WAS ALSO PUB- 
LISHED AS A BOOK, HOUGHTON MIFFLIN, 
1966, $9.50. (NH) 
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NEGRO SLAVERY WAS DEEPLY EN- 
TRENCHED BY THE TIME OF THE REV- 
OLUTIONARY WAR AND THE “PLACE” OF 
THE NEGRO CLEARLY DEFINED IN THE 
EARLY DAYS OF THE REPUBLIC. EVEN 
THE MORE LIBERAL NORTHERNERS 
FELT THAT NEGROES SHOULD BE ISOL- 
ATED FROM THE MAINSTREAM, LE., IN 
SEPARATE SCHOOLS WHICH TAUGHT VO- 
CATIONAL SUBJECTS, WHILE SOUTHER- 
NERS PROPOSED COLONIZATION 
SCHEMES (REPATRIATION) AS A MEANS 
OF SEPARATING THE RACES. BY THE 
TIME OF THE CIVIL WAR THE NEGRO WAS 
WIDELY HELD TO BE DIFFERENT AND 
INFERIOR. DURING THE WAR AND THE 
RECONSTRUCTION ERAS THERE WERE 
NO MEANINGFUL STRIDES TOWARD ELI- 
MINATING RACIAL BARRIERS, AND IN 
THE FOLLOWING DECADES THE SOUTH 
BEGAN TO LEGISLATE INEQUALITY AND 


SEGREGATION BY STATUTE. CONSE. 
QUENTLY, NEGROES DEVELOPED THEIR 
OWN NEWSPAPERS, CHURCHES, AND ORG. 
ANIZATIONS. THE PERIOD FOLLOWING 
WORLD WAR I WAS ONE IN WHICH RACISM 
WAS MAINTAINED--DESPITE THE CHANG. 
ES DURING THE 1930’S--AND NOT UNTIL 
THE POST-WORLD WAR II PERIOD WERE 
EFFORTS MADE TO ATTACK EXISTING RA- 
CIAL POLICIES. THE STATE AND ITS POLI. 
TICAL SUBDIVISIONS ARE THE MOST 
POWERFUL FORCES PERPETUATING RA- 
CIAL SEPARATION. POLITICIANS AND OF. 
FICIALS BOTH LEAD AND REFLECT 
LOCAL DISCRIMINATORY SENTIMENTS, 
AND THE COMMUNITY ITSELF HAS 
SPAWNED WHITE SUPREMACIST GROUPS 
(THE KU KLUX KLAN AND CITIZENS 
COUNCILS). BIGOTS HAVE SOUGHT JUST- 
IFICATION IN AMERICAN HISTORY IN 
THEIR EFFORTS TO RESIST DESEGREGA- 
TION AND EQUALITY. THIS ARTICLE WAS 
PUBLISHED IN THE FALL 1965 ISSUE OF 
DAEDALUS, AN ISSUE ON “THE NEGRO 
AMERICAN,” AND IS AVAILABLE FROM 
THE PUBLISHER AS A BACK ISSUE. MA- 
TERIAL IN THE ISSUE WAS ALSO PUB- 
LISHED AS A BOOK, HOUGHTON MIFFLIN, 
1966, $9.50. (NH) 
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RESEARCH FINDINGS ON ABILITY 
GROUPING ARE INCONCLUSIVE BECAUSE 
NEITHER HETEROGENEITY NOR HOMO- 
GENEITY HAS BEEN DEFINED WITH SU- 
FFICIENT CLARITY. THE TENDENCY IN 
THESE STUDIES HAS BEEN TO STRESS 
THE PERFORMANCE OF THE PUPILS IN 
SUCH CLASSES RATHER THAN THE PER- 
FORMANCE OF THE CLASS AS A WHOLE. 
IN A STUDY OF 181 CLASSES (4,705 PUPILS) 
HOMOGENEITY WAS MEASURED BY THE 
STANDARD DEVIATION OF CLASS PER- 
FORMANCE ON THE FIRST TWO METROPO- 
LITAN READING TESTS GIVEN IN TWO 
SUCCESSIVE YEARS. GROWTH WAS THEN 
DETERMINED BY THE DIFFERENCES IN 
CLASS MEANS ON THE TWO TESTS. THE 
SAME SUBJECTS WERE TESTED IN GRADE 
THREE AND FOUR, AND WERE DIVIDED 
INTO HIGH, AVERAGE, AND LOW LEVELS 
OF ACHIEVEMENT AND DEGREE OF HOM- 
OGENEITY. (A STANDARD DEVIATION OF 
6.0 THROUGH 8.9 MONTHS CHARACTER- 
IZED “AVERAGE HOMOGENEITY.”) FIND- 
INGS SHOW AN INCONSISTENT GROWTH 
PATTERN--(1) ON THE WORD KNOWLEDGE 
SUBTEST, MEAN GROWTH WAS PRACTICA- 
LLY IDENTICAL FOR THE AVERAGE AND 
LOW HOMOGENEITY CLASSES, AND (2) ON 
THE READING SUBTEST, THE LOW HOMO- 
GENEITY CLASSES SHOWED GREATER 
GROWTH THAN THE AVERAGE OR HIGH 
CLASSES. EVIDENCE OF INCONSISTENCY 
WAS ALSO EVIDENT WHEN VARIOUS 
COMBINATIONS OF INITIAL ACHIEVE- 
MENT LEVEL AND CLASS HOMOGENEITY 
WERE ANALYZED. THEREFORE, NAR- 
ROWING THE RANGE OF ABILITY IN 
CLASSES DOES NOT IPSO FACTO IMPROVE 
PUPIL ACHIEVEMENT. PROGRAMS DE- 
SIGNED SPECIFICALLY FOR THE SEVER- 
AL ABILITY LEVELS ARE NEEDED AS A 
CONCOMITANT OF ABILITY GROUPING. 





THIS ARTICLE WAS PUBLISHED IN “THE 
URBAN REVIEW,” VOLUME 2, FEBRUARY 
1967. (NH) 
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DEMANDS FOR GREATER COMMUNITY 
INVOLVEMENT IN AND LOCAL CONTROL 
OF PUBLIC SCHOOLS ARE BECOMING IN- 
CREASINGLY INSISTENT. IN SEVERAL OF 
NEW YORK CITY’S SCHOOL DISTRICTS 
LOCAL BOARDS HAVE TAKEN THE INITIA- 
TIVE TO HEIGHTEN THEIR EFFECTIVE- 
NESS AND POWERS, BUT THEY AND OTH- 
ERS DISAGREE ABOUT DEFINITION OF 
DECENTRALIZATION AND WAYS TO IM- 
PLEMENT IT. AN EFFECTIVE PLAN MUST 
CLARIFY (1) SELECTION PROCEDURES 
FOR LOCAL SCHOOL BOARDS, (2) WAYS TO 
APPOINT THE LOCAL SUPERINTENDENT, 
(3) BUDGET QUESTIONS, (4) DEPLOYMENT 
OF PERSONNEL, AND (5) SCHOOL DIS- 
TRICT BOUNDARIES. WIDESPREAD COM- 
MUNITY REPRESENTATION ON LOCAL 
BOARDS IS ONE WAY TO HAVE LOCAL 
LOYALTY AND PROBLEMS BETTER RE- 
FLECTED IN THE SCHOOLS. A TYPICAL 11- 
MEMBER GROUP MIGHT INCLUDE FIVE 
PARENTS, TWO TEACHERS, THREE COM- 
MUNITY ORGANIZATION REPRESENTA- 


IAL. THE DISTRICT SUPERINTENDENT 
SHOULD BE CHOSEN BY THE CRITERIA 
OF LOCAL SELECTION, FOCUS OF HIS 
LOYALTIES, ACCOUNTABILITY AND 
ABILITY TO DEVELOP COMMUNITY INV- 
OLVEMENT. LUMP SUM APPROPRIATIONS 
WOULD AID LOCAL PLANNING FOR BUDG- 
ET ALLOCATIONS AND LOCAL CONTROL 
OVER THE DEVELOPMENT OF STAFF. 
SUCH BUDGET CONTROL IS THE SINGLE 
MOST IMPORTANT WAY TO RESPOND TO 
COMMUNITY INTEREST AND TO ENCOUR- 
AGE INNOVATION AND PROVIDE FLEXIB- 
ILITY. PRACTICAL DECENTRALIZED 
BOUNDARIES MIGHT BE DERIVED FROM 
EDUCATIONAL PARKS, STRENGTHENING 
THE PRESENT 31 SCHOOL DISTRICTS OR 
REORGANIZING THEM INTO 15 NEW 
AREAS, OR FROM CREATING FIVE NEW 
BOROUGH-WIDE DIVISIONS. THIS ARTI- 
CLE WAS PUBLISHED IN “THE URBAN RE- 
VIEW,” VOLUME 2, FEBRUARY 1967. (NH) 
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THE TEACHING AND LEARNING PRO- 
VIDED BY BOTH THE MASS MEDIA AND 
THE SCHOOLS SHOULD BE ANALYZED. 
THIS RESEARCH WOULD CONCENTRATE 
ON NETWORK TELEVISION AND THE 
URBAN AND SUBURBAN LOWER MIDDLE 
CLASS SCHOOLS AND COMPARE THEIR 
SUCCESS AS EDUCATIONAL INSTITU- 
TIONS. THE ANALYSIS COULD COMPARE 
THE STRUCTURES OF THESE INSTITU- 
TIONS AND THEIR FUNCTIONS AND 
PROBLEMS (E.G. THEIR CONTENT, AD- 
MINISTRATIVE STRUCTURE, AND ROLES 
AS INSTRUMENTS OF SOCIALIZATION AND 
PERPETUATORS OF AMERICAN CULT- 
URE). THESE MEDIA OFFER IDEALIZED 
ROLE MODES, A MORE REALISTIC “POLI- 
TICAL” VIEW OF CURRENT EVENTS AND 
INSTITUTIONS, AND TRAINING IN “CON- 
SUMPTION AND SPECTATORING,” IN CON- 
TRAST TO THE 19TH CENTURY PURITAN 
TRADITION THAT THE SCHOOLS OFFER. 
BOTH INSTITUTIONS ENCOURAGE A MOB- 
ILITY WHICH IS STRATIFIED WITHIN 
CLASS HIERARCHIES AND WHICH DOES 
NOT UPSET THE STATUS QUO. A CO- 
MPARATIVE ANALYSIS SUCH AS THIS 
RAISES POLICY IMPLICATIONS ABOUT 
THE OPTIMAL ENVIRONMENT FOR 
LEARNING AND THE CONTENT TO BE 
TAUGHT WITHIN EACH OF THESE DIF- 
FERENT INSTITUTIONS. WITHIN THE 
PLURALISTIC TRADITION OF AMERICAN 
SOCIETY, BOTH INSTITUTIONS ARE COM- 
PETING FOR “CULTURAL POWER,” AND TO 
REAP THE BENEFITS OF THIS PLURAL- 
ISM, ONE SHOULD DETERMINE THE 
AREAS IN WHICH EACH IS PARTICULA- 
RLY EFFECTIVE AND IN WHAT WAYS 
EACH CAN BENEFIT FROM THE OTHER. 
THIS ARTICLE WAS PUBLISHED IN “THE 
URBAN REVIEW,” VOLUME 2, FEBRUARY 
1967. (NH) 
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MORE EFFECTIVE SCHOOLS, A NEW 
YORK CITY SPECIAL SCHOOL PROGRAM, 
IS CRITICALLY EVALUATED HERE. THE 
PROGRAM, INITIATED BY THE UNITED 
FEDERATION OF TEACHERS (UFT), AND 
DEVELOPED BY THE BOARD OF EDUCAT- 
ION, THE COUNCIL OF SUPERVISORY AS- 
SOCIATIONS, AND THE UFT, EMPHASIZES 
THE IMPORTANCE OF A GUIDANCE AP- 
PROACH IN TEACHING GHETTO CHILD- 
REN. THE CLASSES IN THE 21 PARTI- 
CIPATING SCHOOLS HAVE A MAXIMUM 
SIZE OF 22 STUDENTS, AND THE PROGRAM 
OFFERS SUPPLEMENTARY HEALTH AND 
COMMUNITY SERVICES, “CLUSTER” 
CLASS ARRANGEMENTS, AND HETERO- 
GENEOUS GROUPING. IT IS FELT THAT 
THE PROGRAM HAS BEEN A TREMEN- 
DOUS FAILURE. THIS CRITICISM IS 
BASED ON FIRSTHAND EXPERIENCE, 
FROM WHICH THE ROLES OF THE ADM- 


INISTRATION AND THE TEACHERS WERE 
ANALYZED. THE ADMINISTRATION WAS 
FOUND TO BE RIGID, RESTRICTIVE, AND 
UNIMAGINATIVE, AND THE TEACHERS 
INEXPERIENCED, IN CONFLICT WITH 
ONE ANOTHER, AND OFTEN HOSTILE TO 
THE CHILDREN. CRITICIZED TOO IS THE 
EMASCULATION OF SOME OF THE BEST 
FEATURES OF THE INITIAL PLAN BE- 
CAUSE OF A LACK OF MONEY AND INSPIR- 
ING PRINCIPALS. THIS ARTICLE WAS PUB- 
LISHED IN “THE URBAN REVIEW,” VO- 
LUME 2, FEBRUARY 1967. (NH) 
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THE SUCCESSES AND FAILURES OF THE 
NEIGHBORHOOD YOUTH CORPS (NYC) ARE 
DISCUSSED IN THIS JOURNAL ISSUE DE- 
VOTED TO THE PROGRAM. IT IS NOTED 
THAT ALTHOUGH A LACK OF DATA MAKES 
IT DIFFICULT TO REALISTICALLY EV- 
ALUATE NYC, ITS ADMINISTRATORS 
STRONGLY DEFEND THE PROGRAM'S RE- 
CORD IN DECREASING DROPOUTS AND JU- 
VENILE CRIME, AND IN IMPROVING 
SCHOOL PERFORMANCE, HIRING PRAC- 
TICES, AND CONTINUING EDUCATION. 
THE PROGRAM’S CRITICS, HOWEVER, 
MAINTAIN THAT THE NYC IS RIDDEN 
WITH POLITICAL MANIPULATION, FRE- 
QUENTLY OFFERS ONLY MENIAL WORK, 
AND OVER-EMPHASIZES SCHOOL PRO- 
GRAMS WHILE NEGLECTING OUT-OF- 
SCHOOL PROJECTS FOR JOBLESS YOUTH. 
THE FOLLOWING PAPERS ARE PART OF 
THE JOURNAL-(1) JACK HOWARD, NEIGH- 
BORHOOD YOUTH CORPS-WASHINGTON 
VIEWS THE RECORD, (2) ROBERT 
SCHRANK, QUOTAS VS. QUALITY IN THE 
BIG CITY, (3) TED SEAVER, MISSISSIPPI’S 
“SIX MONTH BAG,” AND (4) WILLIAM W. 
WATTENBERG, PROFILE OF A SCHOOL 
PROGRAM. ALSO INCLUDED IS A TRAN- 
SCRIPT OF A DISCUSSION IN WHICH THE 
PARTICIPANTS WERE MARK BATTLE, 
PAUL GOODMAN, ROBERT SCHRANK, SAR 
LEVITAN, ELI COHEN, AND LOUIS KAPP. 
THIS ISSUE OF “AMERICAN CHILD” IS 
SPRING 1967. (NH) 
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A RESEARCH METHODOLOGY HAS BEEN 
DESIGNED TO PREDICT DROPOUT BEHA- 
VIOR AMONG URBAN NEGRO BOYS WHO 
CONFRONT CONVENTIONAL HIGH 
SCHOOL PRESSURES. IT WAS HYPOTHE- 
SIZED THAT THE DETERMINING INDICA- 
TORS OF DROPOUT BEHAVIOR LIE WITH- 
IN THE SOCIAL-PERSONAL CHARACTER- 
ISTICS OF THE INDIVIDUAL RATHER 
THAN IN THE SYSTEMATIZED, SOME- 
TIMES HOSTILE DEMANDS IMPOSED 
UPON THE INDIVIDUAL STUDENT BY THE 
SCHOOL TO WHICH HE CANNOT ADEQUAT- 
ELY RESPOND OR ADJUST. THUS THE 
CHILD’S PRIOR PREPARATION FOR THE 
SCHOOL EXPERIENCE IS OF KEY IMPORT- 
ANCE. ATTENDANCE, GRADES, NUMBER 
OF RETAINMENTS, AND PARTICIPATION 
IN SCHOOL ACTIVITIES WERE IDENTI- 
FIED AS THE CHARACTERISTIC ELE- 
MENTS OF DROPOUT BEHAVIOR, OR “AT- 
TENDANCE STATUS.” IN TESTING THE VA- 
LIDITY OF THE HYPOTHESIZED MODEL, 
RESEARCH PERSONNEL FOUND THAT IQ, 
ACADEMIC TOOLS AND READINESS, SELF- 
IMAGE, PEER ADJUSTMENT, FAMILY AND 
COMMUNITY STATUS, FAMILY STRUC- 
TURE, AND PARENTAL INVOLVEMENT 
WERE THE SOCIAL-CULTURAL VARIA- 
BLES AFFECTING ATTENDANCE STATUS. 
SIGNIFICANTLY, DIFFERENTIAL RES- 
P})NSES TO A COMMON SCHOOL ENVIRON- 
MENT WERE ELICITED FROM SOCIOECO- 
NOMICALLY SIMILAR SUBJECTS. THUS, 
CONTRARY TO MOST SOCIOLOGICAL 
THOUGHT, SIMILAR ENVIRONMENTS DO 
NOT NECESSARILY CAUSE SIMILAR ACA- 
DEMIC PERFORMANCE AND INTRA-CLASS 
ACADEMIC DIFFERENCES DO EXIST. IN 
AN ATTEMPT TO TEST THE RELIABILITY 
OF THE PREDICTIVE INSTRUMENTS, IT 
WAS FOUND THAT SCHOOL RECORDS AND 
FAMILY STRUCTURE VARIABLES APPAR- 
ENTLY PREDICT EARLY SCHOOL LEAV- 
ERS BETTER, AND THAT THE PARENTAL 
INVOLVEMENT AND PERSONAL-SOCIAL 
RELATIONS VARIABLES APPEAR TO 
PREDICT THE LATE LEAVERS BETTER. 
THESE FINDINGS MIGHT BE USED TO ES- 
TABLISH CLINICAL METHODS OF DRO- 
POUT COUNSELING. RELIABILITY TEST- 
ING NEEDS TO BE CONTINUED. TABLES 
ARE APPENDED. (LB) 
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TWO APPROACHES ARE USED IN DEFIN- 
ING THE “LOWER CLASS.” ONE APPROACH 
DEFINES GROUPS BY CLASS CHARACTER- 
ISTICS, THE OTHER BY STATUS CRITERIA. 
THE TWO APPROACHES, NEVERTHELESS, 
CAN BE COMBINED. ALTHOUGH THEY 
SEEM TO MAKE SEPARATE CONTRIBU- 
TIONS TO THE CATEGORIZATION OF THE 
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POPULATION, CLASS AND STATUS VARIA- 
BLES CAN BE WELDED TOGETHER BY DI- 
CHOTOMIZING ECONOMIC STATUS AND 
FAMILIAR STABILITY INTO HIGH AND 
LOW SECURITY LEVELS. THE LOWER 
CLASSES MAY THEN BE CHARACTERIZED 
BY FOUR CELLS. CELL 1, THE MAJORITY, 
ARE THE STABLE POOR WITH A REGULAR 
INCOME AND FAMILY STABILITY. CELL 2 
ARE THE “STRAINED” WHO ARE ECONOM- 
ICALLY SECURE BUT WHOSE FAMILY 
STRUCTURE IS UNSTABLE. CELL 3 CON- 
TAINS THE “COPERS,” THE ECONOMICA- 
LLY INSECURE WITH STABLE FAMILIES. 
CELL 4 ARE THE TYPICALLY LOWER- 
CLASS GROUP, BOTH ECONOMICALLY 
AND PERSONALLY UNSTABLE. THE POOR 
ARE FURTHER DESCRIBED AS “CHRON- 
ICS” (HARD CORE), “PRECHRONICS” (HIGH 
RISKS) AND “SUBCHRONICS” (GREATER 
COPING ABILITIES). EACH TYPE RE- 
QUIRES DIFFERENT STRATEGIES. THE 
STABLE GROUP MAY BE HELPED BY 
RAISING THEIR INCOMES AND INCREAS. 
ING SOCIAL SECURITY BENEFITS. MOV- 
ING SOME OF THE STRAINED GROUP TO 
AREAS WITH LOW RATES OF DISTUR- 
BANCES AND OFFERING ECONOMIC AID 
AND FAMILY CASEWORK WOULD HELP 
THEM. THE COPERS NEED ECONOMIC AID, 
WHEREAS THE UNSTABLE GROUP WOULD 
BE HELPED IF THERE WERE GREATER 
EFFORTS TO IMPROVE THE EDUCATION 
OF THEIR YOUTH AND TO MAKE SPECIAL- 
IZED SOCIAL SERVICES AVAILABLE TO 
THEM. CHANGE WILL COME FROM POLITI- 
CAL ACTION BY THE POOR, SPURRED ON 
BY DESEGREGATION EFFORTS WHICH 
WILL JOIN ALL MINORITY GROUPS IN A 
SOCIAL CLASS ISSUE. AVAILABLE IN 
SHOSTAK, ARTHUR B., ED. NEW PERSPEC- 
TIVES ON POVERTY, BY A.B. SHOSTAK 
AND WILLIAM GOMBERG, ED. ENGLE- 
WOOD CLIFFS N.Y., PRENTICE-HALL INC., 
P.22-39. (NH) 
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A STUDY WAS CONDUCTED TO DETER- 
MINE THE COGNITIVE, AFFECTIVE, MOTI- 
VATIONAL, AND PHYSICAL CHARACTER- 
ISTICS OF HIGH-ACHIEVING STUDENTS 
FROM A DEPRIVED ENVIRONMENT. THE 
RELATIONSHIP OF THE STUDENT'S SEX 
TO HIS ACHIEVEMENT STATUS WAS ALSO 
ASSESSED. THE SUBJECTS, 160 10-YEAR- 
OLD FIFTH-GRADE NEGRO CHILDREN, 
WERE DIVIDED INTO LOW-ACHIEVING 
AND HIGH-ACHIEVING GROUPS. RE- 
SEARCH PERSONNEL ADMINISTERED TO 
ALL CHILDREN BOTH INDIVIDUAL AND 
GROUP PSYCHOLOGICAL TESTS, SUCH AS 
AN OBJECT SORTING TASK AND THE 


WECHSLER INTELLIGENCE SCALE FOR 
CHILDREN, AND SEVERAL PAPER AND 
PENCIL GROUP DEVICES SUCH AS THE 
SELF-APPRAISAL SCALE. IN ADDITION, 
EACH CHILD WAS INTERVIEWED BY A 
PSYCHOLOGIST AND APPRAISED BY HIS 
CLASSROOM TEACHER. SIGNIFICANTLY, 
THE SELF- AND TEACHER-APPRAISALS 
CORRELATED MOST HIGHLY WITH THE 
STUDENT’S ACHIEVEMENT STATUS. THE 
HIGH-ACHIEVERS WERE MORE STABLE, 
SELF-REALIZING, AND CAUTIOUS IN 
THEIR THINKING. ALSO, THEY WERE 
MORE SUCCESSFUL THAN THE LOw. 
ACHIEVERS AT THOSE TASKS REQUIRING 
VERBAL INFORMATION, CONCEPTUAL 
ABILITIES, AND COGNITIVE SKILLS. 
THUS THE HIGH-ACHIEVERS SURPASSED 
THE LOW-ACHIEVERS IN THOSE ABILI- 
TIES AND SKILLS TRADITIONALLY EM. 
PHASIZED IN SCHOOL. THEY DID NOT 
SURPASS THEM, HOWEVER, IN LINGUIST- 
IC COMPLEXITY, CREATIVITY, AND CUR. 
IOSITY. ORGANIZATIONAL SKILLS, FOR- 
MAL LANGUAGE, AND EMOTIONAL ANXI- 
ETY WERE SOME OF THE PROBLEM 
AREAS COMMON TO BOTH GROUPS. THE 
SCHOOL MUST BE CAREFUL NOT TO IG- 
NORE THESE STRENGTHS AND WEAK- 
NESSES, AND SHOULD DEVELOP COGNI- 
TIVE AND EGO COMPETENCE IN BOTH 
LOW- AND HIGH-ACHIEVERS. RELEVANT 
DATA IS PRESENTED IN THE APPENDIX- 
ES TO THIS EXTENSIVE REPORT. AVAILA- 
BLE AS PART OF THE RESEARCH STUDIES 
SERIES FROM ASSOCIATED EDUCATION- 
AL SERVICES CORP., 630 FIFTH AVE., NEW 
YORK, N.Y. 10020. 
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PRESENTED IN THIS REPORT IS AN IN- 
TERIM EVALUATION OF A NEW YORK 
CITY PROGRAM TO TRANSFER NINTH- 
GRADE PUPILS FROM 38 TRUNCATED JU- 
NIOR HIGH SCHOOLS TO ACADEMIC HIGH 
SCHOOLS. AS THE FIRST STEP TOWARD A 
CITY-WIDE SYSTEM OF 4-YEAR COMPRE- 
HENSIVE HIGH SCHOOLS, THE TRANSFER 
PROGRAM ATTEMPTED TO IMPROVE THE 
ETHNIC BALANCE IN THE SCHOOLS AND 
TO MOTIVATE THE DISADVANTAGED 
NINTH GRADERS WHO WERE TRANSF- 
ERRED. SEVEN SAMPLE ACADEMIC HIGH 
SCHOOLS AND SIX COMPARISON JUNIOR 
HIGH SCHOOLS WERE USED IN THE EVAL- 
UATION. INFORMATION WAS GATHERED 
FROM STUDENT DATA SHEETS AND FROM 
EVALUATIONS BY PRINCIPALS, GUI- 
DANCE STAFF, AND TEACHERS. AREAS 
EXPLORED WERE THE REACTIONS OF 
SCHOOL PERSONNEL TO THE PROGRAM, 
ORGANIZATIONAL AND CURRICULAR 
CHANGES IN THE SAMPLE HIGH SCHOOLS, 
AND THE TRANSFERRED STUDENTS’ ACA- 





DEMIC PERFORMANCE AS INDICATED BY 
CHANGES IN THEIR READING COMPRE- 
HENSION SCORES, SCHOLASTIC ACHIE- 
VEMENT, AND ATTENDANCE. ACCORDING 
TO REPORTS OF THE SCHOOL PERSON- 
NEL, THE TRANSFERRED STUDENTS HAD 
SOCIAL ADJUSTMENT PROBLEMS AND 
WERE EDUCATIONALLY RETARDED 
UPON ARRIVAL. DURING A 7-MONTH PER- 
10D, THEY GAINED NINE MONTHS IN 
THEIR LEVEL OF READING COMPREHEN- 
SION WHEREAS THE NINTH GRADERS IN 
THE COMPARISON JUNIOR HIGH SCHOOLS 
GAINED ELEVEN MONTHS DURING THE 
SAME PERIOD OF TIME. HOWEVER, 
THERE WERE TWICE AS MANY HIGH 
SCHOOL STUDENTS AS JUNIOR HIGH 
SCHOOL STUDENTS WHO TESTED AT OR 
ABOVE THE NORM IN READING COMP- 
REHENSION. THE FINDINGS ALSO RE- 
VEAL THAT ABOUT TWO-THIRDS OF THE 
TRANSFER GROUP PASSED FOUR OR FIVE 
MAJOR SUBJECTS. ATTENDANCE AMONG 
THIS GROUP WAS POORER AFTER THEY 
WERE TRANSFERRED THAN IT HAD BEEN 
BEFORE. APPENDIXES INCLUDE THE INS- 
TRUMENTS USED IN THE EVALUATION 
AND TABULATED DATA ON THE ETHNIC 
CENSUS AND ON READING COMPREHEN- 
SION SCORES. (LB) 
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THE DATA FROM THE SEVERAL 
STUDIES ANALYZED IN THIS REPORT 
HAVE BEEN COLLECTED AS PART OF AN 
ON-GOING EFFORT TO IMPLEMENT THE 
ABT ASSOCIATES’ EDUCATION COST EF- 
FECTIVENESS INSTRUCTIONAL PROCESS 
SUBMODEL, WHICH IS DEVELOPING 
TECHNIQUES TO EVALUATE THE QUANTI- 
TATIVE, CAUSE-AND-EFFECT RELATION- 
SHIP BETWEEN THE INSTRUCTIONAL 
PROCESS AND SCHOLASTIC ACHIEVEM- 
ENT. THE SUBMODEL AND OTHERS OF 
THE OVERALL EDUCATIONAL COST EF- 
FECTIVENESS MODEL, DEVELOPED IN 
RESPONSE TO THE FINDINGS OF “EQUAL- 
ITY OF EDUCATIONAL OPPORTUNITY” 
(THE COLEMAN REPORT), DEVELOP TECH- 
NIQUES TO EVALUATE THE RELATIVE 
SCHOOL, STUDENT, AND COMMUNITY EF- 
FECTS, AND ASSOCIATED EVENTS OF 
TITLE I PROGRAMS FOR THE DISADVANT- 
AGED. THE ANALYZED STUDIES IDENT- 
IFY SPECIFIC QUANTITATIVE DATA OM (1) 
COMMUNITY AND HOME ENVIRONMENT 
VERSUS ACHIEVEMENT, AND (2) SCHOOL 
ENVIRONMENT VERSUS ACHIEVEMENT. 
ALSO, TO DEMONSTRATE THE RELATIVE 
MAGNITUDES OF ENVIRONMENTAL VE- 
RSUS INSTRUCTIONAL FACTORS, A 
SERIES OF CALCULATIONS ARE MADE 
FROM CORRELATIONS IN “EQUALITY OF 
EDUCATIONAL OPPORTUNITY.” IT IS 
FELT THAT OBTAINING THIS QUANTITA- 
TIVE DATA IS DIFFICULT BECAUSE ONLY 
A FEW AVAILABLE STUDIES DEAL EX- 
CLUSIVELY WITH SCHOOL ENVIRON. 
MENT VERSUS ACHIEVEMENT AND THAT 


MUCH OF THIS USEFUL INFORMATION IS 
LIMITED BY RESEARCHERS’ CONCERN 
FOR THE METHODOLOGY OF A STUDY 
RATHER THAN ITS RESULTS. (EF) 
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TO RAISE THE LITERACY LEVELS OF DI- 
SADVANTAGED CHILDREN THROUGH THE 
USE OF INDIGENOUS NONPROFES- 
SIONALS IN A HOME-BASED TUTORING 
PROGRAM THE SUPPLEMENTARY TEACH- 
ING ASSISTANCE IN READING (STAR) PRO- 
GRAM OFFERED READING READINESS 
INSTRUCTION TO 490 FIRST-GRADE CHIL- 
DREN OF LOWER-CLASS PUERTO RICAN 
ORIGIN. MONOLINGUAL AND BILINGUAL 
NONPROFESSIONALS EITHER TUTORED 
THE CHILD IN THE HOME WITH THE PAR- 
ENT OBSERVING AND SUPPLEMENTING 
THE INSTRUCTION OR TAUGHT THE PAR- 
ENT DIRECTLY AND HAD NO CONTACT 
WITH THE CHILD. THE LESSONS IN READ- 
ING READINESS WERE ORGANIZED AR- 
OUND CODE BREAKING, FORMAL LANGU- 
AGE, AND VISUAL-PERCEPTUAL EXERC- 
ISES. THE STAR PROGRAM WAS EVALUAT- 
ED AFTER SIX MONTHS ON THE BASIS OF 
THE SCORES ON NINE TESTS OF 19 STAR 
CHILDREN, 12 STAR DROPOUTS, 90 READ- 
ING CLINIC CHILDREN WHO RECEIVED 
DIRECT HELP FROM READING SPECI- 
ALISTS, AND 23 CONTROLS. THE PREPRO- 
GRAM FUNCTIONING LEVEL OF THE STAR 
CHILDREN WAS NOT AVAILABLE FOR 
COMPARISON. THE RESULTS GENERALLY 
INDICATED THAT THE STAR CHILDREN 
HAD HIGHER MEAN SCORES ON ALL NINE 
TESTS THAN THE OTHER GROUPS. HOW- 
EVER, IN COMPARISON WITH THE NA- 
TIONAL NORMS OF THE METROPOLITAN 
READINESS TESTS, THE STAR CHILDREN 
WERE FUNCTIONING ONLY AT AN “AVER- 
AGE READINESS STATUS,” DESPITE THE 
SPECIAL INTERVENTION EFFORTS. THE 
POSSIBLE DIFFERENCES BETWEEN STAR 
PUPILS WHO RECEIVED DIRECT TUTOR- 
ING FROM THE NONPROFESSIONAL 
AIDES AND THOSE WHO RECEIVED HELP 
FROM THE PARENT TRAINED BY THE 
AIDE WERE NOT SIGNIFICANT. NO AT- 
TEMPT WAS MADE TO CORRELATE PAR- 
ENT INVOLVEMENT AND PUPIL ACHIE- 
VEMENT. (EF) 


ED 013 853 UD 004 095 
FOLEY, WALTER J. 

PUPIL, STAFF, AND EDUCATIONAL FACIL- 
TY CHARACTERISTICS ASSOCIATED WITH 

PUBLIC LAW 89-10 TITLE I PROJECTS IN 
IOWA. INTERIM REPORT, 1 JUNE 1966-31 MAY 
1967. 

IOWA UNIV., IOWA CITY 

PUBDATE 67 

CONTRACT OEC-3-6-001043-1514 


EDRS PRICE MF-$1.25 HC-$11.56 287P. 

DESCRIPTORS *COMPENSATORY ED- 
UCATION PROGRAMS, *DISADVANTAGED 
YOUTH, *PROGRAM EVALUATION, *STA- 
TISTICAL ANALYSIS, ABILITY, ACHIE- 
VEMENT, ASPIRATION, ATTENDANCE, CO- 
MPARATIVE TESTING, ELEMENTARY 
GRADES, ESEA TITLE 1, INDIVIDUAL 
CHARACTERISTICS, IOWA, IOWA PUPIL IN- 
VENTORY, IOWA TESTS OF BASIC SKILLS, 
IOWA TESTS OF EDUCATIONAL DEVEL- 
OPMENT, PERSONNEL, PROFESSIONAL 
PERSONNEL, PROGRAM ADMINISTRAT- 
ION, PROGRAM BUDGETING, SALARIES, 
SCHOOL SERVICES, SECONDARY EDUCAT- 
ION, TABLES (DATA), TESTS, 

THIS DETAILED FOUR-PART REPORT 
ASSESSES THE FIRST YEAR OF COMPEN- 
SATORY EDUCATION PROJECTS ESTAB- 
LISHED IN IOWA UNDER TITLE I OF THE 
1965 ELEMENTARY AND SECONDARY ED- 
UCATION ACT. OVER 95 PERCENT OF 
IOWA’S SCHOOL DISTRICTS, MANY OF 
THEM IN RURAL AREAS, PARTICIPATED 
IN THE PROJECT. THE MOST SIGNIFICANT 
SHORTCOMING OF THE LOCAL PROJECTS 
WAS THEIR LACK OF INVOLVEMENT AT 
THE PRESCHOOL AND EARLY ELEMENT- 
ARY LEVELS. DURING THE FIRST YEAR 
READING REMEDIATION WAS THE PRIN- 
CIPAL OBJECTIVE OF MOST OF THE 
LOCAL PROJECTS, BUT IT IS HOPED THAT 
IN THE SECOND YEAR THEY WILL 
PURSUE A GREATER VARIETY OF PROG- 
RAMS. THE 60 PROJECTS WHICH STATED 
CURRICULUM CHANGE AS A MAJOR GOAL 
AVERAGED 6.06 CHANGES. THE SALARIES 
PAID TO PROJECT ADMINISTRATORS AND 
TEACHERS WERE SLIGHTLY LOWER 
THAN THOSE PAID TO THEIR NONPRO- 
JECT COUNTERPARTS. AS COMPARED 
WITH A SAMPLE OF NONPROJECT PUPILS, 
TITLE I PUPILS HAD A LOWER LEVEL OF 
ACHIEVEMENT, LOWER ASPIRATIONS 
AND EXPECTATIONS, AND POORER 
SCHOOL ATTENDANCE. THE CHIEF INS- 
TRUMENTS USED TO COMPARE THESE 
TWO GROUPS WERE THE IOWA TESTS OF 
EDUCATIONAL DEVELOPMENT, THE 
IOWA TESTS OF BASIC SKILLS, AND THE 
IOWA PUPIL INVENTORY. AN ATTEMPT 
WAS ALSO MADE TO ANALYZE THE IN- 
TERACTIONS OF PUPILS, TEACHERS, AND 
EDUCATIONAL PROGRAMS IN TERMS OF 
ACHIEVEMENT, ATTENDANCE, AND 
CHANGE IN ASPIRATION, TO FIND SIGNI- 
FICANT PREDICTORS TO EVALUATE 
TITLE I PROJECTS. THE COMPLETE ANAL- 
YSIS OF THIS IMFORMATION WILL AP- 
PEAR IN THE FINAL REPORT. (LB) 


ED 013 854 UD 004 099 
ROHWER, WILLIAM D.,JR. AND OTHERS 
LEARNING EFFICIENCY AS A FUNCTION OF 
DEPICTION, VERBALIZATION, GRADE AND 
SOCIAL CLASS. 

PUBDATE 67 

EDRS PRICE MF-$0.25 HC-$0.56 12P. 

DESCRIPTORS *AGE DIFFERENCES, *CO- 
MPARATIVE ANALYSIS, *PAIRED ASSO- 
CIATE LEARNING, *SOCIAL DIFFERENCE- 
S, ANALYSIS OF VARIANCE, GRADE 1, 
GRADE 3, KINDERGARTEN CHILDREN, 
LOWER CLASS, MIDDLE CLASS, PERCEPT- 
ION, RESEARCH, VERBAL COMMUNICAT- 
ION, 

LEARNING EFFICIENCY AS A FUNC- 
TION OF DEPICTION, VERBALIZATION, 
GRADE LEVEL, AND SOCIAL CLASS WAS 
EXPLORED BY ASKING 384 KINDERGAR- 
TEN, FIRST-, THIRD-, AND SIXTH-GRADE 
CHILDREN FROM BOTH MIDDLE-CLASS 
AND LOWER-CLASS AREAS TO LEARN A 
LIST OF 24 PAIRED ASSOCIATES. ALL 
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PAIRS WERE PRESENTED PACTORIALLY 
BY A STUDY-TEST METHOD; FOR TWO 
LEARNING TRIALS. THE FIRST MANIPU- 
LATED FACTOR, DEPICTION, HAD TWO LE- 
VELS-—“STILL,” IN WHICH THE TWO 
OBJECTS IN EACH PAIR WERE STATION- 
ARY WHEN RECORDED ON MOVIE FILM 
AND “ACTION,” IN WHICH THE TWO 
OBJECTS IN EACH PAIR WERE MOVING 
WHEN PHOTOGRAPHED. TO TEST THE SE- 
COND FACTOR, VERBALIZATION, THE EX- 
PERIMENTER EITHER NAMED ALOUD 
THE TWO OBJECTS IN EACH OF THE PAIRS 
OR UTTERED A SENTENCE CONTAINING 
THE NAMES OF THE TWO OBJECTS IN 
EACH PAIR. AS PREDICTED, BOTH ACTION 
DEPICTION AND SENTENCE VERBALIZA- 
TION PRODUCED INCREASES IN LEARN- 
ING EFFICIENCY AND OLDER CHILDREN 
LEARNED MORE RAPIDLY THAN YOUN- 
GER ONES. QUITE UNEXPECTEDLY, HOW- 
EVER, CHILDREN FROM LOWER-CLASS 
AREAS LEARNED AS EFFICIENTLY AS 
THOSE FROM MIDDLE-CLASS AREAS DES- 
PITE THE INFERIOR PERFORMANCE OF 
THE FORMER ON STANDARDIZED TESTS. 
THE DIFFERENCES BETWEEN LEARNING 
CONDITIONS IN THE CLASSROOM AND 
THOSE IN THE LABORATORY COULD AC- 
COUNT FOR THE DISCREPANCY BE- 
TWEEN TEST AND LEARNING TASK PERF- 
ORMANCE. (AUTHOR) 


ED 013 855 UD 004 135 
TABA,HILDA ELKINS, DEBORAH 
TEACHING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 

PUBDATE 66 

DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CULTURAL DISADVAN- 
TAGEMENT, *CURRICULUM GUIDES, *DI- 
SADVANTAGED YOUTH, *TEACHING PRO- 
CEDURES, *TEACHING TECHNIQUES, 
CURRICULUM, DIAGNOSTIC TESTS, EDU- 
CATIONAL ENVIRONMENT, ENGLISH 
CURRICULUM, EVALUATION, FAMILY 
LIFE, GRADE 6, GRADE 7, GRADE 8, 
HUMAN RELATIONS, JUNIOR HIGH 
SCHOOL STUDENTS, LEARNING, SELF 
CONCEPT, SOCIAL STUDIES, 

TWO CURRICULUM SEQUENCES, DE- 
SIGNED FOR A GROUP OF PREDOMINAN- 
TLY NEGRO SIXTH- AND SEVENTH-GRAD- 
ERS AND FOR A GROUP OF WHITE SE- 
COND-GENERATION AMERICAN EIGHTH- 
GRADERS, ARE PRESENTED HERE AS INS- 
TRUCTIONAL GUIDELINES FOR TEACH- 
ERS OF DISADVANTAGED STUDENTS. THE 
SIXTH- AND SEVENTH-GRADE CURRICU- 
LUM UNIT ON THE “FAMILY OF MAN” 
STRESSES INSIGHTS INTO THE NATURE 
OF HUMAN ACTIVITIES AND ASPIRAT- 
IONS, AND A COMPREHENSION OF THE 
ACTUAL AND SYMBOLIC WALLS WHICH 
PEOPLE BUILD. PEER RELATIONSHIPS, 
THE FAMILY, AND IMMIGRATION POP- 
ULATIONS AND PROBLEMS ARE TOPICS 
IN THE EIGHTH-GRADE CURRICULUM. 
BOTH CURRICULUMS EMPHASIZE AN UN- 
DERSTANDING OF SELF AND SOCIETY. 
EVALUATIONS OF THE TWO PROGRAMS 
DESCRIBE THE PUPILS’ GROWTH IN ATTI- 
TUDES, ~PERCEPTIONS, AND ACADEMIC 
SKILLS. INTRODUCTORY TO THE PRESE- 
NTATION OF THE TWO CURRICULUMS IS 
A GENERAL DESCRIPTION OF CULTURAL 
DEPRIVATION IN SCHOOL LEARNING AND 
A DIAGNOSIS OF THE EMOTIONAL, SO- 
CIAL, AND EDUCATIONAL DEFICIENCIES 
AND ABILITIES OF THESE STUDENTS. 
ALSO PRESENTED IS A CHAPTER ON SPE- 
CIFIC INSTRUCTIONAL GUIDELINES 
WHICH INCLUDES DISCUSSION OF MOT- 
IVATION TECHNIQUES, PACING, AND THE 
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NEED FOR CONTINUAL DIAGNOSIS OF 
STUDENTS’ NEEDS AND PROGRESS AS AN 
INTEGRAL PART OF THE TEACHING PROC- 
ESS. EXCERPTS FROM ACTUAL CLASS DI- 
SCUSSIONS AND STUDENT COMPOSITIONS 
ARE USED THROUGHOUT THE BOOK. 
AVAILABLE FROM RAND MCNALLY AND 
CO., CHICAGO, ILL. (LB) 


ED 013 856 UD 004 150 
NEARINE, ROBERT J. 
WHERE THE ACTION IS-AN EVALUATION, 
PROJECT 64-1. 
HARTFORD BOARD OF EDUCATION, CONN. 
PUBDATE- 67 
EDRS PRICE MF-$0.75 HC-$6.60 163P. 
DESCRIPTORS *DISADVANTAGED 
YOUTH, *PROGRAM EVALUATION, 
*SCHOOL SERVICES, *SPECIAL PRO- 
GRAMS, COUNSELORS, CULTURAL EN- 
RICHMENT, CURRICULUM DEVELOPM- 
ENT, ELEMENTARY SCHOOLS, HEALTH 
SERVICES, HIGH SCHOOLS, HIGHER HORI- 
ZONS, LANGUAGE INSTRUCTION, READ- 
ING INSTRUCTION, SCHOOL PSYCHOLOG- 
ISTS, SOCIAL WORKERS, SPECIALISTS, 
SPEECH THERAPY, TABLES (DATA), 
PROJECT 64-1, AN ENRICHMENT PRO- 
JECT IN THE HARTFORD, CONN., SCHOOLS 
WHICH IS EVALUATED HERE, IS A MODI- 
FIED HIGHER HORIZONS PROGRAM 
WHICH PROVIDES INCREASED SPECIAL 
SERVICES AND CULTURAL ACTIVITIES TO 
DISADVANTAGED YOUTH IN 14 ELEMENT- 
ARY AND TWO HIGH SCHOOLS. THE ULTI- 
MATE GOALS OF THE PROJECT ARE TO 
HELP THESE YOUTH DEVELOP A SELF- 
IMAGE WHICH WILL MAKE THEM REACH 
FOR HIGHER EDUCATIONAL AND VOCA- 
TIONAL GOALS, AND TO ACADEMICALLY 
AND CULTURALLY EQUIP THEM FOR THE 
COMPETITION FOR EDUCATIONAL AND 
EMPLOYMENT OPPORTUNITIES. THE IM- 
MEDIATE GOALS OF THE PROJECT ARE TO 
MOTIVATE THE STUDENTS TO TAKE AD- 
VANTAGE OF THE SCHOOL’S EDUCATION- 
AL OFFERINGS, ASSIST THEM WITH 
THEIR SCHOOL ADJUSTMENT BY COM- 
PENSATING FOR THEIR INADEQUATE 
HOME ENVIRONMENT, AND PROVIDE THE 
SCHOOLS WITH SPECIFIC INFORMATION 
ABOUT THE STUDENTS’ ABILITIES AND 
POTENTIAL SO THAT TEACHERS CAN 
PLAN INDIVIDUALIZED INSTRUCTION. IN 
ADDITION TO CURRICULUM DEVELOP- 
MENT AND READING IMPROVEMENT IN- 
STRUCTION, THE PROGRAM OFFERS 
HEALTH SERVICES AND CULTURAL EN- 
RICHMENT ACTIVITIES, AND PROVIDES 
THE SERVICES OF SPEECH AND HEARING 
THERAPISTS, PSYCHOLOGICAL EXAMIN- 
ERS, GUIDANCE COUNSELORS, AND 
SCHOOL SOCIAL WORKERS. EACH OF 
THESE COMPONENTS OF THE PROJECT 
ARE BRIEFLY EVALUATED IN THIS REP- 
ORT. IT IS NOTED THAT ALTHOUGH EVA- 
LUATION IS AN ONGOING PROCESS, AND 
THEREFORE ALWAYS INCOMPLETE, THE 
PRESENT INDICATIONS ARE THAT THE 
RESULTS OF THE PROJECT ARE FAVORA- 
BLE. (JL) 


ED 013 857 24 UD 004 151 

BEKER, JEROME 

A STUDY OF INTEGRATION IN RACIALLY IM- 

BALANCED URBAN PUBLIC SCHOOLS-A 

DEMONSTRATION AND EVALUATION. 

FINAL REPORT. 

SYRACUSE UNIV., N.Y., YOUTH DEVELOP- 
MENT CENTER 

REPORTNUMBER CRP-D-125 

REPORTNUMBER BR-5-1322 

PUBDATE MAY 67 

CONTRACT OEC-5-10-117 


EDRS PRICE MF-$2.25 HC-$22.04 549P.. 

DESCRIPTORS *NEGROES, *NORTHERN 
SCHOOLS, *SCHOOL INTEGRATION, COM- 
MUNITY ATTITUDES, » CONSULTANTS, 
ELEMENTARY SCHOOLS, INTEGRATION 
EFFECTS, INTERGROUP RELATIONS, JU- 
NIOR HIGH SCHOOLS, NEGRO ATTITUDES, 
PARENT REACTION, PARENTAL BACK. 
GROUND, PILOT PROJECTS, RESEARCH, 
SPECIAL SERVICES, STUDENT IM. 
PROVEMENT, TABLES (DATA), TESTING, 
URBAN SCHOOLS, 

THE PILOT PROJECT WHICH IS RE- 
VIEWED IN THIS REPORT EVALUATED 
THE FIRST STEPS TAKEN TOWARD THE 
DESEGREGATION OF THE ELEMENTARY 
AND JUNIOR HIGH SCHOOLS OF A MEDI- 
UM-SIZED NORTHERN CITY. PART OF THE 
ACTIVITIES OF THE PROJECT WAS A SO- 
CIOPOLITICAL CASE STUDY OF THE COM- 
MUNITY DECISION-MAKING PROCESS, 
WHICH OBSERVED AND RECORDED 
CITY’S INITIAL DESEGREGATION EFF- 
ORTS. A DEMONSTRATION PROGRAM, AN- 
OTHER ACTIVITY, ASSESSED THE EFFEC- 
TIVENESS OF AN “INTEGRATION TEAM” 
OF FOUR “HUMAN RELATIONS SPECI- 
ALISTS” WHO PROVIDED INFORMATION 
AND COUNSELING AND GENERAL ADMIN. 
ISTRATIVE SERVICES IN THE DESEGRE- 
GATED SCHOOLS. A TESTING PROGRAM 
WHICH INCLUDED ACADEMIC, SOCIAL, 
AND PERSONAL VARIABLES ALSO WAS 
CONDUCTED AMONG THE STUDENTS IN 
DESEGREGATED SCHOOLS AND AP- 
PROPRIATE COMPARISON GROUPS, AND 
THE OPINIONS OF PARENTS REGARDING 
THE CHANGE AND ITS EFFECTS WERE 
SURVEYED. THE RESULTS OF THE FOR- 
MAL TESTING WERE NOT CONCLUSIVE, 
BUT IT SEEMED THAT NO ONE INVOLVED 
WAS HARMED BY THE DESEGREGATION 
EFFORTS AND THAT THERE WERE SOME 
BENEFITS. SIGNIFICANTLY, NEGRO 
MOTHERS WHOSE CHILDREN WERE 
BUSED TO A WHITE MIDDLE-CLASS 
SCHOOL HAD POSITIVE ATTITUDES TO- 
WARD THE CHANGE AND THE BUSING. 
QUESTIONS ARE RAISED IN THE REPORT 
ABOUT THE RELATIONSHIP OF THE INTE- 
GRATION SPECIALISTS TO THE SCHOOL 
SYSTEM, AND A SUGGESTION MADE FOR 
A LONG-RANGE SOLUTION TO SEGREGA- 
TION IN THE FORM OF AN EDUCATIONAL 
PARK FOR FUTURE ELEMENTARY EDU- 
CATION. EXTENSIVE TABLES AND AP- 
PENDIXES ARE INCLUDED IN THIS REP- 
ORT. (LB) 
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THE DISADVANTAGED CHILD AND THE 
LANGUAGE ARTS. 

MICHIGAN ST. DEPT. OF PUBLIC INSTR., 

LANSING 
REPORT NUMBER MSDPI-BULL-368 
PUBDATE 64 
EDRS PRICE MF-$0.25 HC-$1.40 33P. 

DESCRIPTORS *DISADVANTAGED 
YOUTH, *LANGUAGE ARTS, GREAT CITIES 
PROJECT, GUIDELINES, MICHIGAN, 
OBJECTIVES, PROGRAM DESCRIPTIONS, 
RESEARCH NEEDS, TEACHER EDUCAT- 
ION, TEACHING TECHNIQUES, 

A REPORT OF THE MICHIGAN STATE 
CURRICULUM COMMITTEE FOR LANGU- 
AGE ARTS, THIS BULLETIN DISCUSSES 
THE CULTURALLY DISADVANTAGED 
CHILD AND IDENTIFIES HIS LANGUAGE 
DIFFICULTIES, LISTS MINIMUM TASKS 
AND REALISTIC OBJECTIVES FOR TEACH- 
ERS OF THIS GROUP, AND DESCRIBES 
SOME TECHNIQUES DEVELOPED BY THE 
GREAT CITIES PROJECT SCHOOLS AND 
SOME CURRENT PRACTICES IN MICHIGAN 





LANGUAGE ARTS PROGRAMS. ON THE 
BASIS OF THIS INFORMATION THE COM- 
MITTEE MAKES RECOMMENDATIONS TO 
BOTH LOCAL SCHOOL SYSTEMS AND TO 
TEACHER EDUCATION INSTITUTIONS, 
AND OUTLINES RELEVANT NEEDED RES- 
EARCH. (EF) 


ED 013 859 24 UD 004 184 
ROUSE, MARY J. 

ART PROGRAMS IN NEGRO COLLEGES. 
FINAL REPORT. 

REPORTNUMBER CRP-3159 
REPORTNUMBER BR-5-0258 

PUBDATE AUG67 

CONTRACT OEC-6-10-113 

EDRS PRICE MF-$0.75 HC-$7.12 176P. 

DESCRIPTORS *ART EDUCATION, *COL- 
LEGE PROGRAMS, *NEGRO STUDENTS, 
*NEGROES, ADMINISTRATOR ATTITUDES, 
ART MATERIALS, CAUCASIAN STUDENTS, 
COLLEGE FACULTY, COLLEGES, CO- 
MPARATIVE ANALYSIS, EDUCATIONAL 
FACILITIES, PROGRAM ADMINISTRAT- 
ION, QUESTIONNAIRES, STUDENT 
CHARACTERISTICS, TABLES (DATA), 
TEACHER CHARACTERISTICS, 

THIS STUDY COMPARED ART PROGRAMS 
IN PREDOMINANTLY NEGRO AND NON- 
NEGRO COLLEGES. ITS PURPOSE WAS TO 
SURVEY AND IDENTIFY THE PROBLEM 
AREAS IN THE NEGRO COLLEGES’ ART 
PROGRAMS SO THAT ASSISTANCE BY 
AGENCIES INTERESTED IN THESE PRO- 
GRAMS MIGHT BE MORE EFFICIENT AND 
RESULT IN AN INCREASED NUMBER OF 
NEGROES CONTRIBUTING TO THE VISUAL 
ARTS. EIGHTY-ONE 4-YEAR NEGRO COL- 
LEGES, 20 NEGRO JUNIOR COLLEGES, AND 
36 NON-NEGRO COLLEGES WITH ESPECIA- 
LLY EFFECTIVE ART PROGRAMS WERE 
INVOLVED IN THE SURVEY. QUESTION- 
NAIRES WERE DISTRIBUTED TO THE 
PRESIDENTS OF THE NEGRO COLLEGES, 
TO HEADS OF ART DEPARTMENTS AND 
ART FACULTY IN NEGRO AND NON- 
NEGRO COLLEGES, AND TO THREE ART 
MAJORS AT EACH TYPE OF SCHOOL. Co- 
MPARATIVE INFORMATION WAS GATH- 
ERED ON THE PROFESSIONAL QUALITY 
OF THE ART FACULTY, THE BACKGROUND 
AND CURRENT STATUS OF THE ART STU- 
DENTS, AND THE PHYSICAL FACILITIES 
AVAILABLE TO THE STUDENTS. THE RE- 
SULTING DATA REVEALED THAT AL- 
THOUGH NEGRO ADMINISTRATORS GEN- 
ERALLY APPROVED OF THE PROGRAMS, 
THEY SUPPORTED THEM RATHER INADE- 
QUATELY. NEGRO ART FACULTY WERE 
UNDERPAID, UNDERRANKED, AND WERE 
GENERALLY AT A LOWER PROFESSIONAL 
LEVEL. THE NEGRO SCHOOLS’ OVERALL 
ART CURRICULUM CONCENTRATED ON 
ART EDUCATION INSTEAD OF ON MORE 
PRODUCTIVE STUDIO WORK. THE NEGRO 
ART STUDENTS WERE RATED LOWER BY 
THEIR INSTRUCTORS THAN WERE THE 
STUDENTS IN NON-NEGRO COLLEGES 
AND WERE UNREALISTIC IN THEIR 
AMBITIONS. THE PHYSICAL FACILITIES 
IN THE NEGRO PROGRAM WERE COMPAR- 
ATIVELY INFERIOR. THE SURVEY QUES- 
TIONNAIRES ARE APPENDED, TABULAT- 
ED DATA ARE PRESENTED THROUGHOUT 
THE REPORT, AND A REVIEW OF RELAT- 
ED LITERATURE IS INCLUDED. (LB) 


ED 013 860 
WEINBERG, MEYER 
SCHOOL INTEGRATION-A COMPREHEN- 
SIVE CLASSIFIED BIBLIOGRAPHY OF 3,100 
REFERENCES. 


UD 004 197 


INTEGRATED EDUCATION ASSOCIATES, 
CHICAGO, ILL. 
PUB DATE 15 SEP 67 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *BIBLIOGRAPHIES, 
*SCHOOL INTEGRATION, AMERICAN IN- 
DIANS, CHURCH ROLE, CIVIL RIGHTS, 
COMMUNITY ROLE, CULTURAL DISAD- 
VANTAGEMENT, DISADVANTAGED 
YOUTH, EDUCATIONAL STRATEGIES, 
EMPLOYMENT, GOVERNMENT ROLE, 
INTEGRATION METHODS, LAWS, MINOR- 
ITY GROUPS, RACIAL DISCRIMINATION, 
THIS BIBLIOGRAPHY OF 3,100 REF- 
ERENCES ON SCHOOL INTEGRATION IS 
BASED PRIMARILY ON SHORT BI- 
BLIOGRAPHIES WHICH HAVE APPEARED 
IN THE JOURNAL “INTEGRATED EDUC- 
ATION” FROM 1963 TO 1967. THE BIBLIO- 
GRAPHY IS CLASSIFIED AND UNDER SEP- 
ARATE HEADINGS INCLUDES REFERENC- 
ES ON SUCH RELEVANT ISSUES AS THE 
EFFECT OF SEGREGATION ON CHILDREN, 
DESEGREGATION AND INTEGRATION 
PRACTICES IN SPECIFIC AREAS OF THE 
COUNTRY, AND NEW APPROACHES TO 
REMEDY THE DISADVANTAGEMENT 
WHICH IS THE RESULT OF SEGREGATION. 
OTHER SECTIONS DEAL WITH CIVIL 
RIGHTS EFFORTS AND LEGISLATION AND 
GOVERNMENTAL ACTION TO BRING 
ABOUT INTEGRATION. REFERENCES ON 
THE EFFECTS OF SEGREGATED SCHOOL- 
ING ON EMPLOYMENT OPPORTUNITIES 
AND THE ROLE OF THE CHURCH AND THE 
COMMUNITY IN BRINGING ABOUT INTE- 
GRATION ARE INCLUDED IN OTHER SECT- 
IONS. IN ADDITION THERE ARE REF- 
ERENCES ON THE SEGREGATION OF 
SPANISH-AMERICANS AND AMERICAN IN- 
DIANS AND A SECTION ON SEGREGATION 
IN FOREIGN COUNTRIES. FINALLY A 
LONG GENERAL SECTION ENCOMPASSES 
MANY RELATED ISSUES AND ANOTHER 
LISTS NEW RELEVANT PERIODICALS. 
LISTINGS OF RELATIVELY UNAVAILA- 
BLE WORKS INCLUDE THE STREET AD- 
DRESSES OF THEIR SOURCES WHEREVER 
POSSIBLE, AND A COMPLETE AUTHOR 
INDEX LISTS THE NAME OF EVERY PER- 
SON WHOSE WORK IS CITED. AVAILABLE 
FROM INTEGRATED EDUCATION ASSO- 
CIATES, 343 SOUTH DEARBORN ST., CHICA- 
GO, ILL., 60604-PRICE-$1.95 PAPER, $3.95 
HARD-COVER. (EF) 
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SPRADLEY, JAMES P. 
SOCIALIZATION FOR BICULTURAL ADJUST- 
MENT--A CASE STUDY. 
PUBDATE 67 
EDRS PRICE MF-$0.25 HC-$0.52 11P. 
DESCRIPTORS *ADJUSTMENT (TO ENVI- 
RONMENT), *CULTURAL ENVIRONMENT, 
*CULTURAL PLURALISM, *CULTURE CON- 
FLICT, *SOCIALIZATION, AMERICAN IN- 
DIANS, CASE RECORDS, CULTURAL DIF- 
FERENCES, CULTURAL FACTORS, IDENT- 
ITY MODELS, KWAKIUTL INDIANS, MA- 
LADJUSTMENT, SELF ACTUALIZATION, 
AN INDIVIDUAL MAY RESPOND TO A BI- 
CULTURAL ENVIRONMENT IN A VARIETY 
OF WAYS RANGING FROM TOTAL REJEC- 
TION OF WESTERN VALUES, OR PASSIVE 
WITHDRAWAL FROM EITHER CULTURAL 
SYSTEM, TO CREATIVE PARTICIPATION 
IN BOTH CULTURES. TO DETERMINE 
WHAT EARLY SOCIALIZATION EXPER- 
IENCES MIGHT RESULT IN AN 
INDIVIDUAL’S SUCCESSFUL, CREATIVE 
ADJUSTMENT TO A BICULTURAL ENVI- 
RONMENT, DETAILED DATA HAVE BEEN 
GATHERED ON ONE PARTICULARLY 
WELL-ADAPTED, BICULTURAL KWAKI- 


UTL INDIAN. TAPED INTERVIEWS, 
OBSERVATION, STANDARD  INTELLI- 
GENCE AND PSYCHOLOGICAL TESTS, AND 
A CROSS-CULTURAL VALUE ORIENTA- 
TION QUESTIONNAIRE, AMONG OTHER 
RESEARCH TECHNIQUES, REVEALED 
THAT THE FOLLOWING FACTORS HAD AF- 
FECTED THE SUBJECT’S SUCCESSFUL IN- 
TERNALIZATION OF BOTH WESTERN AND 
INDIAN VALUES~(1) BECAUSE OF HIS 
FAMILY BACKGROUND THE SUBJECT WAS 
SPECIFICALLY TRAINED FOR A LEADER- 
SHIP ROLE IN KWAKIUTL SOCIETY AND 
THUS DEVELOPED THE CONFIDENT 
SENSE OF INDIAN IDENTITY NECESSARY 
FOR HIS BICULTURALISM, (2) THE 
SUBJECT HAD BOTH INDIAN AND WEST- 
ERN-ORIENTED MODELS WITH WHOM HE 
COULD IDENTIFY, (3) HE RECEIVED SPE- 
CIAL ATTENTION AND RESPECT FROM 
THESE MODELS AND THUS DEVELOPED A 
STRONG EGO, (4) WITH THE HELP OF HIS 
INDIAN SCHOOL TEACHER HE WAS 
TAUGHT TO ACTIVELY CONSIDER THE 
DIFFERENCES BETWEEN THE TWO CUL- 
TURES, AND (5) FREQUENT SOCIAL ISOLA- 
TION FROM HIS PEERS WHEN HE WAS 
YOUNG ALLOWED THE SUBJECT MORE 
FREEDOM FROM PAST TRADITION THAN 
HE WOULD HAVE HAD IF HE HAD PLAYED 
WITH OTHER TRIBAL CHILDREN, AND 
MORE OPPORTUNITY TO CHOOSE WHICH 
CULTURE HE WOULD FOLLOW IN PART- 
ICULAR SITUATIONS. (LB) 


ED 013 862 56 UD 004 250 
TEAHAN,JOHN E. 

SOME EFFECTS OF AUDIO-VISUAL TECH- 
NIQUES ON ASPIRATIONAL LEVEL AND 
ETHNOCENTRIC SHIFT. FINAL REPORT. 
WISCONSIN UNIV., MILWAUKEE 
REPORTNUMBER BR-5-0785 
REPORTNUMBER NDEA-VIIA-1391 
PUBDATE SEP67 

GRANT OEG-7-59-0502-281 

EDRS PRICE MF-$0.75 HC-$7.60 188P. 

DESCRIPTORS *ASPIRATION, *CAUCASI- 
AN STUDENTS, *CHANGING ATTITUDES, 
*FILMS, *NEGROES, ATTITUDE TESTS, AU- 
DIOVISUAL COMMUNICATION, CLASS AT- 
TITUDES, COMPARATIVE ANALYSIS, CON- 
TROL GROUPS, DISCRIMINATORY ATTI- 
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TWELVE SHORT FILMS REPRESENTING 
TWELVE SUCCESSFUL NEGRO AND 
WHITE MEN WERE SHOWN TO EXPERI- 
MENTAL GROUPS OF STUDENTS FROM 
WHITE AND PREDOMINANTLY NEGRO 
ELEMENTARY AND JUNIOR HIGH 
SCHOOLS. PRETESTING AND POSTTEST- 
ING INSTRUMENTS MEASURED THE STU- 
DENTS’ ATTITUDES TOWARD THEIR OWN 
AND OPPOSITE RACE AND THEIR 
“WISHED FOR” AND PREDICTED VOCA- 
TIONAL GOALS. THE EFFECT OF THE 
FILMS ON NEGRO AND WHITE STUDENTS 
IN BOTH A SMALL MID-WESTERN CITY 
AND IN A LARGE EASTERN METROPOLI- 
TAN AREA WAS STUDIED. SIGNIFICANT- 
LY, AFTER THE FILMS THE DEGREE OF 
PREJUDICE IN AN ALL-WHITE SUBUR- 
BAN JUNIOR HIGH SCHOOL ACTUALLY IN- 
CREASED WITH THE LEVEL OF THE STU- 
DENTS’ SOCIOECONOMIC STATUS. THESE 
MIDDLE-CLASS STUDENTS MAY HAVE 
PERCEIVED THE SUCCESSFUL NEGROES 
AS A STATUS THREAT. IN CONTRAST, AT 
AN URBAN JUNIOR HIGH SCHOOL WITH A 
47 PERCENT WHITE POPULATION, THERE 
WAS LESS PREJUDICE AMONG THE MID- 
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DLE-CLASS STUDENTS THAN AMONG THE 
LOWER-CLASS STUDENTS, WHO ALONG 
WITH NEGRO STUDENTS HAVE A LOW 
ACHIEVEMENT LEVEL AND THUS MAY 
HAVE NEEDED TO RATE NEGROES NEGA- 
TIVELY TO MAINTAIN WHAT LITTLE ST- 
ATUS SUPERIORITY THEY COULD CLAIM 
AS WHITES. NEGRO ELEMENTARY STU- 
DENTS BECAME MORE POSITIVE TO- 
WARDS THEIR OWN RACE, BUT EX- 
PRESSED A SIGNIFICANTLY INCREASED 
HOSTILITY TOWARDS WHITES. ALSO, 
NEGRO ELEMENTARY AND JUNIOR HIGH 
STUDENTS PREDICTED FOR THEM- 
SELVES A HIGHER VOCATIONAL LEVEL 
IN TERMS OF ALREADY STATED “WISHED 
FOR” GOALS. APPENDIXES INCLUDE THE 
FILM PRESENTATION INSTRUCTIONS 
AND PRETESTING AND POST-TESTING 
INSTRUMENTS. (LB) 
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IN THIS REPORT TO THE CUMMISSION 
GN CIVIL RIGHTS, THE NATURE AND IM- 
PACT OF EXISTING COMPENSATORY ED- 
UCATION PROGRAMS ARE EVALUATED, 
GENERAL CRITERIA FOR THE SUCCESS 
OF SUCH PROGRAMS ARE DETERMINED, 
AND Th 7? COST FOR IMPLEMENTATION OF 
EFFECTIVE PROGRAMS IS ESTIMATED. 
AFTER A REVIEW OF NINE CURRENT 
COMPENSATORY PROGRAMS THE REPORT 
CONCLUDES THAT PRESENT COMPENSAT- 
ORY PRACTICES DO NOT SUFFICIENTLY 
IMPROVE ACADEMIC ACHIEVEMENT IN 
DISADVANTAGED STUDENTS. HOWEVER, 
CONTRARY TO THE OPINIONS OF MANY, 
SCHOOL INTEGRATION, WHILE HIGHLY 
DESIRABLE, DOES NOT REALLY SOLVE 
THIS PROBLEM, AND DELAYING ACTION 
UNTIL THE SCHOOLS BECOME DESEGRE- 
GATED COMPOUNDS THE EXISTING EDU- 
CATIONAL DEFICIENCIES OF POOR 
CHILDREN. WHAT IS SUGGESTED IN THIS 
REPORT, THEN, IS A COMPREHENS3IVE 
MODEL FOR INTEGRATED, QUALITY ED- 
UCATION BASED UPON TEN SPECIFIC 
CRITERIA FOR EFFECTIVE INSTRUC- 
TIONAL PROGRAMS. THIS PROGRAM 
WOULD BEGIN WITH INTENSIVE AND EX- 
TENSIVE EARLY CHILD CARE SERVICES, 
AND WOULD FOLLOW THE INDIVIDUAL 
THROUGH PRIMARY, ELEMENTARY, AND 
SECONDARY SCHOOLS. THE MODEL OPT- 
IMALLY INCLUDES STUDENTS FROM ALL 


114 


BACKGROUNDS BUT PRIMARILY POOR 
CHILDREN WHO CANNOT ACHIEVE ACA- 
DEMIC COMPETENCE AT EXPECTED AND 
NECESSARY LEVELS. THE PROGRAM IN- 
CLUDES AN EXTENDED SCHOOL DAY, 
WEEK, AND YEAR, AND PPOVIDES SO- 
CIAL, HEALTH, AND OTHER WELFARE 
SERVICES. IT ALSO PROVIDES FOR WORK 
EXPERIENCE AND RESIDENT CAMPING 
FOR OLDER YOUTH. THE ESTIMATED 
COST OF SUCH A PROGRAM FOR THE EX- 
ITNG 304 MILLION DISADVANTAGED 
CHILDREN ALONE IS $101 BILLION A 
YEAR. HOWEVER, THE EQUALIZING OF 
EDUCATIONAL OPPORTUNITY SEEMS 
NOT TO BE A NATIONAL “PRIORITY 
GOAL,” AND THE OBTAINING OF FINANCI- 
AL ASSISTANCE WILL NOT BE EASY. (LB) 
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THIS REPORT SUMMARIZES THE NEW 
YORK CITY BOARD OF EDUCATION EVA- 
LUATION OF ITS MORE EFFECTIVE 
SCHOOLS (MES) PROGRAM. MES, ESTAB- 
LISHED TO IMPROVE THE BASIC READ- 
ING AND ARITHMETIC SKILLS OF DISAD- 
VANTAGED ELEMENTARY SCHOOL CHIL- 
DREN, WAS INSTITUTED IN 21 SCHOOLS 
HAVING THE HIGHEST NUMBER OF PU- 
PILS WITH LOW READING LEVELS, EN- 
GLISH LANGUAGE HANDICAPS, AND 
POVERTY BACKGROUNDS. ITS SALIENT 
FEATURES WERE PRESCHOOL CLASSES, 
REDUCED CLASS SIZE, ADDITIONAL AD- 
MINISTRATIVE AND ANCILLARY PER- 
SONNEL, AND HETEROGENEOUS GROUPI- 
NG. SOME OF ITS GOALS WERE TO CON- 
DUCT THE PROGRAM IN INTEGRATED 
SCHOOLS AND TO ACTIVELY INVOLVE 
THE COMMUNITY. INNOVATIONS IN 
TEACHING METHODS AND MATERIALS 
WERE ALSO PART OF THE PROGRAM. ONE 
CHAPTER OF THE REPORT OUTLINES THE 
PROPOSED GOALS OF THE PROGRAM AND 
EXAMINES THE EXTENT TO WHICH THEY 
WERE IMPLEMENTED. ANOTHER CHAP- 
TER OFFERS SELECTED DESCRIPTIVE 
STATISTICS AND THE FOLLOWING ONE 
REPORTS THE EFFECTIVENESS OF THE 
PROJECT IN STIMULATING PUPIL 
GROWTH IN READING AND ARITHEMETIC. 
OTHER CHAPTERS DESCRIBE TWO 
LANGUAGE DEVELOPMENT PROJECTS 
AND SUMMARIZE THE REACTIONS OF AD- 
MINISTRATORS, TEACHERS, AND PAR- 
ENTS TO THE MES PROGRAM. THE RE- 
SULTS OF THE APPRAISAL ARE “GENERA- 
LL-’ FAVORABLE.” THE REDUCED CLASS 
SIZE AND PREKINDERGARTENS WERE 
SOME OF THE MOST VALUED FEATURES. 
TEST RESULTS SHOWED FAVORABLE 
PUPIL GROWTH IN READING, ARITH- 
METIC, SPEECH, AND ORAL COMMUNI- 
CATION. THE MAJOR RESERVATIONS 
WERE ABOUT THE GROUPINGS, THE 
LARGE ADDITION OF SCHOOL STAFF, AND 
THE NEED TO MEET THE DEMANDS TO ES- 


TABLISH MES IN OTHER COMMUNITIES. 
(NH) 
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THIS SUMMARY AND EVALUATION OF 
THE ELEMENTARY AND SECONDARY ED.- 
UCATION ACT TITLE I PROJECT IN 
BERKELEY, CALIF., DESCRIBES COMPEN- 
SATORY ACTIVITIES IN FOUR TARGET 
ELEMENTARY SCHOOLS AND TWO TAR. 
GET ACHIEVEMENT TRACKS IN CORREC- 
TIVE READING PROGRAMS IN THE HIGH 
SCHOOLS. THE OBJECTIVES IN THE TAR- 
GET ELEMENTARY SCHOOLS WERE TO 
RAISE EDUCATIONAL ACHIEVEMENT LE- 
VELS (ESPECIALLY COMMUNICATION 
SKILLS), IMPROVE TEACHER SKILLS IN 
WORKING WITH DISADVANTAGED PU- 
PILS, FOSTER EQUAL EDUCATION AND 
DEMOCRATIC ATTITUDES THROUGH 
SCHOOL INTEGRATION, AND ENCOURAGE 
POSITIVE PARENT AND STUDENT ATTI- 
TUDES TOWARD SCHOOL. METHODS USED 
TO ACHIEVE THESE GOALS INCLUDED 
SMALLER CLASSES, ADDITION OF ANC- 
ILLARY PERSONNEL, GUIDANCE AND 
COUNSELING SERVICES, ENRICHMENT, 
AND INSERVICE PROGRAMS FOR TEACHE- 
RS. A NONGRADED PROGRAM WAS USED 
IN ONE TARGET SCHOOL, AND 230 CHIL- 
DREN WERE BUSED TO SEVERAL WHITE 
MIDDLE-CLASS SCHOOLS. EVALUATION 
WAS BASED ON ACHIEVEMENT TESTING 
AND ON ATTITUDE AND OPINION DATA 
OBTAINED FROM MOTHERS, TEACHERS, 
AND CHILDREN. HOWEVER, FINDINGS 
WERE INCONCLUSIVE BECAUSE THE 
PROJECT WAS IN OPERATION FOR ONLY 
FOUR MONTHS. IT IS FELT THAT DATA ON 
FUTURE CHANGES WOULD BE MORE 
MEANINGFUL IF ACHIEVEMENT TEST 
BASELINES WERE ESTABLISHED IN TAR- 
GET, NONTARGET, AND RECEIVING 
SCHOOLS. ATTITUDES OF MOTHERS AND 
TEACHERS WERE GENERALLY FAVORA- 
BLE TO THE PROGRAMS, AND THE GUI- 
DANCE FEATURES WERE WELL-REC- 
EIVED. FINDINGS ON THE SUCCESS OF 
THE ACHIEVEMENT TRACKS IN THE 
READING PROGRAMS IN THE HIGH 
SCHOOLS, WHICH ARE ONLY BRIEFLY 
DESCRIBED, WERE INCONCLUSIVE. (NH) 
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THIS BRIEF REPORT SUMMARIZES THE 
ANNUAL EVALUATION REPORT (1966) OF 
THE ELEMENTARY AND SECONDARY ED- 
UCATION ACT TITLE I PROJECTS IN 1,133 
LOCAL SCHOOL DISTRICTS IN TEXAS. IT 
BRIEFLY OUTLINES THE CRITERIA AND 
METHODS USED THROUGHOUT THE 
STATE TO IDENTIFY EDUCATIONALLY DI- 
SADVANTAGED YOUNGSTERS. IN GENER- 
AL THE INDIVIDUAL PROJECTS CONCEN- 
TRATED ON IMPROVING BASIC SKILLS, 
ENRICHMENT, HEALTH AND WELFARE 
SERVICES, ATTITUDE CHANGE, TEACHER 
EDUCATION, GUIDANCE, ADDITIONAL 
EQUIPMENT AND MATERIALS, AND PAR- 
ENT INVOLVEMENT. MUCH OF THE INFO- 
RMATION ABOUT THESE OBJECTIVES IS 
SUMMARIZED IN TABLES, WHICH ALSO 
PROVIDE GENERAL STATISTICAL INFOR- 
MATION, AND DATA ON PROJECTS IN- 
VOLVING COOPERATION BETWEEN 
SCHOOL DISTRICTS, ON INNOVATIVE AC- 
TIVITIES AND SERVICES, AND ON STAFF 
POSITIONS. STANDARDIZED ACHIEVE- 
MENT TESTS WERE THE MAIN INSTRU- 
MENTS USED TO MEASURE PROJECT EFF- 
ECTIVENESS. PARTICIPATING DISTRICTS 
REPORTED “SOME EVIDENCE” OF PUPIL 
GROWTH IN SEVERAL AREAS, THE GREA- 
TEST IN INCREASED INTEREST IN 
SCHOOL AND IMPROVED ATTITUDES. THE 
LEAST IMPROVEMENT WAS IN ORAL ENG- 
LISH. THE MAJOR PROGRAM PROBLEM 
WAS LATE ARRIVAL OF MATERIALS AND 
EQUIPMENT. (NH) 
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THE CONTENTIONS EVIDENT IN RE- 
CENT DISCUSSIONS OF VOCATIONAL ED- 
UCATION ARE CRITICALLY EXAMINED. 
PROGRAMS AT THE SECONDARY LEVEL 
ARE QUESTIONED BECAUSE OF THE TIME 
AND CONCENTRATED EFFORT REQUIRED 
FOR GENERAL EDUCATION AND THE 
NEED FOR A CONCENTRATION OF RE- 
SOURCES AND STAFF TO PROVIDE THE 
HIGH LEVEL OF TRAINING REQUIRED BY 
MODERN INDUSTRY. THE POST-SECOND- 
ARY SCHOOL ISIN A BETTER POSITION TO 
DO THIS. GENERAL EDUCATION MUST 
LAY THE GROUNDWORK FOR ALL HIGH- 
GRADE APPLICATIONS OF KNOWLEDGE 
BY PROVIDING RELIABLE REPLICATION 
OF CERTAIN SYMBOLIC SKILLS AND KEY 
FACTS, RELIABLE HABITS OF ACQUIRING 
AND USING KNOWLEDGE INTERPRETIVE- 
LY, AND A MASS OF LEARNINGS THAT 
WILL BE USED ASSOCIATIVELY TO EN- 
RICH LIVES AND GIVE THEM INDIVIDU- 
ALITY TO SAFELY AND PRODUCTIVELY 
UTILIZE THE BENEFITS OF A LARGE- 
SCALE MACHINE INDUSTRY. NOT ONLY A 
HIGH ORDER OF VOCATIONAL SKILL IS 
NEEDED, BUT ALSO A HIGHER ORDER OF 
CITIZENSHIP AND PERSONAL DEVELO- 
PMENT. AUTOMATION CAN PROVIDE THE 
ADDED PRODUCTIVITY TO MAINTAIN 
AND EXPLOIT A TECHNOLOGICALLY SO- 
PHISTICATED CULTURE FOR FURTHER 
BENEFITS. VOCATIONAL EDUCATION HAS 


TO BECOME FORMAL AND MORE CON- 
SCIOUSLY AND EXTENSIVELY BASED ON 
THEORY. VOCATIONAL STATESMEN 
SHOULD SIT ON THE BOARDS OF RE- 
SEARCH AND DEVELOPMENT IN EVERY 
MAJOR FIRM AND GOVERNMENTAL AGE- 
NCY TO SHAPE THE EDUCATIONAL 
STRATEGY. THERE SHOULD NOT BE A 
LAG OF 15 TO 20 YEARS BETWEEN THE 
MANPOWER NEEDS OF THE NATION AND 
EDUCATIONAL FACILITIES FOR MEET- 
ING THEM, BUT A LEAD TIME OF A DEC- 
ADE. REBUTTALS BY STEPHENIE G. EDG- 
ERTON, JAMES E. GALLAGHER, AND 
JACOB STERN FOLLOW THE PAPER. (EM) 
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KNOWLEDGE OF STUDENTS’ ATTITUDES 
TOWARDS HOME ECONOMICS RELATED 
JOBS PROVIDED ONE BASIS FOR PRO- 
GRAM PLANNING. THIS SURVEY WAS DE- 
SIGNED TO (1) DETERMINE AND COMPARE 
THE ATTITUDES OF HOME ECONOMICS 
STUDENTS WITH NON-HOME ECONOMICS 
STUDENTS, (2) EXPLORE STUDENT INTER- 
EST IN LEARNING HOW TO PERFORM 
THESE JOBS, (3) DETERMINE LEVELS OF 
AWARENESS OF THESE OPPORTUNITIES 
AND DISCOVER WHICH HAVE MORE AP- 
PEAL, AND (4) EXPLORE THE ASPIRA- 
TIONS OF HIGH SCHOOL STUDENTS. AN 
INSTRUMENT WAS DEVELOPED, AND STU- 
DENTS IN SEVEN SCHOOLS RESPONDED 
TO THE LIST OF JOBS IDENTIFIED. SOME 
FINDINGS WERE -- (1) JOBS APPEAL TO 
HOME ECONOMICS AND NON-HOME ECO- 
NOMICS STUDENTS IN MUCH THE SAME 
WAY, (2) THE JOBS WHICH APPEAR TO BE 
THE MOST APPEALING ARE THOSE WHICH 
INVOLVE CHILD CARE, HEALTH AND 
MEDICAL SERVICES, AND (3) PROGRAMS 
CAN BE BUILT AROUND A NUCLEUS OF 
STUDENTS DISCOVERED TO HAVE FAVOR- 
ABLE ATTITUDES TOWARD HOME ECO- 
NOMICS RELATED JOBS. FIVE CLUSTERS 
OF JOBS WERE IDENTIFIED. IT WAS RE- 
COMMENDED THAT TEACHERS WHO PLAN 
THESE PROGRAMS SURVEY THE ATTI- 
TUDES OF THEIR POTENTIAL EN- 
ROLLEES AND IDENTIFY THOSE WHO 
ARE EAGER TO FORM THE NUCLEUS OF 
THE BEGINNING PROGRAM. IF THE COM- 
MUNITY CAN SUPPORT EITHER CHILD 
CARE OR HEALTH OCCUPATIONS, EVI- 
DENCE FAVORS THESE AS THE FOCUS OF 
INITIAL PROGRAMS. (MS) 
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PRIOR TO PROPOSING A POSTSECOND- 
ARY PROGRAM IN AGRICULTURE FOR 
OHIO COMMUNITY COLLEGES, QUESTION- 
NAIRES WERE SENT TO 161 COMMUNITY 
COLLEGES IN 34 STATES TO SECURE RE- 
COMMENDATIONS FROM EXPERIENCED 
PERSONS AND TO DETERMINE THE ST- 
ATUS OF EXISTING PROGRAMS. RESPONS- 
ES WERE RECEIVED FROM 116. ADDITION- 
AL DATA WERE COLLECTED FROM 44 
STATE DIRECTORS OF VOCATIONAL EDU- 
CATION. AGRICULTURE WAS TAUGHT AT 
APPROXIMATELY 30 PERCENT OF THE 
COLLEGES, AND ADULT AGRICULTURAL 
EDUCATION PROGRAMS WERE PRACTICA- 
LLY NONEXISTENT. GUIDELINES FORMU- 
LATED TO PROVIDE DIRECTION FOR THE 
OHIO PROGRAM INCLUDED -- (1) AGRICUL- 
TURAL PROGRAMS IN OHIO COMMUNITY 
COLLEGES SHOULD BE FORMULATED 
AND COORDINATED ON A STATEWIDE 
BASIS, (2) AGRICULTURAL PROGRAMS 
SHOULD BE DEVELOPED FOR TERMINAL- 
TECHNICAL, TRANSFER, VOCATIONAL, 
AND ADULT STUDENTS IN THE ORDER 
LISTED, (3) TRANSFER PROGRAMS 
SHOULD BE DEVELOPED IN COOPERA- 
TION WITH THE SENIOR AGRICULTURAL 
COLLEGES OF THE STATE, (4) AGRICUL- 
TURAL INSTRUCTORS SHOULD HOLD AT 
LEAST A MASTER’S DEGREE AND HAVE 
PREVIOUS TEACHING EXPERIENCE, (5) 
THE MAXIMUM TEACHING LOAD SHOULD 
BE 16 CLASS HOURS PER WEEK WITH A 
STUDENT-TEACHER RATIO OF 20 TO 1, (6) 
THE MINIMUM NUMBER OF FULL-TIME 
EQUIVALENT STUDENTS ENROLLED 
SHOULD BE 120, (7) AT LEAST 50 PERCENT 
OF THE CAPITAL COST FOR AGRICUL- 
TURAL PROGRAMS SHOULD BE PROVIDED 
BY STATE FUNDS, AND (8) OPERATING EX- 
PENSES SHOULD BE SHARED EQUALLY 
BY STATE AND LOCAL TAXES AND STU- 
DENT TUITION. COPIES OF THE QUES. 
TIONNAIRES ARE INCLUDED. (SL) 
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THE OBJECTIVES WERE TO (1) DEVELOP 
AND VERIFY METHODS FOR DETERMIN- 
ING GENERAL CAPABILITIES REQUIRED 
FOR JOBS, (2) DESCRIBE THE GENERAL 
VOCATIONAL CAPABILITIES OF HIGH 
SCHOOL STUDENTS AND RELATE THEM 
TO INTELLECTUAL APTITUDES AND EDU- 
CATIONAL EXPERIENCE, AND (3) DERIVE 
EDUCATIONAL IMPLICATIONS FROM AN 
ANALYSIS OF THESE GENERAL VOCA- 
TIONAL CAPABILITIES. TASK BEHAVIORS 
FOR EACH OF 31 OCCUPATIONS HAVING 
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MAJOR EMPLOYMENT OPPORTUNITIES IN 
THE FUTURE WERE TRANSLATED INTO 
MULTIPLE CHOICE TEST ITEMS. THE 
ITEMS, RATIONALLY ORGANIZED INTO A 
SET OF TESTS RESULTING IN A TOTAL OF 
24 TESTS, WERE ADMINISTERED TO 
ABOUT 10,000 STUDENTS FROM GRADE 9 
THROUGH JUNIOR COLLEGE IN THE 
WOODS COUNTY (PARKERSBURG), WEST 
VIRGINIA AND QUINCY, MASSACHUSETTS 
SCHOOL SYSTEMS. ANALYSES WERE PER- 
FORMED FOR GIRLS AND BOYS SEPARAT- 
ELY AND FOR THE COMBINED GROUP. 
SCORES OF ALL TESTS FOR EACH OCC- 
UPATION WERE ANALYZED IN TERMS OF 
RELATIVE MALE VERSUS FEMALE MEAN 
PERFORMANCE. ONE OF THE MAJOR 
FINDINGS WAS THAT THERE IS A DEFINA- 
BLE AND WELL-STRUCTURED DOMAIN OF 
VOCATIONAL CAPABILITIES WHICH HAS 
NOT PREVIOUSLY BEEN WELL DEFINED 
AND WHICH IS NOT BEING SYSTEMATICA- 
LLY TAUGHT BY EDUCATIONAL INSTI- 
TUTIONS. THIS DOMAIN PROMISES TO EN- 
HANCE THE FLEXIBILITY WITH WHICH 
STUDENTS CAN APPLY THE RESULTS OF 
THEIR EDUCATIONAL EXPERIENCES. 
THE APPENDIX INCLUDES SAMPLES OF 
PRODUCTS FROM INTERIM STAGES OF 
THE PROJECT AND SOME OF THE DE- 
TAILED STATISTICAL RESULTS. (SL) 
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THROUGH THE USE OF THIS MANUAL, 
VOCATIONAL AGRICULTURE STUDENTS 


WITH OCCUPATIONAL INTEREST IN 
GRAIN FARMING AND CUSTOM COMBINE 
OPERATION MAY GAIN KNOWLEDGE 
ABOUT THE BASIC DESIGN AND OPERA- 
TION OF COMBINES. DEVELOPMENT BY A 
STATE CURRICULUM MATERIALS DIREC- 
TOR INCLUDED CONSULTATION WITH EN- 
GINEERS, TRIAL, AND REVISION. OBJEC- 
TIVES ARE STATED IN TERMS OF BEHAV- 
IORAL OBJECTIVES AND BASED ON STU- 
DENT NEEDS. FOUR UNITS OF INSTRUC- 
TION ARE COVERED - (1) WHAT IS THE 
VALUE OF DOING A GOOD JOB OF COM- 
BINING, (2) BASIC DESIGN OF THE COM- 
BINE, (3) OPERATION OF THE COMBINE, 
AND (4) ECONOMICS OF OWNING A COMB- 
INE. THE MANUAL SUGGESTS TEACHING 
PROCEDURES AND STUDENT EXPER- 
IENCES WHICH THE VOCATIONAL AGRI- 
CULTURE TEACHERS COULD CONDUCT IN 
THE CLASSROOM, THE AGRICULTURAL 
MECHANIC SHOP, AND ON FIELD TRIPS TO 
FARMS AND IMPLEMENT DEALERS. 
SINCE THE INDIVIDUAL FEATURES OF 
THE DIFFERENT MAKES AND MODELS OF 
COMBINES CANNOT BE INCLUDED IN ONE 
PUBLICATION, OPERATOR’S MANUALS 
FOR THE COMBINES BEING STUDIED 
SHOULD BE MADE AVAILABLE. A SET OF 
THIRTY 2- BY 2-INCH COLOR SLIDES WITH 
ACCOMPANYING SCRIPT, AND A TEST AND 
KEY FOR THE UNIT ARE AVAILABLE. 
THIS DOCUMENT IS AVAILABLE FOR $1.00 
OR IN QUANTITY FOR 75 CENTS FROM 
OHIO VOCATIONAL AGRICULTURE, INS- 
TRUCTIONAL MATERIALS SERVICE, THE 
OHIO STATE UNIVERSITY, 2120 FYFFE 
ROAD, COLUMBUS, OHIO 43210. (PA) 
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ED 013 872 VT 000 412 
HULL,WILLIAML. MCCLAY,DAVIDR. 
A COMPARISON OF PROGRAMED AND LEC- 
TURE-DISCUSSION METHODS OF TEACHING 
FARM CREDIT TO HIGH SCHOOL YOUTH 
AND ADULTS. : 
PENNSYLVANIA STATE UNIV., UNIVERS- 
ITY PARK 
REPORT NUMBER PSU-BULL-722 
PUBDATE AUG 65 
EDRS PRICE MF-$0.25 HC-$1.16 27P. 
DESCRIPTORS *ADULT FARMER EDU- 
CATION, *COMPARATIVE ANALYSIS, 
*HIGH SCHOOLS, *PROGRAMED _IN- 
STRUCTION, *VOCATIONAL AGRICUL- 
TURE, DISCUSSION (TEACHING TECH- 
NIQUE), LECTURE, TEACHER ATTITUDES, 
VOCATIONAL AGRICULTURE DEPART- 
MENTS CONSIDERED TO BE REPRESEN. 
TATIVE OF DEPARTMENTS HAVING 
ADULT PROGRAMS IN MARYLAND, DELA- 
WARE, WEST VIRGINIA, PENNSYLVANIA, 
AND VIRGINIA WERE USED FOR THIS 
EXPERIMENT. PHASE ONE, IN 1961-62, WAS 
RANDOMLY ASSIGNED TO USE THE PRO- 
GRAMED OR THE LECTURE-DISCUSSION 
METHOD IN FARM CREDIT CLASSES. IN 
PHASE TWO (1962-63), BOTH METHODS 
WERE USED TO TEACH ALTERNATE 
CLASSES IN EIGHT SCHOOLS. A RANDOM 
SAMPLE WAS DRAWN FROM EACH 
SCHOOL FOR TEST COMPARISONS WITH 
EIGHT STUDENTS EACH FROM AGRICUL- 
TURE 9-10, AGRICULTURE 11-12, AND 
ADULT CLASSES. DATA WERE COLLECT- 
ED AND ANALYZED ON THE REMAINING 
STUDENTS IN EACH CLASSROOM. SOME 
CONCLUSIONS WERE - (1) THE LECTURE- 
DISCUSSION METHOD OF TEACHING RE- 
SULTED IN SIGNIFICANTLY GREATER 
GAINS IN KNOWLEDGE IN PHASE ONE. 
SOME LECTURE-DISCUSSION TEACHERS 
USED TWICE AS MUCH CLASS TIME AS DID 
THE PROGRAMED-INSTRUCTION TEACH- 
ER, (2) WHEN THE AMOUNT OF TIME WAS 
CONTROLLED DURING PHASE TWO OF 
THE STUDY, THERE WAS NO SIGNIFICANT 
DIFFERENCE BETWEEN THE MEAN 
SCORES FOR EACH METHOD, (3) TEACH- 
ERS FELT THAT PROGRAMED INSTRUC- 
TION SHOULD BE INTEGRATED WITH 
OTHER METHODS OF TEACHING, AND 
SOME ‘BELIEVE THAT GOOD STUDENTS 
LEARNED MORE THAN POOR STUDENTS 
FROM THIS METHOD. (PS) 


ED 013 873 VT 000 537 
EMERSON, LYNN A. 
A GUIDE TO THE FURTHER DEVELOPMENT 
OF INDUSTRIAL EDUCATION CENTERS IN 
NORTH CAROLINA, A REPORT OF A STUDY 
OF THE NORTH CAROLINA INDUSTRIAL ED- 
UCATION CENTERS. 
NORTH CAROLINA STATE BOARD OF EDU- 

CATION, RALEIGH 
PUBDATE 63 
EDRS PRICE MF-$0.50 HC-$4.44 109P. 

DESCRIPTORS *ADMINISTRATOR 
GUIDES, *EMPLOYMENT STATISTICS, 
*TECHNICAL EDUCATION, *VOCATIONAL 
EDUCATION, CURRICULUM, DIREC- 
TORIES, EDUCATIONAL FACILITIES, EDU- 
CATIONAL NEEDS, EMPLOYMENT OPPOR- 
TUNITIES, EMPLOYMENT TRENDS, IN- 
DUSTRIAL EDUCATION, INDUSTRIAL ED- 
UCATION CENTERS, NORTH CAROLINA, 
OCCUPATIONAL SURVEYS, POST SECOND- 
ARY EDUCATION, PROGRAM DESCRIPT- 
IONS, PROGRAM DEVELOPMENT, 
SKILLED OCCUPATIONS, STUDENT EN- 
ROLLMENT, TEACHER QUALIFICATIONS, 
TECHNICAL OCCUPATIONS, TRADE AND 
INDUSTRIAL EDUCATION, 

A STATEWIDE SYSTEM FOR POST-HIGH 
SCHOOL PREEMPLOYMENT AND EXTEN- 


SION TRAINING IN TECHNICAL AND Vo. 
CATIONAL EDUCATION IN THE FORM OF 
INDUSTRIAL EDUCATION CENTERS WAS 
BEGUN IN 1958. THIS GUIDE INCLUDES A 
STATUS REPORT ON THE CENTERS, AN 
EXAMINATION OF THE EDUCATIONAL 
NEEDS THEY SHOULD MEET, AND RE. 
COMMENDATIONS FOR THEIR FURTHER 
DEVELOPMENT AND IMPROVEMENT. 
FOUR TYPES OF PROGRAMS ARE BEING 
OFFERED -- TRADE AND TECHNOLOGY, 
MACHINE OPERATOR TRAINING, SUPE- 
RVISORY TRAINING, AND UPDATING FOR 
EMPLOYED ADULTS. FULL-TIME, EX- 
TENSION, AND PART-TIME CURRICULUMS 
ARE OFFERED FOR TECHNICIANS, 
SKILLED CRAFTSMEN, TECHNICAL SPE- 
CIALISTS, AND SKILLED SPECIALISTS. IN- 
CREASED MANPOWER NEEDS SERVED AS 
A MAJOR BASIS FOR THE ESTABLISH- 
MENT OF PROGRAMS FOR THE 20 CENT- 
ERS. PROGRAM ALLOCATIONS WERE 
BASED ON - (1) THE GEOGRAPHICAL 
SPREAD OF EMPLOYMENT OPPORTUNI- 
TIES, (2) ESTABLISHED OR PLANNED PRO- 
GRAMS IN EXISTING CENTERS, (3) STU- 
DENT POTENTIAL, AND (4) HOUSING AC- 
COMMODATIONS FOR STUDENTS. RE- 
COMMENDATIONS INCLUDE -- (1) CONCEN- 
TRATION ON ADULT AND POST-HIGH 
SCHOOL LEVEL, (2) EXPANSION OF PRO- 
GRAMS INTO NEW FIELDS, (3) ESTABLISH- 
MENT OF STATE-WIDE COMPETENCY EX- 
AMINATIONS, (4) INITIATION OF STUDENT 
RECRUITMENT PROGRAMS, AND (5) ACC- 
REDITATION OF CURRICULUMS. EMPLOY- 
MENT DATA FROM THE MANPOWER 
STUDY ARE INCLUDED. (EM) 


ED 013 874 VT 000 563 
BJERGO, ALLEN 
NEW PERSPECTIVES IN YOUNG AND ADULT 
FARMER AND RANCHER EDUCATION, AN 
AGRICULTURAL EDUCATION SUMMARY RE- 
PORT OF THE SOUTHWESTERN CONFER- 
ENCE ON YOUNG-ADULT FARMER AND RAN- 
CHER EDUCATION (NEW MEXICO STATE 
UNIVERSITY, JULY 15 - AUGUST 2, 1963). 
NEW MEXICO STATE UNIV., UNIVERSITY 
PARK 
REPORT 
RES-PUB-4 
PUBDATE 64 
EDRS PRICE MF-$0.50 HC-$3.36 82P. 
DESCRIPTORS *ADULT FARMER EDU- 
CATION, *INSERVICE TEACHER EDUCAT- 
ION, *VOCATIONAL AGRICULTURE 
TEACHERS, *WORKSHOPS, *YOUNG FARM- 
ER EDUCATION, ADVISORY COMMITTEES, 
COMMUNITY RESOURCES, CURRICULUM 
DEVELOPMENT, EDUCATIONAL NEEDS, 
EDUCATIONAL OBJECTIVES, EDUCATION- 
AL POLICY, FARM MANAGEMENT, LEAD- 
ERSHIP TRAINING, NEW MEXICO, PRO- 
GRAM ADMINISTRATION, PROGRAM 
EVALUATION, TEACHING METHODS, VO- 
CATIONAL AGRICULTURE, 
PARTICIPANTS IN THIS REGIONAL 
WORKSHOP HAD AS THEIR OBJECTIVE TO 
DEVELOP AN UNDERSTANDING OF THE 
PURPOSES, MEANS, ADMINISTRATIVE 
FRAMEWORK, POLICIES, PROCEDURES, 
COURSE CONTENT, ADVISORY COMMIT- 
TEES, INITIATION, TEACHING TECH- 
NIQUES, COMMUNITY RESOURCES, AND 
LEADERSHIP TECHNIQUES NECESSARY 
TO IMPROVE AND EXPAND THE PROGRAM 
OF ADULT AND YOUNG FARMER EDUCAT- 
ION. CONSULTANTS INCLUDED UNIVERS- 
ITY PROFESSORS, AGRICULTURAL ED- 
UCATION SUPERVISORS, COMMODITY 
GROUP REPRESENTATIVES, AND EXTEN- 
SION SERVICE PERSONNEL. THE CONFER- 
ENCE WAS ATTENDED BY 10 VOCATIONAL 


NUMBER NMSU-BUR-EDUC- 





AGRICULTURE TEACHERS AND FIVE COL- 
LEGE STUDENTS. THE CONTENT, DEVEL- 
OPED FROM INDIVIDUAL PRESENTAT- 
IONS, COMMITTEE WORK, PANEL PRESEN- 
TATIONS, AND REFERENCE CITATIONS, IS 
PRESENTED AS SECTIONS ON VARIOUS 
ASPECTS OF ADULT AND YOUNG FARMER 
EDUCATION INCLUDING THE VALUE OF 
PROGRAMS, ESTABLISHMENTS IN FARMI- 
NG, NEED FOR PROGRAMS, TRENDS IN 
AGRICULTURAL EDUCATION, PREPAR- 
ING TEACHERS, STUDY OF COMMUNITY 
NEEDS, SCHOOL ADMINISTRATOR’S VIEW- 
POINT, POLICIES, ORGANIZING AND 
USING PLANNING COMMITTEES, ORGAN- 
IZING AND INITIATING NEW PROGRAMS, 
FARM MANAGEMENT FOR ADULT FARM- 
ERS, TEACHING METHODS, CURRICULUM 
PLANNING, INDIVIDUAL ON-FARM 
TEACHING, PLANNING COUNTY-WIDE 
PROGRAMS, LEADERSHIP DEVELOPMENT 
IN EXTENSION, LOCAL AND STATE PRO- 
GRAMS FOR YOUNG FARMERS, AND EVA- 
LUATION OF ADULT EDUCATION. (JM) 


ED 013 875 VT 000 564 
ROBERTS, ROY W. 
EVALUATION OF THE EFFECTIVENESS OF 
INSTRUCTION IN AGRICULTURAL MECHAN- 
ICS FOR VOCATIONAL AGRICULTURE STU- 
DENTS IN ARKANSAS WHO ENTER NON- 
FARMING OCCUPATIONS. 
ARKANSAS UNIV., FAYETTEVILLE, COLL. 

OF EDUCATION 
REPORT NUMBER UA-MONOGR-67 
PUBDATE JUL65 
EDRS PRICE MF-$0.25 HC-$2.20 53P. 

DESCRIPTORS *AGRICULTURAL ENG- 
INEERING, *OFF FARM AGRICULTURAL 
OCCUPATIONS, *PROGRAM EVALUATION, 
*VOCATIONAL AGRICULTURE, *VOCA- 
TIONAL FOLLOWUP, ARKANSAS, EDUCA- 
TIONAL NEEDS, FARM OCCUPATIONS, 
GRADUATE SURVEYS, HIGH SCHOOL STU- 
DENTS, OCCUPATIONAL CHOICE, 

TO EVALUATE THE EFFECTIVENESS OF 
A NEW PROGRAM, A STUDY WAS MADE TO 
DETERMINE - (i) OCCUPATIONS EN- 
TERED, (2) EFFECT OF NUMBER OF YEARS 
IN VOCATIONAL AGRICULTURE ON OCCU- 
PATIONAL CHOICE, (3) MECHANICAL 
SKILLS USEFUL IN THE OCCUPATION, (4) 
ADDITIONAL SKILLS NEEDED, AND (5) 
CHANGES NEEDED IN THE COURSE OF 
STUDY. THE SAMPLE INCLUDED 802 FOR- 
MER STUDENTS WHO RETURNED QUES 
TIONNAIRES TO 147 OF THE 326 VOCATION- 
AL AGRICULTURE TEACHERS IN THE 
STATE. OF THE FORMER STUDENTS AVAI- 
LABLE FOR EMPLOYMENT AFTER LEAV- 
ING SCHOOL, 86 PERCENT ENTERED OCC- 
UPATIONS OTHER THAN FARMING, AND 
73 PERCENT WERE EMPLOYED IN THE 
SAME COUNTY IN WHICH THEY ATTEND- 
ED HIGH SCHOOL. THE HIGHEST 
FREQUENCIES OF EMPLOYMENT OC- 
CURRED IN THE MANUFACTURING IN- 
DUSTRIES AT THE UNSKILLED OR SEM- 
ISKILLED LEVEL. SKILLS ACQUIRED IN 
AGRICULTURAL MECHANICS WERE 
DEEMED USEFUL BY 82 PERCENT, AND 32 
PERCENT INDICATED A NEED FOR ADDI- 
TIONAL SKILLS. USEFUL SKILLS WERE 
ACQUIRED IN MACHINERY MAINTEN- 
ANCE, WOODWORK, ELECTRICITY, CAR- 
PENTRY, AND TOOL FITTING. ROPE WORK, 
GLAZING, HOT-METAL, AND DRAWING 
WERE NOT USEFUL. THE IMPORTANT AD- 
DITIONAL SKILLS NEEDED WERE MACH- 
INERY MAINTENANCE, BLUEPRINT 
READING, GASOLINE ENGINE MAINTEN- 
ANCE, AND WELDING. RECOMMENDA- 
TIONS WERE MADE TO INCREASE EMPH- 
ASIS ON AGRICULTURAL MECHANICS, IM- 
PROVE FACILITIES, AND CONTINUE DE- 


VELOPMENT OF THE AGRICULTURAL ME- 
CHANICS CURRICULUM. (JM) 


ED 013 876 VT 000 576 
PEARCE,C.A. AND OTHERS 

TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 

NEW YORK STATE DEPT. OF LABOR, ALB- 

ANY 
REPORTNUMBER NYSDL-SB-239-VOL-1 
NEW YORK STATE EDUCATION DEPT., 

ALBANY 
PUBDATE DEC64 
EDRS PRICE MF-$0.50 HC-$3.76 . 92P. 

DESCRIPTORS *EDUCATIONAL NEEDS, 
*EMPLOYMENT STATISTICS, *OCCUPA- 
TIONAL SURVEYS, *TECHNICAL OCCU- 
PATIONS, COLLEGE GRADUATES, EDUCA- 
TIONAL BACKGROUND, EDUCATIONAL 
PROGRAMS, EMPLOYERS, EMPLOYMENT 
EXPERIENCE, EMPLOYMENT OPPOR- 
TUNITIES, EMPLOYMENT QUALIFICAT- 
IONS, EMPLOYMENT TRENDS, JOB ANAL- 
YSIS, JOB SKILLS, NEW YORK, ON THE JOB 
TRAINING, OPINIONS, PROFESSIONAL 
OCCUPATIONS, SALARIES, 

GROUPS OF TECHNICAL OCCUPATIONS 
ARE COMPARED IN TERMS OF CHARAC- 
TERISTICS OF EMPLOYMENT, SOURCE OF 
WORKERS, AND EDUCATIONAL AND EX- 
PERIENCE REQUIREMENTS. SURVEY 
FINDINGS ARE GIVEN FOR EMPLOYER 
TRAINING PROGRAMS AND EMPLOYER 
VIEWS AND POLICIES ON THE UTILIZA- 
TION OF TECHNICIANS. THE SURVEY 
DATA WERE DERIVED FROM A SAMPLE 
OF 17,414 ESTABLISHMENTS LOCATED IN 
NEW YORK STATE, WHICH ACCOUNTED 
FOR 50.4 PERCENT OF THE TOTAL EMP- 
LOYMENT OF ALL BUSINESSES, EXCLU- 
SIVE OF AGRICULTURE, DOMESTIC SERV- 
ICE, THE MILITARY SERVICE, AND SELF- 
EMPLOYED. BASED ON THE SAMPLE, IT 
WAS ESTIMATED THAT 148,684 WORKERS 
WERE EMPLOYED IN TECHNICAL OCC- 
UPATIONS BY PRIVATE INDUSTRY AND 
GOVERNMENT AGENCIES IN NEW YORK 
STATE IN 1962. DATA FOR APPROXIMAT- 
ELY 200 DIFFERENT TECHNICAL OCCUPA- 
TIONS ARE GIVEN. ABOUT 14,600 ESTA- 
BLISHMENTS REPORTED HAVING 
EMPLOYEES IN TECHNICAL OCCUPA- 
TIONS - 3.7 PERCENT OF A TOTAL OF AP- 
PROXIMATELY 393,500 BUSINESS AND 
GOVERNMENT ESTABLISHMENTS IN NEW 
YORK STATE. CONCLUSIONS WERE -- (1) 
ALTHOUGH THERE IS A LARGE NUMBER 
OF DIFFERENT TECHNICAL OCCUPAT- 
IONS, THEY DO NOT EMPLOY MANY WORK- 
ERS, DO NOT REPRESENT A LARGE DE- 
MAND FOR MANPOWER OR A FIELD OF 
MANY EMPLOYMENT OPPORTUNITIES, (2) 
THESE TECHNICAL JOBS, NEVERTHEL- 
ESS, ARE CRITICAL TO THE INDUSTRIAL 
ECONOMY, (3) AS THE PACE OF AUTOMA- 
TION TECHNOLOGY QUICKENS, SOME IN- 
CREASE IN TECHNICIAN-ENGINEERING 
RATIOS MAY BE EXPECTED, AND (4) BOTH 
HIGH SCHOOLS AND POST-HIGH SCHOOL 
INSTITUTIONS HAVE HAD A ROLE IN EDU- 
CATING FOR TECHNICAL OCCUPATIONS. 
“TECHNICAL MANPOWER IN NEW YORK 
STATE,” SUPPLEMENT A, SUPPLEMENT B, 
AND VOLUME II (VT 000 577 - 000 579) ARE 
RELATED DOCUMENTS. (PS) 


ED 013 877 

PEARCE,C.A. AND OTHERS 

TECHNICAL MANPOWER IN NEW YORK 

STATE. VOLUME I, SUPPLEMENT A, APPEN- 

DIX TABLES. 

NEW YORK STATE DEPT. OF LABOR, ALB- 
ANY 


VT 000 577 


REPORT NUMBER NYSDL-SB-239-VOL-1- 
SUPPL-A 
NEW YORK STATE EDUCATION 
ALBANY 
PUBDATE DEC64 
EDRS PRICE MF-$0.75 HC-$5.88 145P. 
DESCRIPTORS *EMPLOYMENT STATIS- 
TICS, *OCCUPATIONAL SURVEYS, *TECH- 
NICAL OCCUPATIONS, EDUCATIONAL 
BACKGROUND, EDUCATIONAL NEEDS, 
EDUCATIONAL PROGRAMS, EMPLOY- 
MENT OPPORTUNITIES, EMPLOYMENT 
QUALIFICATIONS, JOB ANALYSIS, JOB 
SKILLS, LABOR UNIONS, NEW YORK, PRO- 
FESSIONAL OCCUPATIONS, RECRUITM- 
ENT, SALARIES, SEX (CHARACTERISTICS), 
THE 53 TABLES OF DATA COLLECTED 
FROM A SURVEY OF 17,414 ESTABLISH- 
MENTS IN NEW YORK INCLUDE (1) NUM- 
BER OF ESTABLISHMENTS WITH TECHNI- 
CAL OCCUPATIONS AND WITH ENG- 
INEERS OR SCIENTISTS, BY INDUSTRY 
GROUP (INCLUDING NUMBER OF WORK- 
ERS THEY EMPLOY, NUMBER IN TECHNI- 
CAL OCCUPATIONS, AND NUMBER WHO 
ARE ENGINEERS AND SCIENTISTS), (2) 
NUMBER IN HOURLY-RATED AND IN 
SALARIED TECHNICAL OCCUPATIONS 
AND NUMBER EARNING LESS THAN TWO 
DOLLARS AN HOUR OR $75 A WEEK, BY OC- 
CUPATIONAL GROUP, (3) NUMBER IN 
EACH DETAILED TECHNICAL OCCUPAT- 
ION, BY AREA, (4) NUMBER OF UNION 
MEMBERS IN EACH DETAILED TECHNI- 
CAL OCCUPATION, (5) NUMBER OF VACAN- 
CIES REPORTED IN EACH TECHNICAL 
OCCUPATION, (6) EDUCATION REQUIRED 
BY EMPLOYERS IN EACH TECHNICAL 
OCCUPATION GROUP, (7) LICENSES AND 
TESTS REQUIRED BY EMPLOYERS, BY 
TECHNICAL OCCUPATION GROUP, AND (8) 
NUMBER OF ENGINEERS, SCIENTISTS, 
AND TEACHERS OF ENGINEERING, 
SCIENCE, AND TECHNOLOGY IN EACH DE- 
TAILED OCCUPATION. “TECHNICAL MAN- 
POWER IN NEW YORK STATE,” VOLUME I, 
SUPPLEMENT B, AND VOLUME II (VT 000 
576 - 000 579) ARE RELATED DOCUMENTS. 
(PS) 


DEPT., 


ED 013 878 VT 000 578 
BERMAN, ABRAHAM J. AND OTHERS 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 
PROJECTIONS IN TECHNICAL OCCUPAT- 
IONS. 

NEW YORK STATE DEPT. OF LABOR, ALB- 

ANY 
REPORT NUMBER 

SUPPL-B 
NEW YORK STATE EDUCATION 

ALBANY 
PUBDATE DEC64 
EDRS PRICE MF-$0.25 HC-$2.20 53P. 

DESCRIPTORS *EMPLOYMENT STATIS- 
TICS, *EMPLOYMENT TRENDS, *OCCUPA- 
TIONAL SURVEYS, *TECHNICAL OCCU- 
PATIONS, EMPLOYMENT OPPORTUNI- 
TIES, NEW YORK, 

STARTING WITH 1962 FIGURES ON EMP- 
LOYMENT IN TECHNICAL OCCUPATIONS, 
PROJECTIONS ARE MADE TO 1970 AND 1975 
FOR MAJOR GROUPS AND SUBGROUPS ON 
A STATE-WIDE AND AREA BASES. IT WAS 
ESTIMATED THAT PRIVATE INDUSTRY 
AND GOVERNMENT IN NEW YORK STATE 
WILL PROVIDE A TOTAL OF 193,000 JOBS IN 
TECHNICAL OCCUPATIONS IN 1970 AND 
227,600 IN 1975, COMPARED TO 148,700 IN 
1962. THE NUMBER OF JOBS WILL BE UP 30 
PERCENT BY 1970 AND 53 PERCENT BY 
1975. THE GREATEST GROWTH IS PREDICT- 
ED FOR THE BIOLOGICAL, MEDICAL, AND 
DENTAL GROUP, MORE THAN 80 PERCENT 
BY 1975. TABULAR DATA INCLUDE (1) 
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NYSDL-SB-239-VOL-1- 
DEPT., 





NUMBER OF JOBS IN SELECPED TECHNI- 
CAL OCCUPATIONS, ACTUAL 1962 AND 
PROJECTED 1970 AND 1975, (2) NUMBER OF 
JOBS IN SELECTED TECHNICAL OCCUPA- 
TIONS GROUPS, 1970 AND 1975, AND (3) 
ESTIMATE OF NET OCCUPATIONAL MOBI- 
LITY, BY TECHNICAL OCCUPATIONAL 
GROUP 1962-1970 AND 1962-1975. “TECHNI- 
CAL MANPOWER IN NEW YORK STATE,” 
VOLUME I, SUPPLEMENT A, AND VOLUME 
II (VT 000 576 - 000 579) ARE RELATED 
DOCUMENTS. (PS) 


ED 013 879 VT 000 579 
AMATULLI,ANGELO AND OTHERS 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 

NEW YORK STATE DEPT. OF LABOR, ALB- 

ANY 
REPORTNUMBER NYSDL-SB-239-VOL-2 
NEW YORK STATE EDUCATION DEPT., 

ALBANY 
PUBDATE DEC64 
EDRS PRICE MF-$1.75 HC-$18.64 464P. 

DESCRIPTORS *EDUCATIONAL NEEDS, 
*EMPLOYMENT STATISTICS, *OCCUPA- 
TIONAL SURVEYS, *TECHNICAL OCCU- 
PATIONS, CERTIFICATION, EDUCATION- 
AL BACKGROUND, EMPLOYMENT EXPER- 
IENCE, EMPLOYMENT OPPORTUNITIES, 
EMPLOYMENT QUALIFICATIONS, JOB 
ANALYSIS, JOB SKILLS, PROFESSIONAL 
OCCUPATIONS, RECRUITMENT, SUPERVI- 
SORS, 

THE JOB CONTENT OF THE TECHNICAL 
OCCUPATIONS AND THE TECHNICAL 
SKILLS AND SUBJECT MATTER KNOWL- 
EDGES REQUIRED ARE BASED PRIMAR- 
ILY ON INFORMATION SUPPLIED BY EM- 
PLOYERS FROM 17,414 ESTABLISHMENTS 
IN NEW YORK STATE. DATA ARE ALSO 
GIVEN ON GRADE STRUCTURE, EDUCA- 
TION AND EXPERIENCE REQUIREMENTS, 
TESTS AND LICENSES REQUIRED FOR 
THE JOB, SOURCES OF QUALIFIED WORK- 
ERS, AND PROMOTIONAL LINES. THE OCC- 
UPATIONS ARE -- (1) DRAFTSMEN, (2) 
STRUCTURAL DESIGN TECHNICIANS, (3) 
ELECTRO AND MECHANICAL ENGINEER- 
ING TECHNICIANS, (4) MATHEMATICS 
TECHNICIANS, (5) PHYSICAL SCIENCE 
TECHNICIANS, (6) BIOLOGICAL, MEDICAL, 
AND DENTAL TECHNICIANS, (7) IN- 
DUSTRIAL ENGINEERING TECHNICIANS, 
(8) CIVIL ENGINEERING AND CONSTRUC- 
TION TECHNICIANS, (9) SALES AND SERV- 
ICE TECHNICIANS, (10) TECHNICAL WRIT- 
ING AND ILLUSTRATION SPECIALISTS, 
(11) SAFETY AND SANITATION INSPEC- 
TORS, (12) PRODUCT TESTING AND INSPEC- 
TION SPECIALISTS, (13) DATA PROCESS- 
ING SYSTEMS ANALYSIS AND PROGRAM- 
ING SPECIALISTS, (14) AIRWAY TOWER 
SPECIALISTS AND FLIGHT DISPATCHERS, 
AND (15) BROADCASTING, MOTION PIC- 
TURE, AND RECORDING STUDIO SPECIA- 
LISTS. “TECHNICAL MANPOWER IN NEW 
YORK STATE,” VOLUME I, SUPPLEMENT A 
AND B (VT 000 576 - 000 578) ARE RELATED 
DOCUMENTS. (PS) 


VT 000 598 


ED 013 880 
SLEDGE,GEORGEW. AND OTHERS 
A DESCRIPTION AND SOURCE LISTING OF 


PROFESSIONAL INFORMATION IN AGRI- 

CULTURAL EDUCATION, 1963-64. 

AMERICAN VOCATIONAL ASSN., WASH- 
INGTON, D.C. 

PUBDATE 63 

EDRS PRICE MF-$0.25 HC-$0.84 19P. 
DESCRIPTORS *AGRICULTURAL EDU- 

CATION, *BIBLIOGRAPHIES, *INSTRUC- 

TIONAL MATERIALS, ADULT FARMER 
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SDUCATION, AGRICULTURAL ~~ ENG- 
INEERING, ANIMAL SCIENCE, CURRICU- 
LUM DEVELOPMENT, CURRICULUM 
GUIDES, EDUCATIONAL FACILITIES, EN- 
TOMOLOGY, FARM MANAGEMENT, 
FORESTRY, FUTURE FARMERS OF AME- 
RICA, INSTRUCTIONAL AIDS, OCCUPA- 
TIONAL GUIDANCE, PLANT SCIENCE, SU- 
PERVISED FARM PRACTICE, TEACHER 
EDUCATION, 

BRIEF ANNOTATIONS ARE GIVEN FOR 
MANY OF THE 107 REFERENCES LISTED 
UNDER THE FOLLOWING CATEGORIES -- 
(1) ADULT EDUCATION, (2) AGRICUL- 
TURAL ENGINEERING, (3) ANIMAL 
SCIENCE, (4) CURRICULUM DEVELOP- 
MENT AND CURRICULUM IN CROPS, EN- 
TOMOLOGY, FARM MANAGEMENT, FARM 
MECHANICS, AND LIVESTOCK, (5) FARM 
BUSINESS MANAGEMENT AND MARKETI- 
NG, (6) FORESTRY, (7) FUTURE FARMERS 
OF AMERICA, (8) GUIDANCE, (9) PLANT 
SCIENCE AND SOILS, (10) SUPERVISED 
PRACTICE, (11) SUPERVISION AND TEACH- 
ER EDUCATION, (12) TEACHING AIDS AND 
MATERIAL, AND (13) FACILITIES FOR DEP- 
ARTMENTS. EACH LISTING INCLUDES 
TITLE, AUTHOR, PUBLISHER, PUBLICA- 
TION DATE, PRICE, AND AVAILABILITY. 
(JM) 


ED 013 881 VT 000 604 
WARMBROD,J.ROBERT 

MANPOWER NEEDS AND EMPLOYMENT OP- 
PORTUNITIES FOR WORKERS NEEDING 
KNOWLEDGE AND SKILL IN AGRICULTURE. 
TECHNICAL EDUCATION IN AND FOR 
RURAL AREAS, REPORT NUMBER 2. 
ILLINOIS UNIV., URBANA, COLL. OF ED- 

UCATION 
PUBDATE 66 
EDRS PRICE MF-$0.25 HC-$1.68 40P. 

DESCRIPTORS *EMPLOYMENT OPPOR- 
TUNITIES, *FARMERS, *OCCUPATIONAL 
SURVEYS, *OFF FARM AGRICULTURAL 
OCCUPATIONS, AGRICULTURAL EDUCAT- 
ION, EDUCATIONAL NEEDS, EMPLOY- 
MENT TRENDS, FARM OCCUPATIONS, IL- 
LINOIS, 

THREE TYPES OF FIRMS IN A 14-COU- 
NTY AREA WERE SURVEYED TO DETER- 
MINE THE NUMBER OF WORKERS WITH 
AGRICULTURAL COMPETENCIES’ RE- 
QUIRED IN THE OFF-FARM AGRICUL- 
TURAL OCCUPATIONS AND TO COMPARE 
EMPLOYMENT OPPORTUNITIES IN FARM 
AND OFF-FARM AGRICULTURAL OCCU- 
PATIONS. OF 77,868 WORKERS IN 384 FIRMS 
IN AREAS OF LESS THAN 25,000 POPULAT- 
ION, 18 PERCENT WERE IN JOB TITLES RE- 
QUIRING AGRICULTURAL COMPETENCY. 
AN INCREASE OF 35 PERCENT IN THE 
NUMBER OF AGRICULTURAL 
EMPLOYEES WOULD BE REQUIRED WITH- 
IN 5 YEARS, AND 97 PERCENT WOULD 
NEED POST-HIGH SCHOOL EDUCATION. 
EMPLOYMENT OPPORTUNITIES WERE 
GREATEST IN AGRICULTURAL MACHINE- 
RY, LIVESTOCK MARKETING, SEED AND 
FERTILIZER, FEEDMILL AND ELEVATOR, 
AND AGRICULTURAL SALES AND SERV- 
ICE POSITIONS. OF 2,960 WORKERS IN 
AGRICULTURAL FIRMS IN AREAS OF 
OVER 25,000 POPULATION, 75 PERCENT 
WERE IN JOB TITLES REQUIRING AGRI- 
CULTURAL COMPETENCY. AN INCREASE 
OF 24 PERCENT IN THE NUMBER OF AGRI- 
CULTURAL EMPLOYEES WOULD BE RE- 
QUIRED WITHIN THE NEXT 5 YEARS WITH 
THE GREATEST OPPORTUNITIES IN HOR- 
TICULTURE, FEEDMILL AND ELEVATOR, 
AGRICULTURAL MACHINERY AND CON- 
STRUCTION, AND LIVESTOCK MARKET- 
ING JOBS. THERE WERE 22,599 COMMER- 
CIAL FARM OPERATORS AND 5,909 HIRED 


FARM WORKERS IN THE 14-COUNTY 
AREA. IN THE NEXT 5 YEARS, 1,087 FARM 
OPERATORS WOULD BE NEEDED TO RE. 
PLACE OPERATORS OF FARMS WITH 
MORE THAN $10,000 GROSS SALES. FOR 
EACH FARM OPERATOR REPLACEMENT 
NEEDED, APPROXIMATELY 3.5 WORKERS 
WITH AGRICULTURAL SKILLS WOULD BE 
NEEDED IN NONFARM BUSINESS. (JM) 


ED 013 882 VT 000 608 
PRIOR, FAITH 
THE FEMALE SCHOOL DROPOUT, SOME AS. 
PECTS OF HER MARRIAGE AND FAMILY 
MANAGEMENT. 
VERMONT UNIV. AND STATE AGRIC. 

COLL., BURLINGTON 
REPORTNUMBER MISC-PUB-44 
PUBDATE JUL64 
EDRS PRICE MF-$0.25 HC-$1.72 41P. 

DESCRIPTORS *DROPOUTS, *FEMALES, 
*HOMEMAKING EDUCATION, DROPOUT 
CHARACTERISTICS, DROPOUT PREVENT- 
ION, DROPOUT RESEARCH, EXTENSION 
EDUCATION, FAMILY MANAGEMENT, 
HIGH SCHOOLS, MARRIAGE, POTENTIAL 
DROPOUTS, VERMONT, f 

THIS STUDY ATTEMPTED TO FIND OUT 
WHAT THE FEMALE DROPOUT NEEDS TO 
LEARN TO IMPROVE HER EFFECTIVE- 
NESS AS WIFE AND MOTHER AND HOW 
WELL HOMEMAKING PROGRAMS, IN 
SCHOOL OR OUT, SUPPLY THIS NEED. OF 
THE 167 GIRLS WHO LEFT SCHOOL IN BUR- 
LINGTON, VERMONT, DURING THE JU- 
NIOR OR SENIOR YEAR FROM JANUARY 
1960 TO JUNE 1963, 20 OF THE 40 WHO 
MARRIED WERE INTERVIEWED. QUES- 
TIONS COVERED PERSONAL DATA, PRE- 
SENT MANAGEMENT PRACTICES, PERSO- 
NAL RELATIONSHIPS, AND EVALUATION 
OF EDUCATIONAL EXPERIENCES. 
SCHOOL RECORDS PROVIDED FACTS ON 
INTELLIGENCE AND ACHIEVEMENT. THE 
AVERAGE AGE OF THE WIVES AT MAR- 
RIAGE WAS 17.1 YEARS, THAT OF THE HUS- 
BANDS 19.5 YEARS. FIFTY PERCENT 
WERE PREMARITALLY PREGNANT. THE 
MEDIAN GRADE LEVEL ACHIEVED BY 
BOTH HUSBANDS AND WIVES WAS LESS 
THAN GRADE 9. MOST OF THE COUPLES 
WERE NOT DOING WELL FINANCIALLY. 
THE EXTENSION PROGRAM HAD BEEN IN- 
EFFECTIVE WITH THIS GROUP. IMPLICA- 
TIONS ARE - (1) THE POTENTIAL DRO- 
POUT CAN BE IDENTIFIED AND SHOULD 
BE PLACED IN A PROGRAM TO FIT HER 
NEEDS, (2) EXTENSION HOME ECONOMICS 
PROGRAMS SHOULD MAKE PROVISIONS 
FOR THIS GROUP, AND (3) PROFESSIONAL 
HOME ECONOMICS TRAINING SHOULD 
PROVIDE UNDERSTANDINGS OF THE 
LOWER SOCIOECONOMIC GROUPS. (MS) 


ED 013 883 VT 000 613 
WENRICH,RALPHC. HODGES,LEWIS H. 
EXPERIMENTAL PROGRAM FOR THE IDEN- 
TIFICATION, SELECTION, AND DEVELOP- 
MENT OF PERSONS FOR LEADERSHIP 
ROLES IN THE ADMINISTRATION AND 
SUPERVISION OF VOCATIONAL AND TECH- 
NICAL EDUCATION. 
MICHIGAN UNIV., ANN ARBOR,SCH. OF ED- 
UCATION 
PUBDATE JUN 66 
EDRS PRICE MF-$0.50 HC-$3.48 85P. 
DESCRIPTORS *ADMINISTRATIVE PER- 
SONNEL, ‘*LEADERSHIP TRAINING, 
*TECHNICAL EDUCATION, *VOCATIONAL 
EDUCATION, BIBLIOGRAPHIES, INTERN- 
SHIP PROGRAMS, LEADERSHIP, LITERA- 
TURE REVIEWS, MICHIGAN, PILOT PRO- 
JECTS, PROGRAM DEVELOPMENT, PRO- 





GRAM EVALUATION, QUESTIONNAIRES, 
SUMMER WORKSHOPS, 

THE PURPOSE OF THIS PROJECT WAS TO 
DEVELOP A PROGRAM FOR THE PREP- 
ARATION OF PERSONS TO BE EMPLOYED 
IN LEADERSHIP POSITIONS IN VOCATION- 
AL AND TECHNICAL EDUCATION. IDENT- 
IFYING AND SELECTING PERSONS IN 
MICHIGAN WITH LEADERSHIP POTENTI- 
AL AND A BACKGROUND IN VOCATIONAL- 
TECHNICAL EDUCATION, AND THEN 
PREPARING THEM TO FUNCTION AS AD- 
MINISTRATORS WERE THE MAJOR PROB- 
LEMS OF THE PILOT PROGRAM. MALE 
CANDIDATES WERE SELECTED ON THE 
BASIS OF AGE, WORK EXPERIENCE, 
TEACHING EXPERIENCE, AND EDUCAT- 
ION. SCHOOL ADMINISTRATORS SUBMIT- 
TED 254 NAMES. OF THE 166 INTERESTED 
CANDIDATES, 99 MET ALL REQUIRE- 
MENTS AND WERE INTERVIEWED AND 
TESTED. FROM THIS GROUP, 40 CANDI- 
DATES AND 7 ALTERNATES WERE 
NAMED. A COMBINATION OF MATCHING 
AND RANDOM METHODS WAS USED TO ES- 
TABLISH GROUPS A AND B. GROUP A AT- 
TENDED AN 8-WEEK SUMMER WORKSHOP 
AND A 1-YEAR INTERNSHIP WHILE 
GROUP B PARTICIPATED ONLY IN THE 1- 
YEAR INTERNSHIP. SOME CONCLUSIONS 
WERE -- (1) ADMINISTRATOR INVOLVE- 
MENT WAS USEFUL DURING INTERNS- 
HIP, (2) MUCH IS YET TO BE LEARNED 
ABOUT THE VALUE OF STANDARDIZED 
TESTS FOR SELECTION PURPOSES, AND (3) 
OTHER STATES ARE VITALLY INTEREST- 
ED IN SUCH PROGRAMS. IT WAS RECOM- 
MENDED THAT (1) THE PROGRAM BE CON- 
TINUED, (2) AN EXTENSIVE FOLLOWUP OF 
PARTICIPANTS BE MADE, (3) THE LONGI- 
TUDINAL STUDY BE CONTINUED IN 
ORDER TO. VALIDATE SELECTION 
CRITERIA, AND (4) FURTHER RESEARCH 
IN EDUCATIONAL LEADERSHIP BE ENC- 
OURAGED. FURTHER DATA ON PARTI- 
CIPANTS AND RECOMMENDATIONS ARE 
GIVEN IN THE APPENDIX. (EM) 


ED 013 884 VT 000 665 
KAZANAS, H. D. KIEFT, L. TO DETER- 
MINE MORE EFFECTIVE VOCATIONAL 
TEACHER CERTIFICATION PROCEDURES IN 
MICHIGAN BY COMPETENCY EXAMINAT- 
IONS. FINAL REPORT OF PHASE I. 

EASTERN MICHIGAN UNIV., YPSILANTI 
PUBDATE AUG 66 

EDRS PRICE MF-$0.50 HC-$3.68 90P. 

DESCRIPTORS *TEACHER CERTIFICAT- 
ION, *TEST CONSTRUCTION, *TRADE AND 
INDUSTRIAL EDUCATION, ADMINISTRA- 
TOR ATTITUDES, LITERATURE REVIEWS, 
MICHIGAN, NATIONAL SURVEYS, QUES- 
TIONNAIRES, STATE PROGRAMS, TESTS, 
TRADE AND INDUSTRIAL TEACHERS, 

THE PURPOSE OF THIS PROJECT WAS TO 
DETERMINE MORE EFFECTIVE VOCA- 
TIONAL TEACHER CERTIFICATION PRO- 
CEDURES IN MICHIGAN WITH PARTICU- 
LAR EMPHASIS ON THE DEVELOPMENT 
OF COMPETENCY EXAMINATIONS FOR 
USE IN CERTIFICATION OF TRADE AND 
INDUSTRIAL TEACHERS. STATE PLANS 
FROM 31 STATES WERE REVIEWED. QUES- 
TIONNAIRES TO STATE DIRECTORS COL- 
LECTED INFORMATION AND OPINIONS 
CONCERNING THE USE OF COMPETENCY 
EXAMINATIONS IN VARIOUS STATES AND 
TERRITORIES. ANALYSIS OF THIS DATA 
AIDED IN THE CONSTRUCTION OF WRIT- 
TEN, ORAL, AND PERFORMANCE EXAMI- 
NATIONS. SEVERAL TRADE ANALYSES 
WERE COMBINED FOR EACH TRADE 
AREA TO DERIVE A COMPREHENSIVE 
ANALYSIS WHICH WAS THEN REVIEWED 


BY THE RESEARCH STAFF AND AN AP- 
PROPRIATE TEACHER EDUCATOR. AP- 
PROXIMATELY 1,500 TEST ITEMS WERE 
PREPARED FOR EACH TRADE AREA. 
THESE WERE SCREENED, EVALUATED, 
AND DIVIDED INTO 3 FORMS FOR EACH 
TRADE AREA. EACH FORM CONTAINED 
ABOUT 300 ITEMS. THE COMMITTEES 
WHICH EVALUATED THE WRITTEN 
EXAMS ALSO MADE RECOMMENDATIONS 
CONCERNING PERFORMANCE TEST CON- 
TENT, AND DEVELOPED A LIST OF EXP- 
ERIENCES. IT WAS CONCLUDED -- (1) WELL 
DESIGNED EXAMINATIONS HAVE VALUE 
IN TEACHER CERTIFICATION, (2) PHASE II 
WILL DECIDE THEIR USEFULNESS AND 
VALIDITY, (3) EXAMINATIONS CAN BE EF- 
FECTIVE IN DETERMINING TECHNICAL 
KNOWLEDGE, INCREASING THE NUMBER 
OF TEACHERS, INDICATING WEAKNESS- 
ES IN THOSE PERSONS WHO FAIL, AND IM- 
PROVING THE QUALITY OF TEACHERS. 
THE DATA-COLLECTING INSTRUMENT 
AND LETTERS ARE INCLUDED. (EM) 


ED 013 885 VT 000 782 
FACTORS CONTRIBUTING TO STUDENT 
ACHIEVEMENT. 

OHIO STATE DEPT. OF EDUCATION, COLU- 

MBUS 
OHIO STATE UNIV., COLUMBUS, TRADE 

AND IND. EDUC. 

PUBDATE 64 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *TEACHER CHARACTER- 
ISTICS, *TEACHER RATING, *TRADE AND 
INDUSTRIAL EDUCATION, *TRADE AND 
INDUSTRIAL TEACHERS, ACADEMIC 
ACHIEVEMENT, ATTITUDE TESTS, EDU- 
CATIONAL FACILITIES, EDUCATIONAL 
FINANCE, HIGH SCHOOL STUDENTS, IN- 
TEREST TESTS, MOTIVATION, OHIO, PER- 
SONALITY ASSESSMENT, PROGRAM 
EVALUATION, TEACHER BACKGROUND, 
TEACHER EDUCATION, 

FACTORS WHICH MIGHT CONTRIBUTE 
SIGNIFICANTLY TOWARD STUDENT ACHI- 
EVEMENT IN SELECTED TRADE AND IN- 
DUSTRIAL EDUCATION AREAS WERE EX- 
AMINED - WHAT IS THE BACKGROUND 
AND PREPARATION OF OHIO’S TEACHER 
IN TRADE AND INDUSTRIAL EDUCATION, 
IS THERE ANY RELATIONSHIP BETWEEN 
THE AMOUNT OF MONEY SPENT PER STU- 
DENT AND QUALITY PROGRAMS, DO 
LOCAL SUPERVISORS’ RATINGS DES- 
CRIBE QUALITY PROGRAMS, WHAT ARE 
THE BEHAVIOR CHARACTERISTICS OF 
TRADE AND INDUSTRIAL EDUCATION 
TEACHERS, WHAT DIFFERENCES EXIST 
BETWEEN SPECIFIC AREAS OF THE 
MANY TRADE AND INDUSTRIAL PRO- 
GRAMS, AND WHAT FACTORS APPEAR TO 
BE SIGNIFICANT IN THE QUALITY PROG- 
RAMS. FOUR INSTRUMENTS WERE USED 
TO ANSWER THESE QUESTIONS. ALL 
LOCAL SUPERVISORS OR PRINCIPALS OF 
STATE-APPROVED TRADE AND INDUSTRI- 
AL EDUCATION PROGRAMS IN OHIO WERE 
SENT A PACKET OF MATERIALS WHICH 
INCLUDED AN EXPENDITURE ANALYSIS 
SHEET, TEACHER RATING SHEETS, 
TEACHER BACKGROUND AND PREPARA- 
TION SHEETS, AND THE OPINION, ATTI- 
TUDE, AND INTEREST SURVEY FOR EACH 
TRADE AND INDUSTRIAL EDUCATION 
TEACHER. RESPONSES WERE RECEIVED 
FROM 93 PERCENT OF THE SCHOOLS. 
SOME CONCLUSIONS WERE -- (1) THE EX- 
PENDITURE PER STUDENT IN OHIO’S 
TRADE AND INDUSTRIAL PROGRAMS WAS 
A SIGNIFICANT CONTRIBUTOR TO STU- 
DENT SUCCESS, (2) TEACHERS OF THE 
HIGH-ACHIEVING GROUPS DISPLAYED A 


HIGHER INTELLECTUAL CONCEPT THAN 
DID TEACHERS OF THE LOW-ACHIEVING 
GROUP, (3) TEACHERS’ INDUSTRIAL EX- 
PERIENCE IS A SIGNIFICANT POSITIVE 
FACTOR IN RELATION TO STUDENT 
ACHIEVEMENT, AND (4) TRADE AND IN- 
DUSTRIAL EDUCATION TEACHERS ARE 
CONSIDERABLY MORE MOTIVATED THAN 
THE NORMAL POPULATION. IT WAS RE- 
COMMENDED THAT THE IN-DEPTH TRADE 
AREA EXPERIENCE FOR FUTURE TEACH- 
ERS SHOULD BE INCREASED AND THE 
TRADE AND INDUSTRIAL EDUCATION 
ACHIEVEMENT TESTS SHOULD BE EXP- 
ANDED. THIS DOCUMENT IS AVAILABLE 
FOR $1.65 FROM OHIO TRADE AND IN- 
DUSTRIAL EDUCATION SERVICE, INS- 
TRUCTIONAL MATERIALS LABORATORY, 
THE OHIO STATE UNIVERSITY, 1885 NEIL 
AVENUE, COLUMBUS, OHIO 43210. (SL) 


ED 013 886 VT 000 835 
A STUDY TO DETERMINE THE NEED AND 
TYPE OF TRAINING PROGRAM FOR AGRI- 
CULTURAL PUBLIC SERVICE TECHNIC- 
IANS. 

MOUNT SAN ANTONIO COLL., WALNUT, 

CALIF. 

PUBDATE 63 
EDRS PRICE MF-$0.25 HC-$0.60 13P. 

DESCRIPTORS *AGRICULTURAL EDU- 
CATION, *AGRICULTURAL TECHNICIANS, 
*EDUCATIONAL NEEDS, *EMPLOYMENT 
OPPORTUNITIES, *TECHNICAL EDUCAT- 
ION, CALIFORNIA, CURRICULUM, EM- 
PLOYERS, EQUIPMENT, GOVERNMENT 
(ADMINISTRATIVE BODY), JUNIOR COL- 
LEGES, MT. SAN ANTONIO COLLEGE, OC- 
CUPATIONAL SURVEYS, OPINIONS, 

THE OBJECTIVE WAS TO STUDY AGRI- 
CULTURAL PUBLIC SERVICE TECHNI- 
CIANS IN THE STATE TO DETERMINE (1) 
THE NUMBER EMPLOYED BY FEDERAL, 
STATE, AND LOCAL AGENCIES, (2) EXIST- 
ING SHORTAGES, (3) THE TYPE OF TRAIN- 
ING NEEDED, (4) DESIRABILITY OF 
TRAINING PROGRAM AT MT. SAN ANTO- 
NIO COLLEGE, (5) EQUIPMENT AND PRO- 
GRAMS NEEDED, AND (6) EQUIPMENT 
NEEDED IN A PROPOSED BUILDING. 
INFORMATION WAS GATHERED BY IN- 
TERVIEWS AND MEETINGS WITH FEDER- 
AL, STATE, AND LOCAL AGENCY DEPART- 
MENT HEADS AND EMPLOYED TECHNIC- 
IANS. OVER 51 DIFFERENT KINDS OF JOBS 
EXISTED FOR TECHNICIANS WITH 2 
YEARS OF TRAINING. OVER 400 PERSONS 
WERE EMPLOYED IN THESE JOBS. EM- 
PLOYERS RECOMMENDED INSTRUCTION 
IN FERTILIZERS, PESTICIDES, INSECTI- 
CIDES, CHEMISTRY, STANDARDIZATION, 
VERTEBRATE PESTS, SOILS, BOTANY, 
WEEDS, TRUCK CROPS, AND AGRONOMY. 
IN ADDITION TO COURSES SUCH AS EN- 
GLISH, HISTORY, AND MATHEMATICS, 
THE EMPLOYERS STRESSED HUMAN 
RELATIONS. NEED WAS INDICATED FOR 
BASIC TECHNICIAN PROGRAMS ORIENT- 
ED TOWARD ANIMAL SCIENCE, PLANT 
SCIENCE, AND AGRICULTURAL ENGI- 
NEERING. (JM) 


ED 013 887 VT 000 851 

TRENDS IN EDUCATIONAL ATTAINMENT OF 

WOMEN. 

WOMENS BUREAU, WASHINGTON, D.C. 
(DEPT. OF LABOR) 

PUBDATE JUN 67 

EDRS PRICE MF-$0.25 HC-$0.96 22P.. 
DESCRIPTORS *ACADEMIC ACHIEVEM- 

ENT, *EMPLOYMENT, *FEMALES, COL- 

LEGE ATTENDANCE, DEGREES (TITLES), 
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EMPLOYMENT STATISTICS, HJGH SCHOOL 
GRADUATES, SEX (CHARACTERISTICS), 
STATISTICAL DATA, 

SINCE 1900 THERE HAS BEEN A STEADY 
GROWTH, WITH THE EXCEPTION OF A 
SLIGHT DECLINE BETWEEN 1940 AND 
1950, IN THE NUMBER OF GIRLS GRA- 
DUATING FROM HIGH SCHOOL -- 57,000 IN 
1900, 367,000 IN 1930, AND 1.3 MILLION IN 
1965. THE NUMBER OF WOMEN FIRST- 
TIME ENROLLEES IN COLLEGE WAS 32 
PERCENT OF THE NUMBER OF WOMEN 
HIGH SCHOOL GRADUATES IN 1948, 40 PER- 
CENT IN 1958, AND 46 PERCENT IN 1965. 
THE NUMBER OF WOMEN EARNING 
BACHELOR’S AND FIRST PROFESSIONAL 
DEGREES INCREASED FROM 5,000 IN 1900 
TO 49,000 IN 1930, AND TO 219,000 IN 1965. 
WOMEN EARNED ABOUT 20 PERCENT OF 
THE TOTAL FIRST-LEVEL DEGREES IN 
1900 AND 1910, AND ABOUT 40 PERCENT IN 
1930 AND 1940, 24 PERCENT IN 1950, AND 41 
PERCENT IN 1965. THE NUMBER OF 
WOMEN EARNING MASTER’S AND OTHER 
SECOND-LEVEL DEGREES WAS 300 IN 1900, 
6,000 IN 1930, AND 36,000 IN 1965. THE NUM- 
BER OF WOMEN EARNING DOCTOR’S 
DEGREES WAS 23 IN 1900, 353 IN 1930, AND 
1,775 IN 1965. THERE IS A DIRECT RELA- 
TIONSHIP BETWEEN THE INCREASED 
EDUCATIONAL ATTAINMENT OF WOMEN 
AND THEIR INCREASED LABOR FORCE 
PARTICIPATION. (PS) 


ED 013 888 VT 000 855 
MILLER, AARON J. 

RESEARCH AND DEVELOPMENT PRIORI- 
TIES IN TECHNICAL EDUCATION, A REPORT 
OF A NATIONAL RESEARCH PLANNING 
CONFERENCE IN TECHNICAL EDUCATION 
(THE OHIO STATE UNIVERSITY, JANUARY 
10-11, 1967). 

OHIO STATE UNIV., COLUMBUS, CENTER 

FOR VOC. EDUC. 

PUBDATE MAY 67 
EDRS PRICE MF-$0.25 HC-$1.64 39P. 

DESCRIPTORS ‘*EDUCATIONAL RE- 
SEARCH, *RESEARCH NEEDS, *TECHNI- 
CAL EDUCATION, *TECHNICAL OCCUPAT- 
IONS, CONFERENCES, EDUCATIONAL 
PROBLEMS, 

A SELECT GROUP OF PARTICIPANTS RE- 
PRESENTING NATIONAL LEADERSHIP IN 
BUSINESS, INDUSTRY, RESEARCH, GOV- 
ERNMENT, AND EDUCATION MET TO ID- 
ENTIFY SOME OF THE MOST OBVIOUS 
NEW EMERGING TECHNICAL OCCUPA- 
TIONS WHICH MIGHT REQUIRE RE- 
SEARCH AND DEVELOPMENT EFFORTS 
AND SOME OF THE MOST PRESSING RE- 
SEARCHABLE PROBLEM AREAS IN TECH- 
NICAL EDUCATION. THE NEW OR EMERG- 
ING TECHNICAL OCCUPATIONS IDENTI- 
FIED WERE PROGRAMING TECHNICIAN, 
SYSTEMS ANALYST TECHNICIAN, EDUCA- 
TIONAL TECHNICIAN, ANIMAL HEALTH 
TECHNICIAN, AND ADMINISTRATIVE 
SCIENCE TECHNICIAN. THE PROBLEM 
AREAS IDENTIFIED AS CRITICAL WERE 
LEADERSHIP DEVELOPMENT, WAYS OF 
KEEPING TECHNICAL TEACHERS UPDAT- 
ED IN THEIR FIELDS, DEVELOPMENT OF 
BETTER COMMUNICATIONS WITH EM- 
PLOYERS, RECRUITMENT AND PREPARA- 
TION OF TECHNICAL TEACHERS, OPTI- 
MUM INTRA-INSTITUTIONAL ORGANIZA- 
TIONAL AND ADMINISTRATIVE STRUC- 
TURE FOR TECHNICAL EDUCATION, DEF- 
INITION OF THE ROLE OF THE TECHNI- 
CAL CURRICULUM IN THE HIGH SCHOOL, 
AND STUDENT SELECTION FOR THE 
HEALTH RELATED TECHNOLOGIES. POS- 
SIBLE APPROACHES TO EACH PROBLEM 
WERE SUGGESTED. (PS) 
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ED 013 889 VT 000 909 
KNEELAND, NATALIE AND OTHERS 
DISTRIBUTIVE EDUCATION FOR ADULTS, 
GUIDE FOR PART-TIME INSTRUCTORS. DIS- 
TRIBUTIVE EDUCATION SERIES, NUMBER 
21. 
OFFICE OF EDUCATION, WASHINGTON, 
D.C. - 
REPORT NUMBER OE-82003 
PUBDATE 60 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *ADULT VOCATIONAL 
EDUCATION, *DISTRIBUTIVE EDUCAT- 
ION, *PART TIME TEACHERS, *TEACHING 
GUIDES, TEACHING TECHNIQUES, 
MATERIAL IN THIS BULLETIN WAS COL- 
LECTED FROM MANY STATES OPERATING 
SUCCESSFUL ADULT DISTRIBUTIVE ED- 
UCATI'}N PROGRAMS. IT WAS DEVELOPED 
BY A TRAINING CONSULTANT WITH THE 
ASSISTANCE OF PROGRAM SPECIALISTS 
FOR DISTRIBUTIVE EDUCATION IN THE 
U.S. OFFICE OF EDUCATION. SUGGES. 
TIONS TO ASSIST THE PART-TIME IN- 
STRUCTOR INCLUDE - (1) LEARNING 
ABOUT THE JOB, CLASS MEMBERS, AND 
STEPS IN TEACHING, (2) PLANNING WHAT 
AND HOW TO TEACH, (8) SELECTING AND 
USING VISUAL AIDS, (4) MAKING A TEACH- 
ING PLAN, (5) HOLDING THE FIRST CLASS 
MEETING, (6) QUESTIONING AND HAN- 
DLING CLASS RESPONSE, (7) HOLDING 
THE CLOSING MEETING, AND (8) EVALU- 
ATING TRAINING PERFORMANCE. THIS 
DOCUMENT IS AVAILABLE AS GPO NUM- 
BER FS 5.282--82003 FOR 15 CENTS FROM 
SUPERINTENDENT OF DOCUMENTS, U.S. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C. 20402. (PS) 
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ED 013 890 

WIGGS,J.T. ANDOTHERS 
FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. : 

TEXAS A AND M UNIV., COLLEGE STATION 
TEXAS EDUCATION AGENCY, AUSTIN 
PUBDATE 66 

EDRS PRICE MF-$1.00 HC NOT AVAILABLE 
FROMEDRS. 222P. 

DESCRIPTORS *AGRICULTURAL SUP- 
PLY OCCUPATIONS, ‘FERTILIZERS, 
*STUDY GUIDES, *VOCATIONAL AGRICUL- 
TURE, ANSWER KEYS, BIBLIOGRAPHIES, 
COOPERATIVE EDUCATION, TESTS, 

THE PURPOSE OF THIS DOCUMENT IS TO 
PROVIDE A STUDY GUIDE FOR STUDENTS 
PREPARING TO BE FERTILIZER SALES 
AND SERVICEMEN IN A COOPERATIVE 
EDUCATION PROGRAM. IT WAS DESIGNED 
BY SUBJECT MATTER SPECIALISTS ON 
THE BASIS OF RECOMMENDATIONS BY A 
STATE ADVISORY COMMITTEE, TESTED 
IN OPERATIONAL PROGRAMS, AND: RE- 
FINED BY A VOCATIONAL AGRICULTURE 
TEACHER. UNITS INCLUDED IN THE 
COURSE ARE - (1) AGRICULTURAL 
SALESMANSHIP, (2) BUSINESS ORGANIZA- 
TION AND FUNCTION, (8) BUSINESS PRO- 
CEDURES, (4) FERTILIZER, (5) SOILS AND 
SOIL PROBLEMS, (6) FERTILIZER NU- 
TRIENT SOURCES, (7) PLANT FOOD ELE- 
MENT FUNCTIONS, (8) FERTILIZER USE 
PRINCIPLES, (9) FERTILIZER APPLICA- 
TION METHODS, AND (10) REGULATIONS 
AND CONTROL. MATERIALS IN EACH 
UNIT INCLUDE INFORMATION SHEETS, 
ASSIGNMENT SHEETS, ASSIGNMENT AN- 
SWER SHEETS, TOPIC TESTS, AND TEST 
ANSWER SHEETS. THE MATERIAL MAY 
BE APPROPRIATELY USED IN A VOCA- 
TIONAL AGRICULTURE COOPERATIVE 
EDUCATION PROGRAM FOR STUDENT 
READING AND AS A GUIDE TO STUDY. 


STUDENTS SHOULD BE EMPLOYED PART- 
TIME IN FERTILIZER SALES AND SERV. 
ICE, MALE OR FEMALE, AND 16 TO 20 
YEARS OLD. THE COURSE WOULD RE. 
QUIRE 175 PERIODS OF 50 MINUTES EACH. 
THE PRINTED DOCUMENT IS LOOSELEAF. 
THIS DOCUMENT IS AVAILABLE IN LIMIT- 
ED NUMBERS FOR $2.50 EACH FROM THE 
AGRICULTURAL EDUCATION TEACHING 
MATERIALS CENTER, TEXAS AGRICUL- 
TURAL AND MECHANICAL UNIVERSITY, 
COLLEGE STATION, TEXAS 77843. (JM) 


ED 013 891 VT 001 132 
FITTS,JAMES JOHNSON,JOHNNY 
PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 

TEXAS A AND M UNIV., COLLEGE STATION 
TEXAS EDUCATION AGENCY, AUSTIN 
PUBDATE 66 

EDRS PRICE MF-$1.50 HC NOT AVAILABLE 
FROMEDRS 362P. 

DESCRIPTORS *COOPERATIVE EDUCAT- 
ION, “LANDSCAPING, *ORNAMENTAL 
HORTICULTURE, *STUDY GUIDES, *VOCA- 
TIONAL AGRICULTURE, ANSWER KEYS, 
TESTS, 

THE PURPOSE OF THIS DOCUMENT IS TO 
PROVIDE VOCATIONAL AGRICULTURE CO- 
OPERATIVE EDUCATION STUDENTS 
PREPARING FOR EMPLOYMENT IN THE 
PARK AND LANDSCAPING FIELD WITH 
READING MATERIAL AND A GUIDE FOR 
STUDY. THE MATERIAL WAS DESIGNED 
BY SUBJECT MATTER SPECIALISTS ON 
THE BASIS OF STATE ADVISORY COMMIT- 
TEE RECOMMENDATIONS. THE MATERI.- 
AL WAS TESTED IN OPERATIONAL PRO- 
GRAMS AND REFINED BY TWO TEACHE- 
RS. UNITS INCLUDED IN THE COURSE 
ARE -- (1) INTRODUCTION TO HORTICUL- 
TURE, (2) PLANT GROWING MEDIA, (3) 
PLANT GROWTH AND CLASSIFICATION, (4) 
PLANT PROPAGATION, (5) NURSERY 
PLANT PRODUCTION, (6) FLORAL CROP 
PRODUCTION, (7) ESTABLISHING AND 
CARING FOR LAWNS, (8) CONTROLLING 
PLANT INSECTS, DISEASES, AND OTHER 
PESTS, (9) OPERATING AND MAINTAINING 
HORTICULTURAL EQUIPMENT, (10) DE- 
VELOPING AND MAINTAINING THE 
LANDSCAPE. MATERIALS FOR EACH UNIT 
INCLUDE INFORMATION SHEETS, AS- 
SIGNMENT SHEETS, ASSIGNMENT AN- 
SWER SHEETS, TOPICAL TESTS, AND TEST 
ANSWER SHEETS. THE COURSE IS DE- 
SIGNED FOR 175 PERIODS OF 50 MINUTES 
EACH. STUDENTS MAY BE MALE OR FEM- 
ALE, 16 TO 20 YEARS OF AGE, AND SHOULD 
BE EMPLOYED. TEXTBOOKS, BULLETINS, 
AND COMMERCIAL DATA ARE RECOM- 
MENDED FOR USE WITH THE STUDY 
GUIDE. THE DOCUMENT IS PRINTED AND 
LOOSELEAF. THIS DOCUMENT IS AVAILA- 
BLE IN LIMITED NUMBERS FOR $4.50 
EACH FROM THE AGRICULTURAL EDUCA- 
TION TEACHING MATERIALS CENTER, 
TEXAS AGRICULTURAL AND MECHANI- 
CAL UNIVERSITY, COLLEGE STATION, 
TEXAS 77843. (JM) 
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DESCRIPTORS *AGRICULTURAL MACHI- 
NERY, *AGRICULTURAL MACHINERY 





OCCUPATIONS, *COOPERATIVE EDUCAT- 
ION, *STUDY GUIDES, *VOCATIONAL AG- 
RICULTURE, ANSWER KEYS, TESTS, 

THE PURPOSE OF THIS DOCUMENT IS TO 
PROVIDE A STUDY GUIDE FOR STUDENTS 
PREPARING FOR AGRICULTURAL MACH- 
INERY OCCUPATIONS IN A VOCATIONAL 
AGRICULTURE COOPERATIVE EDUCA- 
TION PROGRAM. THE MATERIAL WAS DE- 
SIGNED BY SUBJECT MATTER SPECI- 
ALISTS ON THE BASIS OF STATE ADVIS- 
ORY COMMITTEE RECOMMENDATIONS, 
TRIED IN OPERATIONAL PROGRAMS, AND 
REFINED BY A TEACHER. TOPICAL UNITS 
IN THE COURSE INCLUDE - (1) INTRO- 
DUCTION, (2) INTERNAL COMBUSTION EN- 
GINES, (3) LUBRICANTS AND LUBRICAT- 
ING SYSTEMS, (4) FUEL SYSTEMS, (5) COOL- 
ING SYSTEMS, (6) ELECTRICAL SYSTEMS, 
AND (7) HYDRAULICS. UNIT MATERIALS 
INCLUDE INFORMATION SHEETS, AS- 
SIGNMENT SHEETS, ASSIGNMENT AN- 
SWER SHEETS, TOPIC TESTS, AND TOPIC 
TEST ANSWERS. THE MATERIAL IS SUITA- 
BLE FOR READING AND AS A GUIDE TO 
STUDY FOR STUDENTS WHO ARE 
EMPLOYED, MALE OR FEMALE, AND 16 TO 
20 YEARS OLD. THE COURSE REQUIRES 
175 PERIODS OF 50 MINUTES. OTHER 
TEXTBOOKS, BULLETINS, AND COMMER- 
CIAL DATA ARE NECESSARY AND ARE 
SPECIFICALLY RECOMMENDED ON THE 
ASSIGNMENT SHEETS. THE DOCUMENT IS 
IN PRINTED AND LOOSELEAF FORM. THIS 
DOCUMENT IS AVAILABLE IN LIMITED 
NUMBERS FOR $4.00 EACH FROM AGRI- 
CULTURAL EDUCATION TEACHING MA- 
TERIALS CENTER, TEXAS AGRICUL- 
TURAL AND MECHANICAL UNIVERSITY, 
COLLEGE STATION, TEXAS 77843. (JM) 
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DESCRIPTORS *AGRICULTURAL SUP- 
PLY OCCUPATIONS, *COOPERATIVE EDU- 
CATION, *FEED INDUSTRY, “STUDY 
GUIDES, *VOCATIONAL AGRICULTURE, 
ANSWER KEYS, BIBLIOGRAPHIES, OCCU- 
PATIONS, TESTS, 

THE PURPOSE OF THIS DOCUMENT IS TO 
PROVIDE A GUIDE TO STUDY FOR VOCA- 
TIONAL AGRICULTURE COOPERATIVE 
EDUCATION STUDENTS PREPARING FOR 
EMPLOYMENT IN FEED SALES AND 
SERVICE. THE MATERIAL WAS DESIGNED 
BY SUBJECT MATTER SPECIALISTS ON 
THE BASIS OF STATE ADVISORY COMMIT- 
TEE RECOMMENDATIONS, TESTED IN OP- 
ERATIONAL PROGRAMS, AND REFINED. 
UNITS IN THE COURSE ARE - (1) AGRICUL- 
TURAL SALESMANSHIP, (2) FEED BUSI- 
NESS ORGANIZATION AND FUNCTION, (3) 
BUSINESS PROCEDURES, (4) SERVICE 
FUNCTIONS, (5) REGULATIONS, (6) RATION 
FORMULATION, (7) FEED PREPARATION, 
AND (8) RELATED AGRICULTURAL 
SUPPLIES AND SERVICE. THE COURSE IS 
DESIGNED FOR 175 PERIODS OF 50 MIN- 
UTES, FOR MALE AND FEMALE STU- 
DENTS, 16 TO 20 YEARS OF AGE, WHO ARE 
EMPLOYED PART-TIME IN THE INDUST- 
RY. SUPPLEMENTAL TEXTBOOKS, BULLE- 
TINS, AND COMMERCIAL DATA ARE NEC- 
ESSARY, AND LISTS ARE PROVIDED IN 
THE DOCUMENT. THE PRINTED DOCU- 
MENT IS LOOSELEAF. THIS DOCUMENT IS 
AVAILABLE IN LIMITED NUMBERS FOR 


$2.50 EACH FROM AGRICULTURAL EDUCA- 
TION TEACHING MATERIALS CENTER, 
TEXAS AGRICULTURAL AND MECHANI- 
CAL UNIVERSITY, COLLEGE STATION, 
TEXAS 77843. (JM) 


ED 013 894 VT 001 214 
HALTERMAN,JERRY ANDOTHERS 
AGRICULTURAL CHEMICALS TECHNOLO. 
GY, A SUGGESTED TWO-YEAR POST HIGH 
SCHOOL CURRICULUM AND COURSE OUTL- 
INES. 

OHIO STATE UNIV., COLUMBUS, CENTER 

FOR VOC. EDUC. 

PUBDATE DEC65 
EDRS PRICE MF-$0.75 HC-$6.04 149P. 

DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *AGRICULTURAL TECHNI- 
CIANS, *CURRICULUM GUIDES, BI- 
BLIOGRAPHIES, CURRICULUM, POST SEC- 
ONDARY EDUCATION, 

DATA REVEALED BY STUDIES OF AGRI- 
CULTURAL BUSINESS TRAINING NEEDS 
CONDUCTED IN SEVERAL STATES 
PROMPTED THE DESIGN OF AN INSTRUC- 
TIONAL MATERIALS SERIES TO ASSIST 
STATE AND LOCAL VOCATIONAL EDUCA- 
TION LEADERS IN DEVELOPING PRO- 
GRAMS TO PREPARE YOUTH AND ADULTS 
FOR EMPLOYMENT AND ADVANCEMENT 
IN OFF-FARM AGRICULTURAL OCCUPAT- 
IONS. THIS DOCUMENT, THE INTRODUC- 
TION TO THE SERIES ON AGRICULTURAL 
CHEMICALS, WAS DEVELOPED BY A TASK 
FORCE OF SPECIALISTS TO ASSIST IN THE 
DEVELOPMENT OF A 2-YEAR POST-SEC- 
ONDARY CURRICULUM FOR PREPARING 
TECHNICIANS TO SERVE AS AGRICUL- 
TURAL CHEMICAL PRODUCT SALESMEN 
AND SERVICEMEN, EQUIPMENT SALES- 
MEN AND SERVICEMEN, PRODUCTION 
AND CONTROL TECHNICIANS, TECHNI- 
CIANS, SPECIALISTS, APPLICATORS, AND 
FARM MANAGEMENT CONSULTANTS. IT 
INCLUDES AN INTRODUCTORY STATEM- 
ENT, A DESCRIPTION OF THE NATURE OF 
THE PROGRAM, AN OVERVIEW OF THE 
CURRICULUM, AND A SUGGESTED CURR- 
ICULUM. COURSES ARE CLASSIFIED AS 
GENERAL, SUPPORTING TECHNICAL, AND 
TECHNICAL SPECIALITY. OUTLINES ARE 
INCLUDED FOR THREE COURSES IN COM- 
MUNICATIONS, FOUR IN CHEMISTRY, TWO 
IN MECHANICS, SEVEN IN AGRICUL- 
TURAL BUSINESS, THREE IN BIOLOGICAL 
SCIENCES, SEVEN IN AGRICULTURAL 
SCIENCE AND PRODUCTION, AND TWO IN 
PERSONAL DEVELOPMENT. STUDY 
GUIDES IN Ei:GHT TECHNICAL SPECIALTY 
COURSES ARE PRESENTED AS SUBSE- 
QUENT UNITS IN THE SERIES. A 95-ITEM 
BIBLIOGRAPHY IS INCLUDED. TWELVE 
GUIDELINES FOR THE DEVELOPMENT OF 
TRAINING PROGRAMS FOR AGRICUL- 
TURAL TECHNICIANS ARE OUTLINED, 
AND EDUCATIONAL NEEDS FOR AGRI- 
CULTURAL TECHNICIANS AND AGRICUL- 
TURAL CHEMICALS TECHNICIANS ARE 
LISTED. THIS DOCUMENT IS AVAILABLE 
FOR A LIMITED PERIOD FOR $6.75 PER SET 
(VT 001 214 - 001 222) FROM THE CENTER 
FOR VOCATIONAL AND TECHNICAL EDU- 
CATION, THE OHIO STATE UNIVERSITY, 
980 KINNEAR ROAD, COLUMBUS, OHIO 
43212. (JM) 
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GY, NUMBER 1. 


OHIO STATE UNIV., COLUMBUS, CENTER 

FOR VOC, EDUC. 

PUBDATE DEC65 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROMEDRS. 126P. 

DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *FERTILIZERS, *TEACHING 
GUIDES, BIBLIOGRAPHIES, POST SECOND- 
ARY EDUCATION, UNITS OF STUDY 
(SUBJECT FIELDS), 

THE PURPOSE OF THIS GUIDE IS TO AS- 
SIST TEACHERS IN PREPARING POST-SEC- 
ONDARY STUDENTS FOR AGRICULTURAL 
CHEMICAL OCCUPATIONS. ONE OF A 
SERIES OF EIGHT MODULES, IT WAS DE- 
VELOPED BY A NATIONAL TASK FORCE 
ON THE BASIS OF DATA FROM STATE 
STUDIES. SUBJECT MATTER AREAS ARE 
(1) CHEMICAL NUTRITION OF PLANTS, (2) 
PLANT GROWTH, (3) TERMINCLOGY, INT- 
ERPRETATION, AND CALCULATION, (4) 
NUTRIENT CLASSIFICATION, FUNCTION, 
AND DEFICIENCY, (5) CHEMICAL SELEC- 
TION AND RECOMMENDATION, (6) PLANT 
AND SOIL DIAGNOSIS AND FIELD TRIAL 
ANALYSIS, (7) FERTILIZER APPLICATION 
AND PLACEMENT, (8) APPROVED FERTIL- 
IZER PRACTICES AND RECOMMENDAT- 
IONS, AND (9) LAWFUL AND SAFE FERTIL- 
IZER HANDLING, TRANSPORT, AND STOR- 
AGE. EACH SECTION INCLUDES SUBJECT 
MATTER CONTENT, TEACHING-LEARN- 
ING ACTIVITY, INSTRUCTIONAL MATERI- 
ALS, REFERENCES, AND SUGGESTIONS 
FOR OCCUPATIONAL EXPERIENCES. A 
GLOSSARY OF TERMS, A LIST OF SELECT- 
ED REFERENCES, AND A GUIDE FOR SPE- 
CIFIC DEMONSTRATIONS AND USE OF 
VISUAL AIDS ARE INCLUDED. THE MA- 
TERIAL IS DESIGNED FOR 24 HOURS OF 
CLASS INSTRUCTION, 36 HOURS OF LABO- 
RATORY EXPERIENCE, AND 80 HOURS OF 
OCCUPATIONAL EXPERIENCE. TEACH- 
ERS SHOULD HAVE AN AGRICULTURAL 
CHEMICAL BACKGROUND AND STUDENTS 
AN OCCUPATIONAL GOAL IN THE INDUST- 
RY, APTITUDE IN CHEMISTRY, AND POST- 
HIGH SCHOOL STATUS. THIS DOCUMENT 
IS AVAILABLE FOR A LIMITED PERIOD 
FOR $6.75 PER SET (VT 001 214 - 001 222) 
FROM THE CENTER FOR VOCATIONAL 
AND TECHNICAL EDUCATION, THE OHIO 
STATE UNIVERSITY, 980 KINNEAR ROAD, 
COLUMBUS, OHIO 43212. (JM) 


ED 013 896 VT 001 216 
THE USE OF CHEMICALS AS INSECTICIDES- 
-PLANTS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 2. 

OHIO STATE UNIV., COLUMBUS, CENTER 

FOR VOC. EDUC. 

PUBDATE DEC 65 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROM EDRS. 74P. 

DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *INSECTICIDES, *TEACHING 
GUIDES, BIBLIOGRAPHIES, ENTOMOLO- 
GY, POST SECONDARY EDUCATION, UNITS 
OF STUDY (SUBJECT FIELDS), 

THIS GUIDE IS ONE OF A SERIES DE- 
SIGNED TO PROVIDE GROUP INSTRUC- 
TION AND INDIVIDUAL OCCUPATIONAL 
EXPERIENCE FOR POST-SECONDARY STU- 
DENTS PREPARING FOR EMPLOYMENT 
AS AGRICULTURAL CHEMICAL TECHNIC- 
IANS. IT WAS DEVELOPED BY A NATION- 
AL TASK FORCE ON THE BASIS OF STATE 
STUDY DATA. THE OBJECTIVES ARE TO 
DEVELOP (1) INTEREST, APPRECIATION, 
AND UNDERSTANDING OF CHEMICAL 
USE IN INSECT AND PEST CONTROL, (2) 
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ABILITY TO COMMUNICATE, STUDY, COM- 
PUTE, AND MEASURE IN THE FIELD, (3) 
ABILITY TO RECOGNIZE AND IDENTIFY 
INSECTS, PESTS, AND DAMAGE SYMP- 
TOMS, (4) KNOWLEDGE OF CHEMICALS, (5) 
KNOWLEDGE OF PRINCIPLES AND CON- 
CEPTS UNDERLYING CHEMICAL USE, 
AND (6) KNOWLEDGE AND SKILL IN LAW- 
FUL AND SAFE HANDLING OF CHEMIC- 
ALS. SUGGESTIONS FOR INTRODUCING 
THE COURSE ARE GIVEN. EACH MAJOR 
UNIT INCLUDES OBJECTIVES, TEACHER 
PREPARATION, TEACHING-LEARNING AC- 
TIVITIES, INSTRUCTIONAL MATERIALS 
AND REFERENCES, AND, IN SOME CASES, 
EVALUATIVE CRITERIA IN THE FORM OF 
SPECIFIC STUDENT PERFORMANCES. 
THE MODULE IS DESIGNED FOR 24 HOURS 
OF CLASS INSTRUCTION, 36 HOURS OF LA- 
BORATORY EXPERIENCE, AND 120 HOURS 
OF OCCUPATIONAL EXPERIENCE. TEACH- 
ERS SHOULD HAVE A BACKGROUND, AND 
STUDENTS AN OCCUPATIONAL GOAL, IN 
AGRICULTURAL CHEMICALS. THIS DOCU- 
MENT IS AVAILABLE FOR A LIMITED 
PERIOD FOR $6.75 PER SET (VT 001 214 - 001 
222) FROM THE CENTER FOR VOCATIONAL 
AND TECHNICAL EDUCATION, THE OHIO 
STATE UNIVERSITY, 980 KINNEAR ROAD, 
COLUMBUS, OHIO 43212. (JM) 
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IVES. AGRICULTURAL CHEMICALS TECH- 
NOLOGY, NUMBER 3. 

OHIO STATE UNIV., COLUMBUS, CENTER 

FOR VOC. EDUC. 

PUB DATE DEC65 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROM EDRS. 58P. 

DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *SOIL SCIENCE, *TEACHING 
GUIDES, BIBLIOGRAPHIES, POST SECOND- 
ARY EDUCATION, UNITS OF STUDY 
(SUBJECT FIELDS), 

THE PURPOSE OF THIS GUIDE IS TO AS- 
SIST TEACHERS IN PREPARING POST-SEC- 
ONDARY STUDENTS FOR AGRICULTURAL 
CHEMICAL OCCUPATIONS. IT IS ONE OF A 
SERIES OF MODULES DEVELOPED BY A 
NATIONAL TASK FORCE ON THE BASIS OF 
STATE STUDY DATA. SECTIONS ARE (1) 
PHYSICAL AND CHEMICAL ALTERATION 
OF SOIL WITH CHEMICAL ADDITIVES, (2) 
TERMINOLOGY AND COMPUTATIONS, (3) 
LAWS, REGULATIONS, AND CONTROLS, (4) 
SOIL STRUCTURE AND COMPOSITION, (5) 
CHEMICALS AS SOIL ADDITIVES, AND (6) 
SOIL ADDITIVE PRINCIPLES AND CONC- 
EPTS. IN ADDITION TO SUGGESTIONS FOR 
INTRODUCING THE MODULE, OBJECTI- 
VES, SUBJECT MATTER CONTENT, TEACH- 
ING-LEARNING ACTIVITIES, AND INS- 
TRUCTIONAL MATERIALS AND REF- 
ERENCES ARE SUGGESTED FOR EACH 
SECTION. TEACHERS NEED A _ BACK- 
GROUND IN AGRICULTURAL CHEMICALS, 
AND STUDENTS SHOULD HAVE POST- 
HIGH SCHOOL STATUS, AN APTITUDE IN 
CHEMISTRY, AND AN OCCUPATIONAL 
GOAL IN AGRICULTURAL CHEMICALS. 
THE MATERIAL IS DESIGNED FOR 12 
HOURS OF CLASS INSTRUCTION, 36 HOURS 
OF LABORATORY EXPERIENCE, AND 80 
HOURS OF OCCUPATIONAL EXPERIENCE. 
THIS DOCUMENT IS AVAILABLE FOR A 
LIMITED PERIOD FOR $6.75 PER SET (VT 
001 214 - 001 222) FROM THE CENTER FOR 
VOCATIONAL AND TECHNICAL EDUCAT- 
ION, THE OHIO STATE UNIVERSITY, 980 
KINNEAR ROAD, COLUMBUS, OHIO 43212. 
(JM) 
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THE USE OF CHEMICALS AS FUNGICIDES, | 


BACTERICIDES AND NEMATOCIDES. AGRI- 
CULTURAL CHEMICALS TECHNOLOGY, 
NUMBER 4. 

OHIO STATE UNIV., COLUMBUS, CENTER 

FOR VOC. EDUC. 

PUBDATE DEC65 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 55P. 

DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *PLANT PATHOLOGY, 
*TEACHING GUIDES, BIBLIOGRAPHIES, 
POST SECONDARY EDUCATION, UNITS OF 
STUDY (SUBJECT FIELDS), 

THE PURPOSE OF THIS GUIDE IS TO AS- 
SIST TEACHERS IN PREPARING POST-SEC- 
ONDARY EDUCATION STUDENTS FOR 
AGRICULTURAL CHEMICAL OCCUPAT- 
IONS. ONE OF A SERIES FOR THESE OCCU- 
PATIONS, THIS MODULE WAS DEVELOPED 
BY A NATIONAL TASK FORCE ON THE 
BASIS OF DATA FROM STATE STUDIES. 
SECTIONS ARE (1) PLANT DISEASE AND 
NEMATODE PREVENTION, CONTROL, OR 
ERADICATION WITH CHEMICALS, (2) TER- 
MINOLOGY AND COMPUTATIONS, (3) 
PATHOLOGICAL AGENT AND NEMATODE 
IDENTIFICATION, (4) FUNGICIDES, BAC- 
TERICIDES, AND NEMATOCIDES, (5) 
CHEMICAL UTILIZATION PRINCIPLES 
AND CONCEPTS, (6) UTILIZATION SKILLS 
AND ABILITIES, AND (7) LEGAL HAND- 
LING, STORAGE, AND APPLICATION OF 
CHEMICALS. IN ADDITION TO SUGGES- 
TIONS FOR INTRODUCING THE MODULE, 
THE GUIDE INCLUDES OBJECTIVES, 
SUBJECT MATTER CONTENT, TEACHING- 
LEARNING ACTIVITIES, AND INSTRUC- 
TIONAL MATERIAL AND REFERENCES 
FOR EACH SECTION. IT IS DESIGNED FOR 
24 HOURS OF CLASS INSTRUCTION, 36 
HOURS OF LABORATORY EXPERIENCE, 
AND 80 HOURS OF OCCUPATIONAL EXP- 
ERIENCE. TEACHERS SHOULD HAVE A 
BACKGROUND IN AGRICULTURAL CHEMI- 
CALS, AND STUDENTS SHOULD HAVE 
POST-HIGH SCHOOL STATUS, APTITUDE IN 
CHEMISTRY, AND AN OCCUPATIONAL 
GOAL IN THE FIELD. THIS DOCUMENT IS 
AVAILABLE FOR A LIMITED PERIOD FOR 
$6.75 PER SET (VT 001 214 - 001 222) FROM 
THE CENTER FOR VOCATIONAL AND 
TECHNICAL EDUCATION, THE OHIO 
STATE UNIVERSITY, 980 KINNEAR ROAD, 
COLUMBUS, OHIO 43212. (JM) 
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DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *RODENTICIDES, *TEACH- 
ING GUIDES, BIBLIOGRAPHIES, POST SEC- 
ONDARY EDUCATION, UNITS OF STUDY 
(SUBJECT FIELDS), 

THE PURPOSE OF THIS GUIDE IS TO AS- 
SIST TEACHERS IN PREPARING POST-SEC- 
ONDARY STUDENTS FOR AGRICULTURAL 
CHEMICAL OCCUPATIONS. IT IS ONE OF A 
SERIES OF MODULES DEVELOPED BY A 
NATIONAL TASK FORCE ON THE BASIS OF 
DATA FROM STATE STUDIES.-SECTIONS 
ARE (1) USE OF CHEMICALS FOR RODENT 
CONTROL AND ERADICATION, (2) TERMI- 
NOLOGY AND COMPUTATIONS, (3) RODENT 


IDENTIFICATION, (4) RODENTICIDES, (5) 
RODENT CONTROL PRINCIPLES AND CON- 
CEPTS, AND (6) CHEMICAL HANDLING, 
TRANSPORTATION, AND STORAGE. IN 
ADDITION TO SUGGESTIONS FOR INTRO- 
DUCING THE MODULE, THE GUIDE IN. 
CLUDES OBJECTIVES, SUBJECT MATTER 
CONTENT, SUGGESTED TEACHING. 
LEARNING ACTIVITIES, AND INSTRUC- 
TIONAL AIDS AND REFERENCES FOR 
EACH SECTION. TEACHERS SHOULD 
HAVE A BACKGROUND IN AGRICUL- 
TURAL CHEMICALS. STUDENTS SHOULD 
HAVE POST-HIGH SCHOOL STATUS, AN AP. 
TITUDE IN CHEMISTRY, AND AN OCCUPA- 
TIONAL GOAL IN THE INDUSTRY. THE MA- 
TERIAL IS DESIGNED FOR 12 HOURS OF 
CLASS INSTRUCTION, 36 HOURS OF LABO- 
RATORY EXPERIENCE, AND 60 HOURS OF 
OCCUPATIONAL EXPERIENCE. THIS 
DOCUMENT IS AVAILABLE FOR A LIMIT- 
ED PERIOD FOR $6.75 PER SET (VT 001 214 - 
001 222) FROM THE CENTER FOR VOCA- 
TIONAL AND TECHNICAL EDUCATION, 
THE OHIO STATE UNIVERSITY, 980 KIN- 
NEAR ROAD, COLUMBUS, OHIO 43212. (JM) 
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DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *HERBICIDES, *TEACHING 
GUIDES, *WEEDS, BIBLIOGRAPHIES, POST 
SECONDARY EDUCATION, UNITS OF 
STUDY (SUBJECT FIELDS), 

DEVELOPED BY A NATIONAL TASK 
FORCE ON THE BASIS OF STATE STUDIES, 
THIS MODULE IS ONE OF A SERIES DE- 
SIGNED TO ASSIST TEACHERS IN PREPAR- 
ING POST-SECONDARY STUDENTS FOR 
ENTRY AND ADVANCEMENT IN AGRICUL- 
TURAL CHEMICAL OCCUPATIONS. THE 
SPECIFIC OBJECTIVES OF THIS MODULE 
ARE TO DEVELOP ABILITIES NECESSARY 
FOR OCCUPATIONS CONCERNED WITH 
CHEMICAL WEED CONTROL. SECTIONS IN- 
CLUDE -- (1) USE OF CHEMICALS TO PRE- 
VENT, CONTROL, OR ERADICATE WEEDS, 
(2) TERMINOLOGY AND COMPUTATIONS, 
(3) WEED IDENTIFICATION, (4) HERBI- 
CIDES, (5) CHEMICAL WEED CONTROL 
PRINCIPLES AND CONCEPTS, (6) WEED 
CONTROL PROGRAMS AND SELECTIVE 
WEED CONTROL, AND (7) SAFE HERBI- 
CIDE HANDLING, STORAGE, AND APPLI- 
CATION. SUGGESTIONS FOR INTRODUC- 
ING THE MODULE ARE GIVEN. EACH SEC- 
TION INCLUDES RECOMMENDED 
SUBJECT MATTER, TEACHING-LEARNING 
ACTIVITIES, INSTRUCTIONAL AIDS, AND 
REFERENCES. THE MATERIAL IS DE- 
SIGNED FOR 24 HOURS OF CLASS IN- 
STRUCTION, 36 HOURS OF LABORATORY 
EXPERIENCE, AND 60 HOURS OF OCCUPA- 
TIONAL EXPERIENCE. TEACHERS 
SHOULD HAVE A BACKGROUND IN AGRI- 
CULTURAL CHEMICALS, AND STUDENTS 
SHOULD HAVE POST-HIGH SCHOOL STA- 
TUS, APTITUDE IN CHEMISTRY, AND AN 
OCCUPATIONAL GOAL IN THE INDUSTRY. 
THIS DOCUMENT IS AVAILABLE FOR A 
LIMITED PERIOD FOR $6.75 PER SET (VT 
001 214 - 001 222) FROM THE CENTER FOR 
VOCATIONAL AND TECHNICAL EDUCAT- 
ION, THE OHIO STATE UNIVERSITY, 980 
KINNEAR ROAD, COLUMBUS, OHIO 43212. 
(JM) 
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DESCRIPTORS *AGRICULTURAL CHEMI- 
CAL OCCUPATIONS, *AGRICULTURAL 
EDUCATION, *ANIMAL SCIENCE, *TEACH- 
ING GUIDES, *VETERINARY MEDICINE, 
BIBLIOGRAPHIES, POST SECONDARY 
EDUCATION, UNITS OF STUDY (SUBJECT 
FIELDS), 

DEVELOPED BY A NATIONAL TASK 
FORCE ON THE BASIS OF STATE STUDIES, 
THIS MODULE IS ONE OF A SERIES DE- 
SIGNED TO ASSIST TEACHERS IN PREPAR- 
ING POST-SECONDARY STUDENTS FOR 
AGRICULTURAL CHEMICAL OCCUPAT- 
IONS. THE SPECIFIC OBJECTIVE OF THIS 
MODULE IS TO PREPARE TECHNICIANS 
IN THE FIELD OF THE USE OF CHEMICALS 
FOR ANIMAL HEALTH. SECTIONS IN- 
CLUDE -- (1) CHEMICALS FOR NUTRITION, 
INSECT CONTROL AND ERADICATION, 
AND PROTECTION AGAINST DISEASE FOR 
FARM ANIMALS, (2) TERMINOLOGY AND 
COMPUTATIONS, (3) NUTRITIONAL DEFI- 
CIENCY, PARASITIC INFESTATION, AND 
DISEASE RECOGNITION AND IDENTIFI- 
CATION, (4) CHEMICALS USEFUL FOR ANI- 
MAL HEALTH, (5) CHEMICAL PRINCIPLES 
AND CONCEPTS, (6) SKILL IN USING CHEM- 
ICALS, AND (7) CHEMICAL HANDLING, 
TRANSPORTATION, STORAGE, AND APPLI- 
CATION. SUGGESTIONS FOR INTRODUC- 
ING THE MODULE ARE GIVEN. EACH SEC- 
TION INCLUDES RECOMMENDED 
SUBJECT MATTER, TEACHING-LEARNING 
ACTIVITIES, INSTRUCTIONAL AIDS, AND 
REFERENCES. THE MATERIAL IS DE- 
SIGNED FOR 24 HOURS OF CLASS IN- 
STRUCTION, 36 HOURS OF LABORATORY 
EXPERIENCE, AND 80 HOURS OF OCCUPA- 
TIONAL EXPERIENCE. THE TEACHER 
SHOULD HAVE AGRICULTURAL CHEMI- 
CAL EXPERIENCE. STUDENTS SHOULD 
HAVE POST-HIGH SCHOOL STATUS, APTI- 
TUDE IN CHEMISTRY, AND AN OCCUPA- 
TIONAL GOAL IN THE INDUSTRY. THIS 
DOCUMENT IS AVAILABLE FOR A LIMIT- 
ED PERIOD FOR $6.75 PER SET (VT 001 214 - 
001 222) FROM THE CENTER FOR VOCA- 
TIONAL AND TECHNICAL EDUCATION, 
THE OHIO STATE UNIVERSITY, 980 KIN- 
NEAR ROAD, COLUMBUS, OHIO 43212. (JM) 
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ONE OF A SERIES DESIGNED TO ASSIST 
TEACHERS IN PREPARING POST-SECOND- 
ARY STUDENTS FOR AGRICULTURAL 
CHEMICAL OCCUPATIONS, THIS MODULE 
IS SPECIFICALLY CONCERNED WITH 
CHEMICALS AS PLANT REGULATORS. IT 
WAS DEVELOPED BY A NATIONAL TASK 
FORCE ON THE BASIS OF DATA FROM 


STATE STUDIES. SECTIONS INCLUDE -- (1) 
CHEMICALS AS MODIFIERS OF PLANT 
GROWTH, (2) TERMINOLOGY AND COMPU- 
TATION, (3) SITUATIONAL AND ECONOMIC 
CONSIDERATIONS IN USE OF PLANT RE- 
GULATORS, (4) CHEMICALS USED AS 
PLANT REGULATORS, (5) PLANT MODIF- 
ICATION PRINCIPLES AND CONCEPTS, (6) 
PLANT MODIFICATION SKILLS, AND (7) 
LAWFUL HANDLING, TRANSPORTATION, 
STORAGE, AND APPLICATION OF CHEMIC- 
ALS. SUGGESTIONS ARE GIVEN FOR IN- 
TRODUCTION OF THE MODULE. RECOM- 
MENDED SUBJECT MATTER, TEACHING- 
LEARNING ACTIVITIES, INSTRUCTIONAL 
AIDS, AND REFERENCES ARE GIVEN FOR 
EACH SECTION. THE MATERIAL IS DE- 
SIGNED FOR 24 HOURS OF CLASS IN- 
STRUCTION, 36 HOURS OF LABORATORY 
EXPERIENCE, AND 60 HOURS OF OCCUPA- 
TIONAL EXPERIENCE. TEACHERS 
SHOULD HAVE AGRICULTURAL CHEMI- 
CAL EXPERIENCE. STUDENTS SHOULD 
HAVE POST-HIGH SCHOOL STANDING, AP- 
TITUDE IN CHEMISTRY, AND AN OCCUPA- 
TIONAL GOAL IN THE INDUSTRY. THIS 
DOCUMENT IS AVAILABLE FOR A LIMIT- 
ED PERIOD FOR $6.75 PER SET (VT 001 2i: - 
001 222) FROM THE CENTER FOR VOCA- 
TIONAL AND TECHNICAL EDUCATION, 
THE OHIO STATE UNIVERSITY, 980 KIN- 
NEAR ROAD, COLUMBUS, OHIO 43212. (JM) 
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FOR USE BY FIREMEN AND OTHER 
EMERGENCY PERSONNEL WHO MAY 
HAVE TO DEAL WITH FIRES OR SIMILAR 
EMERGENCIES INVOLVING RADIATION 
HAZARDS, THIS MANUAL IS CORRELATED 
WITH THE FOLLOWING INSTRUCTIONAL 
MATERIALS FOR THE 15-HOUR COURSE - 
(1) AN INSTRUCTOR’S GUIDE (VT 002 117), 
(2) A STUDENT STUDY GUIDE (VT 001 878), 
AND (3) A SET OF TWENTY-TWO 20- BY 28- 
INCH CHARTS (OE 84002). CONTENT IN- 
CLUDES -- (1) BENEFICIAL USES OF NU- 
CLEAR ENERGY, (2) LOCATING NUCLEAR 
ENERGY HAZARDS, (3) BASIC PRINCIPLES 
OF ATOMIC STRUCTURE AND RADIATION, 
(4) PROBLEMS OF RADIATION, (5) EXTER- 
NAL RADIATION, (6) PROTECTION FROM 
EXTERNAL RADIATION, (7) PRINCIPLES 
OF RADIATION MEASUREMENT, (8) IN- 
TERNAL RADIATION AND PROTECTION, 
(9) CONTAMINATION, (10) FISSION PRO- 
CESS AND NUCLEAR REACTOR PRINCIP- 
LES, (11) FIRE SERVICE PROBLEMS, AND 
(12) FIRE DEPARTMENT RESPONSIBILI- 
TIES IN THE NUCLEAR AGE. A BIBLIO- 
GRAPHY AND A GLOSSARY ARE INCLUDE- 
D. THIS DOCUMENT IS AVAILABLE AS GPO 
NUMBER FS 5.284--84019 FOR $1.00 FROM 
SUPERINTENDENT OF DOCUMENTS, U.S. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C. 20402. (PS) 


ED 013 904 

DEAN,C.E. AND OTHERS 
IMPROVING SUPERVISED PRACTICE IN VO- 
CATIONAL AGRICULTURE. 


VT 001 344 


NORTH CAROLINA STATE BOARD OF EDU- 

CATION, RALEIGH 
REPORTNUMBER NCSDPI-PUB-361 
PUBDATE 63 
EDRS PRICE MF-$0.25 HC-$1.44 34P. 

DESCRIPTORS *SUPERVISED FARM 
PRACTICE, *VOCATIONAL AGRICULTURE, 
FAMILY SCHOOL RELATIONSHIP, PRO- 
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VOCATIONAL AGRICULTURE TEACHERS 
CAN USE:THE INFORMATION AND SPECI- 
FIC DIRECTIONS IN THIS PUBLICATION 
FOR DEVELOPING MORE EFFECTIVE SU- 
PERVISED PRACTICE PROGRAMS FOR 
HIGH SCHOOL STUDENTS. SUPERVISED 
PRACTICE IS AN ESSENTIAL LEARNING 
PHASE OF VOCATIONAL PROGRAMS, AND 
PROVIDING IT IS A JOINT RESPONSIBIL- 
ITY OF THE SCHOOL, THE STUDENT, AND 
THE PARENTS. A. NEW CONCEPT OF 
“LEARNING EXPERIENCES BEYOND THE 
CLASSROOM” RECOGNIZES THE EXPAND- 
ED AND SPECIALIZED PHASES OF MO- 
DERN AGRICULTURE AND THE CHANGED 
ENVIRONMENTS OF VOCATIONAL AGRI- 
CULTURE ENROLLEES. THE INCREASING 
IMPORTANCE OF THE FIELDS OF AGRI- 
CULTURAL PROCESSING AND MARKET- 
ING AND AGRICULTURAL SERVICES NE- 
CESSITATES SUPERVISED PRACTICE PRO- 
GRAMS IN THOSE AREAS. SUPERVISED 
PRACTICE PROGRAMS ARE VALUABLE 
FOR VOCATIONAL EDUCATION, VOCA- 
TIONAL GUIDANCE, AND GENERAL EDU- 
CATION. THEIR DEVELOPMENT ASSUMES 
THAT THE SUPERVISED PRACTICE CON- 
CEPT IS SOUND EDUCATIONALLY, ECONO- 
MICALLY, PSYCHOLOGICALLY, AND SOC- 
IALLY, AND TEACHER AND STUDENT AC- 
TIVITIES ARE CHOSEN ON THAT BASIS. 
THE APPENDIXES LIST TOOLS FOR 
TEACHING SUCH AS SAMPLE PLANS FOR 
STUDENT AND PARENT MEETINGS AND 
FORMS FOR RECORDING STUDENT INFOR- 
MATION, PRACTICE ACTIVITIES, TEACH- 
ER VISITS, THE COMPREHENSIVE PRAC- 
TICE PROGRAM, AND FOR EVALUATING 
ON-THE-JOB INSTRUCTION. (WB) 
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ENT, *ACADEMIC PERFORMANCE, *PRED- 
ICTION, *TECHNICAL EDUCATION, ACA- 
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COMPARATIVE ANALYSIS, NORTH DAK- 
OTA STATE SCHOOL OF SCIENCE, STU- 
DENTS, 

DATA WERE COLLECTED FROM SCHOOL 
RECORDS FOR 876 STUDENTS ENROLLED 
IN SIX TECHNICAL PROGRAMS FROM 1961- 
63. THIS PROVIDES EIGHT BIOGRAPHICAL 
AND 17 ACADEMIC VARIABLES WHICH 
WERE EXAMINED FOR THEIR USEFUL- 
NESS IN PREDICTING STUDENT SUCCESS. 
THE STUDENT SAMPLE WAS DIVIDED 
INTO GRADUATES AND NONGRADUATES. 
NONGRADUATES WERE THOSE WHO AT- 
TENDED FOUR OR FEWER QUARTERS. 
SOME VARIABLES WHICH DIFFERENTI- 
ATED BETWEEN THE GROUPS WERE (1) 
COMPOSITE, MATHEMATICS, AND EN- 
GLISH SCORES ON THE AMERICAN COL- 
LEGE TEST (ACT), (2) GRADES IN HIGH 
SCHOOL MATHEMATICS, AND (3) CUMULA- 
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TIVE GRADE POINT AVERAGE. ALL OF 
THESE CORRELATED RELIABLY WITH 
GRADE POINT AVERAGE FOR ELECTRON- 
ICS, ARCHITECTURAL DRAFTING, AND IN- 
DUSTRIAL DRAFTING PROGRAMS. BIO- 
GRAPHICAL VARIABLES CORRELATED 
RELIABLY WITH THE GRADE POINT AV- 
ERAGE IN ONLY A FEW INSTANCES, THE 
BEST SINGLE PREDICTOR OF SUCCESS 
FOR EACH PROGRAM WAS -- (1) ACT NATU- 
RAL SCIENCE FOR ARCHITECTURAL 
DRAFTING, (2) ACT MATHEMATICS FOR 
CIVIL ENGINEERING, (3) HIGH SCHOOL 
MATHEMATICS FOR ELECTRICAL, (4) ACT 
COMPOSITE FOR INDUSTRIAL DRAFTING, 
(5) FLANAGAN APTITUDE CLASSIFICA- 
TION TEST (FACT) COMPONENTS FOR RE- 
FRIGERATION, AND (6) FACT INGENUITY 
FOR ELECTRONICS. (EM) 
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DO, GEOGRAPHIC DISTRIBUTION, PAREN- 
TAL BACKGROUND, VOCATIONAL EDU- 
CATION, VOCATIONAL INTERESTS, 

IN 1963, 19,297 HIGH SCHOOL STUDENTS 
GRADUATED IN COLORADO. OF THE 577 TO 
WHOM QUESTIONNAIRES WERE MAILED 
IN 1965, 386 RESPONDED. THEIR RESPONS- 
ES WERE ANALYZED TO DETERMINE THE 
OCCUPATIONAL AND EDUCATIONAL 
NEEDS OF GRADUATES ENTERING THE 
LABOR MARKET. TABULAR DATA ARE 
GIVEN FOR RESIDENCE, CURRENTLY 
AND AS STUDENTS, GEOGRAPHIC MOBILI- 
TY, AGE, SEX, MARITAL STATUS, HIGH 
SCHOOL CURRICULUM PURSUED, PRE- 
SENT EMPLOYMENT STATUS, NUMBER OF 
JOBS HELD, EMPLOYMENT IN FULL- OR 
PART-TIME JOBS, INDUSTRIES  REP- 
RESENTED BY JOBS, YEAR EACH JOB 
BEGAN, LENGTH OF TIME ON JOBS, REA- 
SONS FOR LEAVING JOBS, SCHOOLS AT- 
TENDED AFTER HIGH SCHOOL, YEAR 
STARTED IN SCHOOLS, TYPE OF SCHOOLS 
ATTENDED, MAJOR IN SCHOOLS, REA- 
SONS FOR LEAVING SCHOOL, VALUE OF 
HIGH SCHOOL SUBJECTS IN OBTAINING A 
JOB, INTEREST IN AN AREA VOCATIONAL 
SCHOOL, OCCUPATIONAL INTEREST, AND 
OCCUPATIONAL PATTERNS OF FATHER. 
APPROXIMATELY ONE-HALF OF THE 
SAMPLE WAS EMPLOYED AT THE TIME OF 
THE SURVEY. MORE THAN ONE-HALF DID 
NOT CONSIDER THEIR HIGH SCHOOL PRO- 
GRAM HELPFUL IN OBTAINING WORK. 
NEARLY ONE-THIRD EXPRESSED AN IN- 
TEREST IN ATTENDING A LOCAL VOCA- 
TIONAL SCHOOL AT THE TIME OF THE 
SURVEY. (PS) 
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“DAY CARE” PROVIDES CARE, GUI- 
DANCE, AND SUPERVISION FOR CHIL- 
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DREN AWAY FROM HOME DURING THE 
DAY. FUNDS FOR DAY CARE PROJECTS 
ARE AVAILABLE FROM A NUMBER OF 
FEDERAL AGENCIES AND MAY BE USED 
FOR PROVIDING DIRECT CARE OF CHIL- 
DREN IN DAY CARE FACILITIES, TRAIN- 
ING PERSONNEL, AND SUPPORTING RE- 
SEARCH AND DEMONSTRATION PRO- 
JECTS RELATING TO VARIOUS ASPECTS 
OF DAY CARE. SPECIFIC’ GRANT OR LOAN 
PROGRAMS FOR DAY CARE PROJECTS OF 
THE DEPARTMENT OF HEALTH, EDUCAT- 
ION, AND WELFARE, THE OFFICE OF ECO- 
NOMIC OPPORTUNITY, THE DEPARTMENT 
OF HOUSING AND URBAN DEVELOPMENT, 
THE DEPARTMENT OF LABOR, SMALL 
BUSINESS ADMINISTRATION, AND THE 
DEPARTMENT OF AGRICULTURE ARE 
LISTED. FOR EACH PROGRAM, INFORMA- 
TION IS INCLUDED WITH RESPECT TO 
STATUTORY AUTHORITY, ELIGIBILITY 
REQUIREMENTS, PROPORTION OF FED- 
ERAL FUNDS THAT MAY BE GRANTED OR 
LIMIT ON FUNDS THAT MAY BE LENT, RE- 
VIEW PROCEDURES, AND SOURCES OF 
FURTHER INFORMATION. (PS) 
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THE NEIGHBORHOOD YOUTH CORPS 
(NYC), A PART OF THE WORK-TRAINING 
PROGRAM AUTHORIZED BY THE ECONOM- 
IC OPPORTUNITY ACT OF 1964, FIRST EN- 
ROLLED YOUTH DURING THE LATTER 
PART OF DECEMBER 1964. THIS REPORT 
COMPARES SOME OF THE CHARACTERIST- 
ICS OF THE FIRST 50,000 ENROLLEES AND 
THEIR HOUSEHOLDS TO THE GENERAL 
CATEGORY OF POVERTY-STRICKEN 
HOUSEHOLDS THROUGHOUT THE ENTIRE 
NATION, AND COMPARES NYC _ EN- 
ROLLEES WITH PARTICIPANTS IN OTHER 
ANTIPOVERTY PROGRAMS AND OTHER 
MAJOR MANPOWER TRAINING PRO- 
GRAMS, SUCH AS THOSE UNDER THE 
MANPOWER DEVELOPMENT AND TRAIN- 
ING ACT (MDTA). THE AGE PATTERN OF 
OUT-OF-SCHOOL YOUTH ENROLLED IN 
THE NYC PARALLELED THAT OF UNEM- 
PLOYED OUT-OF-SCHOOL YOUTH AGE 16-21 
IN THE TOTAL LABOR FORCE IN OCTOBER 
1964. FOR NONWHITES, THE PROPORTION 
OF MALE AND FEMALE ENROLLEES WAS 
FAIRLY EVEN, BUT FOR WHITES, THERE 
WERE MORE MALES THAN FEMALES. THE 
NYC PROVIDED THEIR FIRST JOB EXPER- 
IENCE FOR MORE THAN TWO-FIFTHS OF 
THE OUT-OF-SCHOOL ENROLLEES. THE 
MEDIAN NUMBER OF PERSONS IN THE 
HOUSEHOLD OF NYC ENROLLEES WAS 
FIVE COMPARED WITH A MEDIAN OF 
FOUR FOR ALL FAMILIES WITH INCOMES 
BELOW RECOGNIZED POVERTY LINE 
WHILE ONE-THIRD LIVED IN HOUSE- 
HOLDS OF SEVEN OR MORE, AND NEARLY 
16 PERCENT LIVED IN HOUSEHOLDS OF 10 
OR MORE. COMPLETION OF THE 10TH 
GRADE WAS THE MEDIAN EDUCATIONAL 
LEVEL OF THE OUT-OF-SCHOOL EN- 
ROLLEES, BUT 27 PERCENT HAD FAILED 
TO GET PAST THE EIGHTH GRADE. WHITE 
YOUTH CONSTITUTED 61 PERCENT OF 
ALL NYC ENROLLEES BUT IN OUT-OF- 
SCHOOL PROJECTS, THE PERCENTAGES 





OF WHITE AND NONWHITE WERE 49 AND 
51, RESPECTIVELY, COMPARED WITH 72 
AND 28 FOR MDTA PROJECTS AND 78 AND 
22 FOR ON-THE-JOB-TRAINING. THIS 
DOCUMENT APPEARED IN “MONTHLY 
LABOR REVIEW,” DECEMBER 1965. (PS) 
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THE ASSIGNMENT SHEETS INCLUDED 
ARE CORRELATED WITH THE 
INSTRUCTOR'S GUIDE (VT 002 117), THE RE- 
SOURCE MANUAL (VT 001 337), AND A SET 
OF TWENTY-TWO 20- BY 28-INCH CHARTS 
(OE 84002). THE MATERIAL IS DESIGNED 
TO BE PRESENTED TO FIREMEN IN A 15- 
HOUR COURSE AS A PART OF THEIR BASIC 
FIRE TRAINING AND IS CONCERNED 
WITH THE HAZARDS RESULTING FROM 
THE PRESENCE OF RADIOACTIVE MAT- 
ERIALS. EACH OF THE 12 ASSIGNMENT 
SHEETS COVERS A CHAPTER OF THE RE- 
SOURCE MANUAL. EACH GIVES OBJECTI- 
VES, READING ASSIGNMENT, AND QUES- 
TIONS TO BE ANSWERED BY THE 
TRAINEES. THIS DOCUMENT IS AVAILA- 
BLE AS GPO NUMBER FS 5.284--84021 FOR 30 
CENTS FROM SUPERINTENDENT OF DO- 
CUMENTS, U.S. GOVERNMENT PRINTING 
OFFICE, WASHINGTON, D.C. 20402. (PS) 
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DURING THE SUMMER OF 1966, THE U.S. 
OFFICE OF EDUCATION ENGAGED THE 
CONSORTIUM OF PROFESSIONAL ASSO- 
CIATIONS TO CONDUCT A STUDY OF THE 
NATIONAL DEFENSE EDUCATION ACT 
(NDEA) INDUSTRIAL ARTS INSTITUTES 
THEN IN PROGRESS. TO COLLECT INFO- 
RMATION FOR PLANNING FUTURE INSTI- 
TUTES, A COMMITTEE MEMBER VISITED 
EACH INSTITUTE FOR 2 DAYS, AND UTIL- 
IZED A LIST OF SUBJECTIVE CRITERIA, 
QUESTIONS DIRECTED TO THE INSTI- 
TUTE DIRECTOR AND THE PARTI- 
CIPANTS, AND A QUESTIONNAIRE COM- 
PLETED BY THE PARTICIPANTS AT THE 
END OF THE INSTITUTE. THE COMMITTEE 
ASSUMED THAT (1) FUTURE INSTITUTE 
DIRECTORS WERE INTERESTED IN 
LEARNING OF SUCCESSFUL PRACTICES, 
PROCEDURES, AND PITFALLS, AND (2) 
THE U.S. OFFICE OF EDUCATION WAS 
CONCERNED WITH THE EFFECTIVENESS 
OF NDEA TITLE XI INSTITUTES. SOME OF 
THE 31 RECOMMENDATIONS WERE -- (1) 
DIRECTORS SHOULD WEIGH THE ADVAN- 
TAGES AND DISADVANTAGES OF ASSUM- 

















ING TEACHING RESPONSIBILITIES BE- 
CAUSE OF THE UNPREDICTABLE DE- 
MANDS UPON THEIR TIME, (2) DIRECTORS 
SHOULD INSURE THAT INSTRUCTIONAL, 
LIVING, AND RECREATIONAL FACILITIES 
BE AVAILABLE, (3) SOME FORM OF WEE- 
KLY EVALUATION SHOULD BE CONDUCT- 
ED TO AID PARTICIPANTS AND STAFF, (4) 
GUEST SPEAKERS SHOULD BE FAMILIAR 
WITH THE OBJECTIVES OF THE INSTI- 
TUTE, (5) INDUSTRIAL VISITS SHOULD 
PROVIDE FOR STUDY AND NOT BE JUST 
TOURS, AND (6) INSTRUCTION SHOULD RE- 
FLECT THE LATEST AND BEST IN EDUCA- 
TIONAL THEORY. (EM) 
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MATERIALS ARE PROVIDED FOR A 2- 
SESSION UNIT TO ACQUAINT FIREMEN 
WITH THE PROBLEMS OF RADIATION HA- 
ZARDS AND TO PREPARE THEM FOR 
MORE SPECIALIZED TRAINING. THE UNIT 
WAS DEVELOPED JOINTLY BY THE 
TRADE AND INDUSTRIAL EDUCATION 
BRANCH OF THE U.S. OFFICE OF EDUCA- 
TION AND THE OFFICE OF INDUSTRIAL 
RELATIONS, U.S. ATOMIC ENERGY COM- 
MISSION. IT INCLUDES LOCATION OF NU- 
CLEAR ENERGY HAZARDS, PROBLEMS OF 
RADIATION, THE FIRE DEPARTMENT'S 
RESPONSIBILITY, AND SPECIAL FIRE- 
FIGHTING TECHNIQUES. EACH INSTRUC- 
TOR SHOULD HAVE HAD A PRIOR COURSE 
IN INSTRUCTOR TRAINING, HAVE RE- 
CEIVED TRAINING IN RADIATION HA- 
ZARDS THROUGH THE INTENSIVE SHORT- 
TERM INSTRUCTOR COURSE PROVIDED 
BY THE ATOMIC ENERGY COMMISSION, 
AND BE AN INSTRUCTOR IN BASIC FIRE 
SERVICE TRAINING. A STUDENT MANU- 
AL, “PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE -- ORIENTATION 
UNIT,” (VT 002 067) AND A SET OF 20 X 28 
ILLUSTRATIONS ARE AVAILABLE. A 
GLOSSARY OF KEY TERMS AND 29 ILLUS- 
TRATIONS ARE GIVEN. THIS DOCUMENT 
IS AVAILABLE AS GPO NUMBER FS 5.284-- 
84014 FOR 35 CENTS FROM SUPERINTEN- 
DENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 
20402. (PS) 
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THE PURPOSE OF THIS HANDBOOK IS TO 
ASSIST EDUCATIONAL PERSONNEL IN 
MAKING THE MOST EFFECTIVE USE OF 
AGRICULTURAL ADVISORY BOARDS IN 
THE ORGANIZATION AND DEVELOPMENT 
OF LOCAL VOCATIONAL AGRICULTURE 
PROGRAMS. IT CONTAINS INFORMATION 
ON (1) PROCEDURES FOR FORMING NEW 
AGRICULTURAL ADVISORY BOARDS OR 
REORGANIZING OLD ONES INCLUDING 
WHERE TO START, WHO SHOULD SERVE, 
AND APPOINTMENT OF MEMBERS, (2) 
WAYS AND MEANS FOR THEIR EFFICIENT 
AND EFFECTIVE OPERATION INCLUDING 
ORGANIZING NEW AND ONGOING BOARDS 
AND CONDUCTING MEETINGS, AND (3) 
TYPES OF ACTIVITIES IN WHICH SUCH 
BOARDS MIGHT ENGAGE INCLUDING 
THOSE RELATED TO SCHOOL POLICY, 
PROGRAM PLANNING, EVALUATION AND 
IMPROVEMENT OF INSTRUCTION, AND 
PUBLIC RELATIONS. THE ROLE OF THE 
AGRICULTURAL ADVISORY BOARD, ITS 
PURPOSES, NORMAL CHANNELS OF AU- 
THORITY AND COMMUNICATION, FUNCT- 
IONS, AND ADAPTATIONS FOR BOARDS OF 
COOPERATIVE EDUCATIONAL SERVICES 
ARE DISCUSSED. (WB) 
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DENT MANUAL. 
OFFICE OF EDUCATION, WASHINGTON, 
D.C. 
REPORTNUMBER OE-84015-CIRC-642 
ATOMIC ENERGY COMMISSION, WASHING- 
TON, D.C. 
PUBDATE 61 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *FIREMEN, *RADIATION, 
*STUDY GUIDES, *TRADE AND INDUSTRI- 
AL EDUCATION, ORIENTATION MATERI- 
ALS, UNITS OF STUDY (SUBJECT FIELDS), 
DESIGNED TO BE USED BY FIREMEN 
TRAINEES IN A TWO-SESSION, INTENSIVE 
ORIENTATION UNIT, THIS MANUAL AC- 
QUAINTS THEM WITH THE PROBLEMS OF 
RADIATION HAZARDS IN GENERAL AND 
PREPARES THEM FOR MORE SPECIAL- 
IZED TRAINING. IT PRESENTS 29 CAP- 
TIONED ILLUSTRATIONS WHICH SERVE 
AS A SUMMARY OF THE MATERIALS COV- 
ERED IN THE UNIT WHICH WAS DEVEL- 
OPED JOINTLY BY THE TRADE AND IN- 
DUSTRIAL EDUCATION BRANCH OF THE 
U.S. OFFICE OF EDUCATION AND THE OF- 
FICE OF INDUSTRIAL RELATIONS, U.S. 
ATOMIC ENERGY COMMISSION. AN 
INSTRUCTOR’S GUIDE, “PEACETIME RA- 
DIATION HAZARDS IN THE FIRE SERVICE, 
ORIENTATION UNIT,” (VT 001 989) AND A 
SET OF 20- BY 28-INCH CHARTS MADE UP 
OF 12 ILLUSTRATIONS ARE AVAILABLE. 
A GLOSSARY OF KEY TERMS IS INCLUDE- 
D. THIS DOCUMENT IS AVAILABLE AS GPO 
NUMBER FS 5.284--84015 FOR 30 CENTS 
FROM SUPERINTENDENT OF DOCUM- 
ENTS, U.S. GOVERNMENT PRINTING OF- 
FICE, WASHINGTON, D.C. 20402. (PS) NUM- 
BER FS 5.284--84202 FOR 50 CENTS FROM 
SUPERINTENDENT OF 


ED 013 914 VT 002 117 
BERNDT,WILLIAM AND OTHERS 
PEACETIME RADIATION HAZARDS IN THE 


FIRE SERVICE, BASIC COURSE, 

INSTRUCTOR'S GUIDE. 

OFFICE OF EDUCATION, WASHINGTON, 
D.C. 


REPORTNUMBER OE-84020-CIRC-658 
ATOMIC ENERGY COMMISSION, WASHING- 
TON, D.C. 


PUBDATE 61 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *FIREMEN, *RADIATION, 
*TEACHING GUIDES, *TRADE AND IN- 
DUSTRIAL EDUCATION, 

THE 12 TEACHING GUIDES INCLUDED 
ARE CORRELATED WITH THE “RESOURCE 
MANUAL.” (VT 001 337), “STUDY GUIDE” (VT 
001 878), AND A SET OF TWENTY-TWO 20- BY 
28-INCH CHARTS (OE84022) DESIGNED TO 
BE PRESENTED TO FIREMEN IN A 15- 
HOUR COURSE AS A PART OF THEIR BASIC 
FIRE TRAINING. THEY ARE CONCERNED 
WITH HAZARDS RESULTING FROM THE 
PRESENCE OF RADIOACTIVE MATERIALS. 
THE INSTRUCTIONAL MATERIALS WERE 
DEVELOPED JOINTLY BY THE DIVISION 
OF VOCATIONAL EDUCATION OF THE U.S. 
OFFICE OF EDUCATION AND THE OFFICE 
OF INDUSTRIAL RELATIONS, U.S. ATOMIC 
ENERGY COMMISSION. THE INSTRUCTOR 
OF THIS COURSE SHOULD RECEIVE 
TRAINING IN RADIATION HAZARDS AS IT 
RELATES TO FIREMEN THROUGH THE IN- 
TENSIVE SHORT-TERM INSTRUCTOR 
COURSE OFFERED BY THE OFFICE OF IN- 
DUSTRIAL RELATIONS, ATOMIC ENERGY 
COMMISSION. EACH GUIDE GIVES OBJEC- 
TIVES, TEACHING AIDS, REFERENCES, 
AND THE FOUR STEP METHOD OF IN- 
STRUCTION -- (1) INTRODUCTION, (2) PRE- 
SENTING THE LESSON (SUBJECT MATTER 
INCLUDED), (3) APPLICATION (LEARNER’S 
WORK ASSIGNMENT SHEETS), AND (4) 
CHECKING AND FOLLOWUP. MOTION PIC- 
TURE FILM TITLES AND DESCRIPTIONS 
AND ANSWERS TO ASSIGNMENT SHEET 
QUESTIONS ARE INCLUDED. THIS DOCU- 
MENT IS AVAILABLE AS GPO NUMBER FS 
5.284--84020 FOR 50 CENTS FROM SUPERIN- 
TENDENT OF DOCUMENTS, U.S. GOVERN- 
MENT PRINTING OFFICE, WASHINGTON, 
D.C. 20402. (PS) 


ED 013915 VT 002 151 
LOUDERMILK, KENNETH M. AND OTH- 
ERS 


A SURVEY OF LITERATURE RELATED TO SE- 
LECTED NONPROFESSIONAL OCCUPAT- 
IONS. 

IDAHO OCCUPATIONAL RESEARCH COOR- 

DINATING UNIT 
PUBDATE MAY 66 
CONTRACT OEC-5-85-118 
EDRS PRICE MF-$0.25 HC-$1.52 36P. 

DESCRIPTORS *APTITUDE TESTS, *IN- 
TEREST TESTS, *PERSONALITY TESTS, 
*VOCATIONAL EDUCATION, CLERICAL 
WORKERS, INDIVIDUAL CHARACTERIST- 
ICS, SKILLED WORKERS, TESTING PRO- 
GRAMS, VOCATIONAL INTERESTS, 

AS THE FIRST PHASE IN DEVELOPING A 
TESTING PROGRAM FOR VOCATIONAL 
PROGRAMS IN IDAHO, STUDIES CON- 
CERNED WITH WORKER CHARACTERIST- 
ICS IN A VARIETY OF OCCUPATIONS 
WERE REVIEWED. THE PROFESSIONAL 
LITERATURE WAS SURVEYED FOR 
STUDIES RELATING TO SUCCESS AND/OR 
MEMBERSHIP IN 28 OCCUPATIONS FOR 
WHICH TRAINING PROGRAMS EXIST IN 
IDAHO SCHOOLS. THE PURPOSE WAS TO 
REVIEW STUDIES WHICH WOULD IDENT- 
IFY TESTS FOR USE IN AN EXPERIMEN- 
TAL BATTERY. ALL BUT TWO STUDIES 
WERE PUBLISHED IN THE LAST 10 TO 15 
YEARS. THE TYPES OF TESTS USED MOST 
FREQUENTLY WERE INTEREST, APTI- 
TUDE, AND PERSONALITY TESTS, AND 
THESE CATEGORIES ARE DISCUSSED. RE- 
VIEW OF SPECIFIC STUDIES AND TESTS 
REGARDING THE CHARACTERISTICS RE- 
LATED TO SUCCESS OR MEMBERSHIP IN 
28 OCCUPATIONS ARE PRESENTED FOR 
AIRPLANE MECHANICS, AUTO BODY FEN- 
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DERMEN, AUTO MECHANICS,*AUTO SERV- 
ICE STATION SPECIALISTS, BEAUTY OP- 
ERATORS, BOOKKEEPERS, CABINETMAK- 
ERS, DENTAL ASSISTANTS, DIESEL ME- 
CHANICS, DRAFTSMEN, ELECTRICAL AP- 
PLIANCE REPAIRMEN, ELECTRONIC 
TECHNICIANS, FARM MACHINERY RE- 
PAIRMEN, FORESTRY TECHNICIANS, 
GENERAL OFFICE CLERKS, INSTRUMENT 
REPAIRMEN, MACHINISTS, OFFICE MA- 
CHINE REPAIRMEN, POLICEMEN, PRAC- 
TICAL NURSES, PRINTERS, RADIO-TV RE- 
PAIRMEN, SALES CLERKS, SALESPER- 
SONS, SECRETARIES, STENOGRAPHERS, 
UPHOLSTERERS, AND WELDERS. (PS) 


ED 013 916 VT 002 176 
AVAILABLE INSTRUCTIONAL MATERIALS. 
INDIANA STATE UNIV., TERRE HAUTE 
PUB DATE 02 MAY 67 

EDRS PRICE MF-$0.25 HC-$0.32 6P. 

DESCRIPTORS *BIBLIOGRAPHIES, *INS- 
TRUCIONAL MATERIALS, *VOCATIONAL 
EDUCATION, 

THE INSTRUCTIONAL MATERIALS IN- 
CLUDE PROGRAM BROCHURES, CHARTS, 
COURSE OUTLINES, OVERHEAD TRAN- 
SPARENCIES, ASSIGNMENT SHEETS, STU- 
DENT MANUALS, TEACHER MANUALS, 
TECHNICAL INFORMATION, AND RELAT- 
ED INFORMATION IN VOCATIONAL EDU- 
CATION. A BRIEF NOTE DESCRIBES EACH. 
(EM) 


ED 013 917 VT 002 196 
BOYLES, GARY 

THE EDUCATIONAL AND VOCATIONAL ASP- 
IRATIONS OF PRISONERS. 

NORTH DAKOTA UNIV., GRAND FORKS, 

COLL. OF EDUC. 

REPORTNUMBER UND-CRVTE-RR-5 
PUBDATE MAY 67 
EDRS PRICE MF-$0.25 HC-$0.84 19P. 

DESCRIPTORS *EDUCATIONAL ATTI- 
TUDES, *EDUCATIONAL OBJECTIVES, *OC- 
CUPATIONAL CHOICE, *PRISONERS, *VO- 
CATIONAL INTERESTS, AGE DIFFER- 
ENCES, ASPIRATION, CORRECTIVE INSTI- 
TUTIONS, NORTH DAKOTA, OCCUPATION- 
AL GUIDANCE, 

INSTRUMENTS TO ASSESS PRISONERS’ 
VOCATIONAL ASPIRATIONS AND THEIR 
ATTITUDES TOWARD WORK WERE COM- 
PLETED BY 175 INMATES IN NORTH DAK- 
OTA IN THE SPRING OF 1966. UPON RE- 
LEASE, 35 PERCENT PLANNED TO GET 
MORE EDUCATION, 52 PERCENT 
PLANNED TO GET A JOB, SEVEN PERCENT 
PLANNED TO WORK AT HOME, AND SIX 
PERCENT HAD NO DEFINITE PLANS. SA- 
TISFACTION WITH ASSISTANCE IN OCCU- 
PATIONAL PLANNING WAS INDICATED 
BY 55 PERCENT, AND SATISFACTION WITH 
EDUCATIONAL PLANNING WAS INDICAT- 
ED BY 45 PERCENT. THE NINE VOCATION- 
AL COURSES IN WHICH AT LEAST 20 IN- 
MATES EXPRESSED AN INTEREST WERE 
-- (1) HEAVY EQUIPMENT OPERATION AND 
MAINTENANCE, (2) WELDING, (3) AUTO 
MECHANICS, (4) AUTO BODY REBUILDING, 
(5) FARM MANAGEMENT, (6) BRICKLAYI- 
NG, (7) CARPENTRY, (8) FARM EQUIPMENT 
MECHANICS, AND (9) BARBERING. PER- 
MANENT JOBS WERE DESIRED BY 90 PER- 
CENT, AND WELL-PAID JOBS WERE DE- 
SIRED BY TEN PERCENT OF THE RESPO- 
NDENTS. INTERESTING WORK AND A 
STABLE, SECURE FUTURE WERE THE 
TWO FEATURES MOST OFTEN CONSI- 
DERED IMPORTANT. YOUNGER OFFEN- 
DERS MOST OFTEN EXPRESSED AN IN- 
TEREST IN EDUCATION, WHILE OLDER 
OFFENDERS DESIRED A JOB. (EM) 
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ED 013 918 VT 002 201 
THE LANDSCAPE AIDE, A SUGGESTED 
TRAINING PROGRAM. : 
OFFICE OF EDUCATION, WASHINGTON, 
D.C. 
REPORTNUMBER OE-87010 
PUBDATE 64 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *AGRICULTURAL EDU- 
CATION, *CURRICULUM GUIDES, *LANDS- 
CAPING, *ORNAMENTAL HORTICULTURE, 
*POST SECONDARY EDUCATION, MDTA 
PROGRAMS, PROGRAM DEVELOPMENT, 
THE PURPOSE OF THIS CURRICULUM 
GUIDE IS TO ASSIST TEACHERS IN PLAN- 
NING AND CONDUCTING A 50-WEEK 
COURSE AT THE POSTSECONDARY LEVEL 
FOR PERSONS PLANNING TO EXECUTE 
LANDSCAPE PROJECTS AS INDEPENDENT 
BUSINESSMEN OR EMPLOYEES OF A 
LANDSCAPE ARCHITECT, NURSERY, OR 
GREENHOUSE. PROGRAM OBJECTIVES 
ARE TO PREPARE TRAINEES TO PLAN 
AND EXECUTE TASKS NECESSARY TO 
SUCCESSFUL EMPLOYMENT IN LANDSC- 
APING. THE DOCUMENT WAS DEVELOPED, 
EDITED, AND REVISED BY INDIVIDUALS 
AT THE NATIONAL LEVEL. THE COURSE 
INCLUDES UNITS ON -- (1) ORIENTATION, 
(2) TOOLS, EQUIPMENT, AND SAFETY, (3) 
MATHEMATICS, (4) LANDSCAPE PLANS, (5) 
SOILS, (6) BOTANY, (7) PROPAGATION, (8) 
PLANTING AND TRANSPLANTING, (9) 
GRASS PRODUCTION, (10) INSECTS AND DI- 
SEASE, (11) PLANT STRUCTURES, (12) 
NURSERY MAINTENANCE, (13) GREEN- 
HOUSE OPERATION, (14) MARKETING, AND 
(15) RECORDS. SUGGESTED TRAINING 
TIME, OBJECTIVES, CONTENT, LABORAT- 
ORY OR FIELD EXPERIENCES, AND REF- 
ERENCES ARE LISTED FOR EACH UNIT. 
LESSON PLANNING PROCEDURES, FA- 
CILITIES, AND TRAINEE EMPLOYMENT 
READINESS CRITERIA ARE_ GIVEN. 
TEACHERS OF THE COURSE NEED TO BE 
AGRICULTURAL COLLEGE GRADUATES 
WITH SOME HORTICULTURAL SPECIAL- 
IZATION AND TEACHER PREPARATION. 
TRAINEES SHOULD HAVE HIGH SCHOOL 
BACKGROUNDS, EXPERIENCE WITH 
PLANTS, OUTDOOR INTERESTS, ARTISTIC 
ABILITY, PHYSICAL HEALTH, AND INTER- 
EST IN LANDSCAPING. THIS DOCUMENT 
IS AVAILABLE AS GPO NUMBER FS 5.287-- 
87010 FOR 25 CENTS FROM SUPERINTEN- 
DENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 
20402. (JM) 
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ED 013 919 
HAINES,PETERG. OZZELLO,LAW- 
RENCE M. 

HOW HIGH 
TRAINEES FARE IN THE LABOR MARKET. 
PHASE C, A FOLLOW-UP STUDY OF 1964 GRA- 
DUATES TEN MONTHS AFTER GRADUATION. 


SCHOOL COOPERATIVE 


MICHIGAN ST. UNIV., EAST LANSI- 
NG,COLL. OF EDUC. 
REPORTNUMBER MSU-ER-34 
MICHIGAN ST. DEPT. OF PUBLIC INSTR., 
LANSING 
PUBDATE AUG 66 
EDRS PRICE MF-$0.50 HC-$2.72 66P. 
DESCRIPTORS *COOPERATIVE EDUCAT- 
ION, *GRADUATE SURVEYS, ‘HIGH 
SCHOOL GRADUATES, ACADEMIC PER- 
FORMANCE, COLLEGE ATTENDANCE, DIS- 
TRIBUTIVE EDUCATION, EMPLOYERS, 
EMPLOYMENT, MICHIGAN, OFFICE OCC- 
UPATIONS EDUCATION, PROGRAM EFFEC- 
TIVENESS, SECONDARY SCHOOLS, SEX 
(CHARACTERISTICS), TRADE AND _IN- 
DUSTRIAL EDUCATION, VOCATIONAL 
FOLLOWUP, 


THE 1964 GRADUATES OF MICHIGAN 
HIGH SCHOOLS WHO HAD BEEN COOPERA. 
TIVE TRAINEES WERE SURVEYED 10 
MONTHS AFTER GRADUATION. THE HIGH 
SCHOOL COORDINATORS SUPPLIED AD. 
DRESSES AND CLASS RANK OF THE 5,420 
TRAINEES. EACH TRAINEE RECEIVED A 
QUESTIONNAIRE AND, IF NECESSARY, A 
FOLLOW-UP LETTER AND DUPLICATE 
QUESTIONNAIRE WITHIN 2 WEEKS. USA- 
BLE QUESTIONNAIRES WERE RETURNED 
BY 2,957 PEOPLE (65 PERCENT). FINDINGS 
WERE -- (1) APPROXIMATELY 1 PERCENT 
WERE UNEMPLOYED, (2) ALMOST 40 PER. 
CENT WERE CONTINUING THEIR EDU- 
CATION, (3) MORE THAN HALF WERE 
EMPLOYED IN THE FIELD FOR WHICH 
THEY WERE TRAINED, (4) 27 PERCENT 
WERE STILL EMPLOYED BY THEIR Co. 
OPERATIVE FIRM, AND (5) THEIR AVER- 
AGE RANK WAS SLIGHTLY SUPERIOR TO 
THE AVERAGE RANK OF THEIR GRA- 
DUATING CLASS. RECOMMENDATIONS IN. 
CLUDED -- (1) A CONTINUING INVENTORY 
OF THE CONTRIBUTIONS OF COOPERA- 
TIVE EDUCATION, (2) BETTER PROVI- 
SIONS FOR REPORTING OF INFORMATION 
BY LOCAL SCHOOLS, AND (8) THE SCRUT- 
INY OF LOCAL PROGRAMS TO DETERMINE 
WHETHER STUDENT PLACEMENTS RE- 
FLECTED THE STUDENT’S OCCUPATION- 
AL GOAL AND HIS OCCUPATIONAL INS. 
TRUCTION. (SL) 


ED 013 920 VT 002 257 
PRODUCING HIGH CORN YIELDS. 
ILLINOIS UNIV., URBANA, COLL. OF AGRI- 

CULTURE 
REPORTNUMBER UI-VAS-4039A 
PUBDATE MAY 67 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 12P. 

DESCRIPTORS *AGRICULTURAL PRO- 
DUCTION, *CORN, *FARM OCCUPATIONS, 
*TEXTBOOKS, *VOCATIONAL AGRICUL- 
TURE, ADULT FARMER EDUCATION, HIGH 
SCHOOLS, PLANTING, UNITS OF STUDY 
(SUBJECT FIELDS), 

RESOURCE MATERIAL ON CORN PRO- 
DUCTION FOR HIGH SCHOOL VOCATIONAL 
AGRICULTURE AND ADULT FARMER 
CLASSES WAS DESIGNED BY A STATE 
LEVEL GROUP OF SUBJECT MATTER SPE- 
CIALISTS, TEACHER EDUCATORS, SUPER- 
VISORS, AND TEACHERS TO HELP SOLVE 
PROBLEMS THAT CONFRONT CORN PRO- 
DUCERS AT PLANTING TIME. THE 
SUBJECT MATTER CONCERNS PLANTING 
TIME, DEPTH, ROW WIDTH, METHOD, FER- 
TILIZATION, INSECTICIDE APPLICATION, 
AND HERBICIDE APPLICATION. SECTION 
TITLES ARE STATED IN THE FORM OF 
PROBLEMS. THE MATERIAL IS USEFUL 
AS EITHER TEXT OR REFERENCE ASSIGN- 
MENT FOR A PERIOD OF ONE TO FOUR 
HOURS. TEACHERS SHOULD HAVE GEN- 
ERAL COMPETENCY IN AGRICULTURE, 
AND STUDENTS SHOULD HAVE AVERAGE 
ABILITY, AGRICULTURAL INTEREST, 
AND AN OCCUPATIONAL OBJECTIVE. THE 
DOCUMENT IS ILLUSTRATED WITH PHO- 
TOGRAPHS, GRAPHS, AND TABLES. THIS 
DOCUMENT IS AVAILABLE FOR 15 CENTS 
FROM VOCATIONAL AGRICULTURE SERV- 
ICE, 484 MUMFORD HALL, UNIVERSITY OF 
iLLINOIS, URBANA, ILLINOIS 61801. (JM) 


ED 013 921 VT 002 258 

TRANSPLANTING SHADE TREES. 

ILLINOIS UNIV., URBANA, COLL. OF AGRI- 
CULTURE 





REPORTNUMBER UI-VAS-5002 

PUBDATE SEP 67 

EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 13P. 

DESCRIPTORS *ORNAMENTAL HORT- 
ICULTURE, *TEXTBOOKS, *TRANSPLANTI- 
NG, *TREES, *VOCATIONAL AGRICUL- 
TURE, ADULT FARMER EDUCATION, HIGH 
SCHOOLS, 

THIS RESOURCE MATERIAL FOR USE IN 
HIGH SCHOOL VOCATIONAL AGRICUL- 
TURE AND ADULT FARMER CLASSES WAS 
DESIGNED BY SUBJECT MATTER SPECI. 
ALISTS, TEACHER EDUCATORS, SUPERVI- 
SORS, AND TEACHERS. THE OBJECTIVE IS 
TO HELP SOLVE PROBLEMS IN TRAN- 
SPLANTING SHADE TREES. THE MAJOR 
SECTION TITLES ARE STATED AS PROB- 
LEMS -- (1) HOW SHOULD I PREPARE A 
TREE FOR MOVING, (2) HOW SHOULD I 
PLANT A TREE, AND (3) HOW SHOULD I 
PROTECT THE TREE. THE MATERIAL MAY 
BE USED AS EITHER A TEXT OR A REF- 
ERENCE ASSIGNMENT FOR A UNIT RE- 
QUIRING 1 TO 4 HOURS. TEACHERS 
SHOULD HAVE GENERAL COMPETENCY 
IN AGRICULTURE, AND STUDENTS 
SHOULD BE OF AVERAGE ABILITY AND 
HAVE INTEREST IN AGRICULTURE AND 
ORNAMENTAL HORTICULTURE. THE 
DOCUMENT IS PRINTED ON HIGH QUAL- 
ITY PAPER AND ILLUSTRATED WITH PHO- 
TOGRAPHS AND DRAWINGS. THIS DOCU- 
MENT IS AVAILABLE FOR 15 CENTS FROM 
VOCATIONAL AGRICULTURE SERVICE, 434 
MUMFORD HALL, UNIVERSITY OF ILLIN- 
OIS, URBANA, ILLINOIS 61801. (JM) 


ED 013 922 VT 002 259 
SETTING UP FARM RECORDS TO PROVIDE 
FOR ANALYSIS. 

ILLINOIS UNIV., URBANA, COLL. OF AGRI- 

CULTURE 
REPORT NUMBER 
PUBDATE MAY 63 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 9P. 

DESCRIPTORS *FARM ACCOUNTS, 
*TEXTBOOKS, *VOCATIONAL AGRICUL- 
TURE, ADULT FARMER EDUCATION, 
FARM OCCUPATIONS, HIGH SCHOOLS, 
UNITS OF STUDY (SUBJECT FIELDS), 

RESOURCE MATERIAL ON FARM RE- 
CORD ANALYSIS FOR USE IN HIGH 
SCHOOL VOCATIONAL AGRICULTURE 
AND ADULT FARMER CLASSES WAS DE- 
SIGNED BY SUBJECT MATTER SPECI- 
ALISTS, TEACHER EDUCATORS, SUPERVI- 
SORS, AND TEACHERS TO PROVIDE TEX- 
TUAL MATERIAL FOR STUDENTS ON THE 
PURPOSES OF RECORDS, ANALYSIS MEAS- 
URES, INVENTORIES, DEPRECIATION 
SCHEDULES, FINANCIAL TRANSACTION 
RECORDS, FIELD RECORDS, PRODUCTION 
RECORDS, AND MISCELLANEOUS ITEM 
RECORDS. TEACHERS SHOULD HAVE COM- 
PETENCY IN GENERAL AGRICULTURE, 
AND STUDENTS SHOULD HAVE AVERAGE 
ABILITY AND AN INTEREST IN FARMING 
AS AN OCCUPATION. THE MATERIAL IS 
SUITABLE FOR TEXT OR REFERENCE AS- 
SIGNMENTS LASTING FROM ONE TO FOUR 
HOURS. THIS DOCUMENT IS AVAILABLE 
FOR 10 CENTS FROM VOCATIONAL AGRI- 
CULTURE SERVICE, 434 MUMFORD HALL, 
UNIVERSITY OF ILLINOIS, URBANA, ILLI- 
NOIS 61801. (JM) 
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ED 013 923 
THE PLANTER-SELECTION, ADJUSTMENT, 
MAINTENANCE, AND USE. 


ILLINOIS UNIV., URBANA, COLL. OF AGRI- 

CULTURE 
REPORTNUMBER UI-VAS-3021 
PUB DATE MAY67 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 41P. 

DESCRIPTORS *AGRICULTURAL MACHI- 
NERY, *FARM OCCUPATIONS, *PLANTING, 
*TEXTBOOKS, *VOCATIONAL AGRICUL- 
TURE, ADULT FARMER EDUCATION, 
CORN, HIGH SCHOOLS, UNITS OF STUDY 
(SUBJECT FIELDS), 

RESOURCE MATERIAL ON CORN PLAN- 
TERS FOR USE IN HIGH SCHOOL VOCA- 
TIONAL AGRICULTURE AND ADULT 
FARMER CLASSES WAS DESIGNED BY 
SUBJECT MATTER SPECIALISTS, TEACH- 
ER EDUCATORS, SUPERVISORS, AND 
TEACHERS TO PROVIDE TEXTUAL MA- 
TERIAL FOR STUDENTS ON THE SELECT- 
ION, OPERATION, ADJUSTMENT, USE, 
MAINTENANCE, AND PRACTICAL APPL- 
ICATION OF CORN PLANTERS. THE 
TEACHER SHOULD HAVE COMPETENCY 
IN GENERAL AGRICULTURE, AND THE 
STUDENTS SHOULD HAVE AVERAGE 
ABILITY AND AN INTEREST IN CORN 
PRODUCTION. THE MATERIAL MAY BE 
USED FOR ASSIGNMENT OR REFERENCE 
STUDY LASTING FROM ONE TO FOUR 
HOURS. THIS DOCUMENT IS AVAILABLE 
FOR 50 CENTS FROM VOCATIONAL AGRI- 
CULTURE SERVICE, 434 MUMFORD HALL, 
UNIVERSITY OF ILLINOIS, URBANA, ILLI- 
NOIS 61801. (JM) 


ED 013 924 VT 002 262 
SELECTING, FEEDING, AND CARING FOR 
LIGHT HORSES. 

ILLINOIS UNIV., URBANA, COLL. OF AGRI- 

CULTURE 
REPORT NUMBER 
PUBDATE MAY 67 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 17P. 

DESCRIPTORS *FARM OCCUPATIONS, 
*HORSES, *TEXTBOOKS, *VOCATIONAL 
AGRICULTURE, ADULT FARMER EDUCAT- 
ION, HIGH SCHOOLS, UNITS OF STUDY 
(SUBJECT FIELDS), 

RESOURCE MATERIAL FOR USE IN 
HIGH SCHOOL VOCATIONAL AGRICUL- 
TURE AND ADULT FARMER CLASSES WAS 
DESIGNED BY SUBJECT MATTER SPECI- 
ALISTS, TEACHER EDUCATORS, SUPERVI- 
SORS, AND TEACHERS TO PROVIDE INFO- 
RMATION ON LIGHT HORSE BREEDS, SE- 
LECTION, NUTRITION, CARE, AND FAC- 
ILITIES. TEACHERS SHOULD HAVE COM- 
PETENCY IN GENERAL AGRICULTURE, 
AND STUDENTS SHOULD HAVE AVERAGE 
ABILITY, INTEREST IN, AND AN OCCUPA- 
TIONAL GOAL OF MANAGING LIGHT 
HORSES. THE MATERIAL CAN BE USED AS 
EITHER A TEXT OR REFERENCE ASSIGN- 
MENT REQUIRING ONE TO FOUR HOURS. 
THE DOCUMENT IS ILLUSTRATED WITH 
PHOTOGRAPHS AND DRAWINGS. THIS 
DOCUMENT IS AVAILABLE FOR 20 CENTS 
FROM VOCATIONAL AGRICULTURE SERV- 
ICE, 434 MUMFORD HALL, UNIVERSITY OF 
ILLINOIS, URBANA, ILLINOIS 61801. (JM) 
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COMPANION TO AN ELDERLY PERSON, A 

SUGGESTED TRAINING PROGRAM. 

OFFICE OF EDUCATION, WASHINGTON, 
D.C. 

REPORT NUMBER OE-87006 

PUBDATE 64 

DOCUMENT NOT AVAILABLE FROM EDRS. 


DESCRIPTORS *COMPANIONS (OCCUPA- 
TION), *OCCUPATIONAL HOME ECONOM- 
ICS, *OLDER ADULTS, *TEACHING 
GUIDES, MDTA PROGRAMS, POST SECOND- 
ARY EDUCATION, PROGRAM DEVELOPM- 
ENT, 

ALTHOUGH RESOURCE MATERIAL FOR 
THE DEVELOPMENT OF A PROGRAM FOR 
TRAINING COMPANIONS TO ELDERLY 
PERSONS IS PROVIDED IN THIS TEACH- 
ING GUIDE, IT WILL NEED TO BE ADAPT- 
ED TO THE NEEDS OF THE TRAINEES AND 
THE COMMUNITY. THE COMPANION TO AN 
ELDERLY PERSON RELIEVES FAMILY 
MEMBERS OR OTHERS RESPONSIBLE FOR 
THE WELL-BEING OF THE ELDERLY 
PERSON. THE PROGRAM OBJECTIVES IN- 
CLUDE DEVELOPMENT OF AN UNDER- 
STANDING OF COMMON CHARACTERIST- 
ICS OF OLDER PERSONS, INCREASED 
COMPETENCIES IN CARING FOR AN ELDE- 
RLY PERSON, AND QUALITIES FOR SUC- 
CESSFUL EMPLOYMENT. THE COURSE 
CONSISTS OF FOUR UNITS TO BE PRE- 
SENTED IN 150 HOURS. A TRAINEE 
SHOULD BE A HIGH SCHOOL GRADUATE, 
HEALTHY, MENTALLY ALERT, WITH 
GOOD SIGHT, HEARING, AND ABILITY TO 
READ AND SPEAK EFFECTIVELY. THE 
TEACHER SHOULD BE TRAINED IN HOME 
ECONOMICS OR SOCIAL WORK AND HAVE 
AN UNDERSTANDING OF THE NEEDS OF 
THE ELDERLY. REFERENCES ARE LIST- 
ED WITH EACH UNIT, AND SUGGESTIONS 
ARE GIVEN FOR PLANNING THE LESSONS 
AND LEARNING EXPERIENCES, EVALU- 
ATING ACHIEVEMENT, AND PLANNING 
FACILITIES. CRITERIA ARE INCLUDED 
FOR JUDGING TRAINEE READINESS FOR 
EMPLOYMENT. THIS DOCUMENT IS AVAI- 
LABLE AS GPO NUMBER FS 5.287--87006 
FOR 20 CENTS FROM SUPERINTENDENT 
OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 
20402. (MS) 


ED 013 926 VT 002 271 
THE FORESTRY AIDE, A SUGGESTED TRAIN- 
ING PROGRAM. 

OFFICE OF EDUCATION, WASHINGTON, 

D.C. 

REPORTNUMBER OE-87011 
PUBDATE 64 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *AGRICULTURAL EDU- 
CATION, *CURRICULUM GUIDES, 
*FORESTRY, *FORESTRY AIDES, MDTA 
PROGRAMS, POST SECONDARY EDUCAT- 
ION, 

THE PURPOSE OF THIS CURRICULUM 
GUIDE IS TO ASSIST TEACHERS IN PLAN- 
NING AND CONDUCTING A 45-WEEK 
COURSE AT THE POSTSECONDARY LEVEL 
TO PREPARE PERSONS AS ASSISTANTS TO 
PROFESSIONAL FORESTERS. COURSE 
OBJECTIVES INCLUDE PREPARING 
TRAINEES TO -- (1) ASSIST FORESTERS, (2) 
CONDUCT SURVEYS, (3) PERFORM CONSE- 
RVATION FUNCTIONS, (4) MARK TIMBER 
FOR HARVEST, (5) PREVENT AND CON- 
TROL FIRES, (6) ENFORCE REGULATIONS, 
(7) USE AND MAINTAIN TOOLS, AND (8) 
PREPARE AND KEEP RECORDS. NATION- 
AL LEADERS IN ADULT EDUCATION AND 
VOCATIONAL EDUCATION AND _ REP- 
RESENTATIVES OF NATIONAL ORGANIZA- 
TIONS IDENTIFIED OCCUPATIONS AND 
RECOMMENDED THE DEVELOPMENT OF 
THE RESOURCE MATERIAL. COURSE 
UNITS INCLUDE -- (1) ORIENTATION, (2) SE- 
LECTION, USE, AND MAINTENANCE OF 
TOOLS AND EQUIPMENT, (3) BOTANY, (4) 
TREE IDENTIFICATION, (5) MATHEMA- 
TICS, (6) DRAFTING, (7) SURVEYING, (8) 
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FOREST MANAGEMENT, (9) FOREST PRO- 
TECTION, (10) FOREST LAND USE, (11) PUB- 
LIC AND PRIVATE FORESTRY POLICIES 
AND PROGRAMS, AND (12) RECORDS AND 
REPORTS. SUGGESTED TRAINING, OBJEC- 
TIVES, CONTENT, LABORATORY OR FIELD 
EXPERIENCES, AND REFERENCES ARE 
LISTED FOR EACH UNIT. LESSON PLAN- 
NING PROCEDURES, FACILITIES NEEDE- 
D, AND TRAINEE EMPLOYMENT READI- 
NESS CRITERIA ARE GIVEN. TEACHERS 
OF THE COURSE NEED TO BE COLLEGE 
GRADUATES IN FORESTRY AND HAVE 
TEACHER PREPARATION. TRAINEES 
NEED A HIGH SCHOOL EDUCATION, OUT- 
DOOR INTERESTS, AND GOOD PHYSICAL 
HEALTH. THIS DOCUMENT IS AVAILABLE 
AS GPO NUMBER FS 5.287--87011 FOR 25 
CENTS FROM SUPERINTENDENT OF DO- 
CUMENTS, U.S. GOVERNMENT PRINTING 
OFFICE, WASHINGTON, D.C. 20402. (JM) 


ED 013 927 VT 002 272 
ARNOLD,WALTERM. AND OTHERS 
HIGHWAY ENGINEERING AIDE, A SUGGEST- 
ED TRAINING PROGRAM. 

OFFICE OF EDUCATION, WASHINGTON, 

D.C. 

REPORT NUMBER OE-87009 
PUBDATE 64 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CURRICULUM GUIDES, 
*HIGHWAY ENGINEERING AIDES, *TECH- 
NICAL EDUCATION, MDTA PROGRAMS, 

TO AID ADMINISTRATORS, SUPERVI- 
SORS, TEACHER TRAINEES, AND TEACH- 
ERS IN THE DEVELOPMENT AND PROMO- 
TION OF A POSTSECONDARY COURSE, 
THIS CURRICULUM GUIDE WAS DEVEL- 
OPED PURSUANT TO A U.S. OFFICE OF ED- 
UCATION (USOE) CONTRACT BY THE UNIV- 
ERSITY OF ILLINOIS. THE CONTENT COV- 
ERS -- (1) ORIENTATION AND COMMUNICA- 
TION SKILLS, (2) TECHNICAL MATHEMA- 
TICS, (8) SURVEYING AND MEASUREM- 
ENTS, (4) HIGHWAY MATERIALS, AND (5) 
CIVIL ENGINEERING DRAWING. EACH 
COURSE GUIDE INCLUDES MINIMUM 
HOURS PER WEEK, PREREQUISITES, DES- 
CRIPTION (COURSE), INSTRUCTION PRO- 
CEDURES, MAJOR DIVISIONS (OUTLINE), 
SOME SUGGESTED TEXTS AND REF- 
ERENCES, AND SOME SUGGESTED VISU- 
AL AND TRAINING AIDS. THE COURSE IS 
DESIGNED TO RUN 16 WEEKS FOR AIDES 
SEEKING EMPLOYMENT IN HIGHWAY 
AND ROAD CONSTRUCTION. THE APPEN- 
DIX CONTAINS SAMPLE PROBLEMS, LISTS 
OF EQUIPMENT AND SUPPLIES NEEDED 
AND THEIR COST, AND A LABORATORY 
FLOORPLAN. THIS DOCUMENT IS AVAILA- 
BLE AS GPO NUMBER FS 5.287--87009 FOR 35 
CENTS FROM SUPERINTENDENT OF DO- 
CUMENTS, U.S. GOVERNMENT PRINTING 
OFFICE, WASHINGTON, D.C. 20402. (EM) 


ED 013 928 VT 002 354 
HANDBOOK ON EMPLOYMENT SECURITY, 
JOB MARKET, RESEARCH METHODS--AREA 
SKILL SURVEY. 
BUREAU OF EMPLOYMENT SECURITY, 
WASHINGTON, D.C. 
REPORTNUMBER BES-E-252 
PUBDATE NOV 65 
EDRS PRICE MF-$0.25 HC-$1.96 47P. 
DESCRIPTORS *GUIDELINES, *OCCUPA- 
TIONAL SURVEYS, *RESEARCH METHO- 
DOLOGY, EMPLOYMENT TRENDS, QUES- 
TIONNAIRES, 
AREA SKILL SURVEYS ARE DESIGNED 
TO PROVIDE COMPREHENSIVE INFORMA- 
TION IN INDIVIDUAL LABOR AREAS OF 
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CURRENT EMPLOYMENT AND FUTURE 
LABOR REQUIREMENTS, BY SPECIFIC 
OCCUPATIONS, AND TO ASCERTAIN 
TRAINING NEEDS TO FULFILL THESE 
REQUIREMENTS. THIS HANDBOOK DES- 
CRIBES PROCEDURES AND TECHNIQUES 
TO BE USED IN THE SURVEY. IT IN- 
CLUDES THE PRELIMINARY WORK PRIOR 
TO INITIATING THE SKILL SURVEY, INFO- 
RMATION TO BE COLLECTED FROM EM- 
PLOYERS, METHOD OF COLLECTING THE 
DATA, A SAMPLE PUBLICITY RELEASE TO 
INSURE COMMUNITY AWARENESS OF 
THE SURVEY’S IMPORTANCE, AN EXAM- 
PLE OF A PRESURVEY LETTER, NONRES- 
PONSE FOLLOWUP PROCEDURES, _IN- 
STRUCTIONS FOR PARTIAL RESPONSE, A 
SAMPLE SURVEY SCHEDULE WITH IN- 
STRUCTION FOR ITS PREPARATION, SE- 
LECTION OF THE EMPLOYER SAMPLE, IN- 
STRUCTIONS FOR TABULATING THE SUR- 
VEY DATA, A SAMPLE QUESTIONNAIRE 
FOR OBTAINING FUTURE LABOR SUPPLY 
FROM SCHOOLS AND OTHER ORGANIZAT- 
IONS, METHODS FOR SUMMARIZING THE 
DATA, AND AN OUTLINE FOR PRESENTA- 
TION OF THE SURVEY FINDINGS. (PS) 


ED 013 929 VT 002 376 
AUTOMOBILE BODY AND FENDER REPAIR 
AND REFINISHING, A STUDY GUIDE AND 
PROGRESSION RECORD IN AUTOMOBILE 
BODY AND FENDER REPAIR AND REFIN- 
ISHING. 

ALABAMA UNIV., UNIVERSITY 
REPORTNUMBER US-FILE-316 

PUB DATE FEB 66 

EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROMEDRS. 92P. 

DESCRIPTORS *AUTO BODY REPAIRM- 
EN, *COOPERATIVE EDUCATION, *MOTOR 
VEHICLES, *STUDY GUIDES, *TRADE AND 
INDUSTRIAL EDUCATION, GRADE 11, 
GRADE 12, STUDENT RECORDS, 

JOB SHEETS ARE USED IN THIS INDIVI- 
DUAL STUDY GUIDE TO DIRECT GRADE 11 
AND GRADE 12 STUDENTS IN COOPERA- 
TIVE EDUCATION PROGRAMS IN AREA VO- 
CATIONAL OR COMPREHENSIVE HIGH 
SCHOOLS. THE GUIDE WAS DEVELOPED 
BY A STATE COMMITTEE OF TRADE AND 
INDUSTRIAL COORDINATORS, SUBJECT 
MATTER SPECIALISTS, AND TEACHER 
EDUCATORS, AND HAS BEEN USED IN 
HIGH SCHOOL PROGRAMS FOR 30 YEARS. 
THE JOB SHEETS CONTAIN THE JOB 
TITLE, RELATED STUDY REFERENCES, 
QUESTIONS, AND A CHART FOR RECORD- 
ING COMPLETION OF CORRELATED LABO- 
RATORY PERFORMANCES AND RELATED 
REFERENCES. TRADE ANALYSIS AND 
PROGRESS RECORD FORMS FOR TEACHER 
AND STUDENT USE INCLUDE A LIST OF 
THE JOB SHEETS AND SPACES FOR RE- 
CORDING PROGRESS ON THE JOB AND IN 
RELATED STUDY. ALSO INCLUDED IS A 
STUDENT’S DAILY RECORD FORM. TIME 
ALLOTMENT IS 1 HOUR PER DAY FOR 2 
YEARS OR 360 HOURS. A BIBLIOGRAPHY 
INCLUDES REQUIRED TEXTS AND SUP- 
PLEMENTARY REFERENCES. THIS DOCU- 
MENT IS AVAILABLE FOR 31.25 FROM 
TRADE AND INDUSTRIAL EDUCATION, 
BOX 2847, UNIVERSITY, ALABAMA 35486. 
AN ANSWER BOOK (VT 002 388) IS AVAILA- 
BLE FOR $1.00. (HC) 


ED 013 930 VT 002 409 
RONEY,MAURICEW. LOVE, L.CARL 
ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 


OFFICE OF EDUCATION, WASHINGTON, 
D.C 


- PUBDATE 65 


EDRS PRICE MF-$0.25 HC-$1.32 31P. 

DESCRIPTORS *CURRICULUM GUIDEs, 
*ELECTRICAL APPLIANCE SERVICEMEN, 
*ELECTRICAL APPLIANCES, *TRADE AND 
INDUSTRIAL EDUCATION, MDTA PRO- 
GRAMS, PROGRAM DEVELOPMENT, 

THE PURPOSE OF THIS GUIDE IS TO AID 
IN PLANNING AND DEVELOPING A 
COURSE FOR TRAINING ELECTRICAL ApP- 
PLIANCE SERVICEMEN. OUTLINES (ONE 
PAGE EACH) COVER -- (1) RELATED IN- 
STRUCTION, (2) FUNDAMENTALS OF EL- 
ECTRICITY, (3) BASIC CONTROLS AND 
ELECTRONIC COMPONENTS, (4) RESIS- 
TANCE HEATING APPLIANCES, (5) MO- 
TORS FOR ELECTRIC APPLIANCES, (6) 
MOTOR DRIVEN APPLIANCES, (7) REFRI- 
GERATION, AND (8) MISCELLANEOUS OPE. 
RATIONS. THE OUTLINES GIVE OBJEC- 
TIVES (INSTRUCTIONAL), UNIT OUTLINE, 
AND REFERENCES. THE GUIDE SUG- 
GESTS 268 CLASSROOM HOURS AND 572 LA- 
BORATORY HOURS FOR THE COURSE. THE 
TEACHER SHOULD HAVE TECHNICAL 
AND BUSINESS EXPERIENCE. STUDENTS 
SHOULD HAVE THE EQUIVALENCE OF A 
HIGH SCHOOL EDUCATION. THE GUIDE 
WAS DESIGNED FOR A CLASS OF 20 STUD- 
ENTS. OTHER SECTIONS DEAL WITH 
COURSE ORGANIZATION, STUDENT EVAL- 
UATION, REFERENCES AND AIDS, EQUIP- 
MENT AND TOOL LISTS AND PRICES, 
FLOOR PLANS, AND EXPENDABLE SUP- 
PLY LISTS AND PRICES. (EM) 


ED 013 931 VT 002 411 
RONEY,MAURICEW. AND OTHERS 
MACHINE TOOL OPERATOR--GENERAL, 
ENTRY, SUGGESTED GUIDE FOR A TRAIN- 
ING COURSE. 
OFFICE OF EDUCATION, WASHINGTON, 
D.C. 
PUBDATE 65 
EDRS PRICE MF-$0.25 HC-$1.48 35P. 
DESCRIPTORS *CURRICULUM GUIDES, 
*MACHINE TOOL OPERATORS, *TRADE 
AND INDUSTRIAL EDUCATION, ADULT 
VOCATIONAL EDUCATION, MDTA PRO- 
GRAMS, POST SECONDARY EDUCATION, 
THE PURPOSE OF THIS CURRICULUM 
GUIDE IS TO ASSIST THE ADMINISTRA- 
TOR AND INSTRUCTOR IN PLANNING AND 
DEVELOPING MANPOWER  DEVELOP- 
MENT AND TRAINING PROGRAMS TO 
PREPARE MACHINE TOOL OPERATORS 
FOR ENTRY-LEVEL POSITIONS. THE 
COURSE OUTLINE PROVIDES UNITS IN -- 
(1) ORIENTATION, (2) BENCH WORK, (3) 
SHOP MATHEMATICS, (4) BLUEPRINT 
READING AND SKETCHING, (5) POWER 
SAWS, (6) DRILL PRESS, (7) ENGINE LATHE, 
(8) MILLING MACHINE, (9) SURFACE AND 
CYLINDRICAL GRINDERS, (10) SHAPER, 
AND (11) MASS PRODUCTION METHODS. 
EACH UNIT CONTAINS A TIME ALLOCAT- 
ION, OBJECTIVES, UNIT OUTLINE, SUG- 
GESTED ACTIVITIES, AND A LIST OF REF- 
ERENCES. INSTRUCTION IN RELATED 
THEORY IS TO BE CONCURRENT WITH 
THE DEVELOPMENT OF SKILLS IN THE 
SHOP. SUGGESTIONS FOR PLANNING THE 
LESSONS AND EVALUATING THE STU- 
DENTS ARE INCLUDED. THE TRAINING 
SCHEDULE IS DEVELOPED FOR 1,080 
HOURS OF TRAINING IN A PERIOD OF 27 
WEEKS. THE INSTRUCTOR SHOULD HAVE 
BROAD EXPERIENCE AS A SKILLED MA- 
CHINE TOOL OPERATOR AND, PREFERAB- 
LY, EXPERIENCE AS A SUPERVISOR OF 
MACHINE TOOL OPERATORS. THE 
TRAINEE SHOULD HAVE A HIGH SCHOOL 





EDUCATION OR EQUIVALENT WITH A 
BACKGROUND IN MATHEMATICS AND 
SHOULD BE OF AVERAGE PHYSICAL CO- 
NDITION AND HEALTH WITH GOOD VIS- 
ION. SUPPLEMENTARY MATERIALS IN- 
CLUDE A LAYOUT OF A TRAINING FACIL- 
ITY AND SUGGESTED MACHINES. TOOLS, 
EQUIPMENT, AND EXPENDABLE 
SUPPLIES FOR A CLASS OF 20 PERSONS. 
SUGGESTED TEXTBOOKS, REFERENCES, 
AND FILMS ARE LISTED. (HC) 


ED 013 932 VT 002 497 
SIMPSON, ELIZABETH 
YOU AND RESEARCH. 
AMERICAN VOCATIONAL ASSN., WASH- 
INGTON, D.C. 
PUBDATE 63 
EDRS PRICE MF-$0.25 HC-$0.84 19P. 
DESCRIPTORS ‘EDUCATIONAL’ RE- 
SEARCH, *VOCATIONAL EDUCATION, CO- 
OPERATIVE PROGRAMS, PRACTICAL 
ARTS, RESEARCH OPPORTUNITIES, RE- 
SEARCH PROBLEMS, RESEARCHERS, SU- 
PERVISORS, TEACHER EDUCATORS, 
TEACHERS, VOCATIONAL DIRECTORS, 
RESEARCH IN VOCATIONAL EDUCA- 
TION IS THE RESPONSIBILITY OF STATE 
STAFF, TEACHER EDUCATORS, DIREC- 
TORS, SUPERVISORS, COORDINATORS, 
AND TEACHERS THROUGHOUT THE UNIT- 
ED STATES. RESEARCH IS IMPORTANT IN 
EVERY ASPECT OF MODERN LIVING, BUT 
IT IS VITAL IN THE VOCATIONAL AND 
PRACTICAL ARTS FIELDS WHERE MANY 
QUESTIONS, MANY PROFOUNDLY AF- 
FECTING POLICIES, REMAIN UNANS- 
WERED. THE SMALL AMOUNT OF RE- 
SEARCH PRODUCED IN THE VOCATIONAL 
FIELD HAS BEEN DUE TO ITS NEWNESS 
AND TO THE LACK OF COMPETENCE OF 
PERSONNEL IN RESEARCH PROCEDURES. 
CONTINUOUS RESEARCH IS NEEDED TO 
DETERMINE THE MOST SATISFACTORY 
TECHNIQUES, ORGANIZATION, CONTENT, 
AND PROCEDURES IN TEACHING, SUPER- 
VISION, AND ADMINISTRATION. FEDER- 
AL VOCATIONAL EDUCATION ACTS HAVE 
MADE SOME PROVISION FOR RESEARCH 
ACTIVITY, AND DEPARTMENT OF EDUCA- 
TION STUDIES AND PUBLICATIONS HAVE 
BEEN USEFUL, BUT VAST AREAS STILL 
NEED TO BE STUDIED. RESEARCH COULD 
RESULT IN ANSWERS TO PROBLEMS 
SUCH AS EFFECT OF TECHNOLOGICAL 
CHANGE ON VOCATIONAL EDUCATION, 
STUDENT SELECTION, TRAINING OF 
ADULT WORKERS, TEACHER TRAINING, 
AND NEEDS OF THE HANDICAPPED. RE- 
SEARCH IN THE FIELD WILL PROSPER 
WHEN EACH MEMBER OF THE PROFES- 
SION CONSIDERS IT HIS RESPONSIBILITY 
AND PRIVILEGE TO PROMOTE AND EN- 
GAGE IN RESEARCH AND EXPERIMENTA- 
TION AND USE RESEARCH FINDINGS IN 
HIS EVERYDAY WORK. (WB) 


ED 013 933 VT 002 523 
WELLS, JEAN A. 
CONTINUING EDUCATION PROGRAMS FOR 
WOMEN. 
WOMENS BUREAU, WASHINGTON, D.C. 
(DEPT. OF LABOR) 
REPORTNUMBER DOL-WB-PAM-10 
PUBDATE SEP 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *ADULT EDUCATION, 
*COLLEGE PROGRAMS, *DIRECTORIES, 
*FEMALES, *MIDDLE AGED, EDUCATION- 
AL NEEDS, 
MANY MATURE WOMEN WHO WANT TO 
RETURN TO SCHOOL OR WORK AFTER A 


PERIOD DEVOTED TO HOMEMAKING ARE 
VOICING A DESIRE TO REFRESH AND 
UPDATE RUSTY SKILLS LEARNED 10 OR 20 
YEARS EARLIER. EDUCATORS ARE SEEK- 
ING BACKGROUND INFORMATION ON THE 
SPECIAL NEEDS OF CONTINUING EDUCA- 
TION PROGRAMS FOR WOMEN IN THEIR 
MIDDLE YEARS. THIS REPORT HAS BEEN 
PREPARED PRIMARILY FOR THESE TWO 
GROUPS, NEW FEATURES OF THE CONT- 
INUING EDUCATION PROGRAMS DEVEL- 
OPED FOR WOMEN IN THE 1960’S ARE LIM- 
ITED COURSE LOADS IN DEGREE OR NON- 
DEGREE PROGRAMS, FLEXIBLE SCHED- 
ULING OF CLASSES AT HOURS CONVEN- 
IENT FOR HOUSEWIVES, LIBERAL PROVI- 
SION FOR TRANSFER CREDITS, EDUCA- 
TIONAL AND EMPLOYMENT COUNSELI- 
NG, FINANCIAL ASSISTANCE FOR PART- 
TIME STUDY, NURSERY SERVICES, AND 
JOB PLACEMENT OR REFERRAL SERVI- 
CES. REASONS FOR INCREASING INTER- 
EST OF MATURE WOMEN IN RETURNING 
TO COLLEGE AND THE SPECIAL SERVICES 
FOR AND PROBLEMS OF ADULT WOMEN 
ARE DISCUSSED. COLLEGES AND UNIV- 
ERSITIES WITH SPECIAL PROGRAMS OR 
SERVICES FOR ADULT WOMEN ARE LIST- 
ED BY STATES WITH A BRIEF DESCRIP- 
TION OF EACH. THIS DOCUMENT IS AVAIL- 
ABLE FOR 20 CENTS AS GPO NUMBER 
L13.19--10 FROM SUPERINTENDENT OF DO- 
CUMENTS, U.S. GOVERNMENT PRINTING 
OFFICE, WASHINGTON, D.C. 20402. (PS) 


ED 013 934 002 762 
BATES,NEILW. AND OTHERS 

GLAZING WORKBOOK. 

CALIFORNIA STATE DEPT. OF EDUCAT- 

ION, SACRAMENTO 
PUBDATE 67 
EDRS PRICE MF-$1.50 HC NOT AVAILABLE 
FROM EDRS. 343P. 

DESCRIPTORS *APPRENTICESHIPS, 
*GLAZIERS, *STUDY GUIDES, *TRADE 
AND INDUSTRIAL EDUCATION, GLASS, 

THE TECHNICAL INFORMATION IN THIS 
STUDY GUIDE WAS PLANNED AND WRIT- 
TEN UNDER THE DIRECTION OF THE 
STATE EDUCATIONAL COMMITTEE FOR 
THE GLAZING TRADE FOR USE AS RELAT- 
ED CLASSROOM INSTRUCTION IN THE 
GLAZING APPRENTICE TRAINING PROG- 
RAM. THE UNITS ARE (1) THE APPREN- 
TICE GLAZIER AND HIS TRADE, (2) BASIC 
MATHEMATICS, (3) APPLIED MATHEMA- 
TICS, (4) BLUEPRINT READING AND 
SKETCHING, (5) TOOLS AND EQUIPMENT, 
(6) MATERIALS, (7) GLASS PROCESSING, (8) 
INSTALLATION, (9) SUSPENDED GLAZING, 
AND (10) SPECIAL JOBS. TOPIC ASSIGN- 
MENTS WITHIN EACH UNIT HAVE AN IN- 
TRODUCTION OF BACKGROUND INFO- 
RMATION AND AN OUTLINE OF MAJOR 
POINTS IN QUESTION FORM, A SECTION 
OF RELATED INFORMATION, A STUDY AS- 
SIGNMENT FROM SUPPLEMENTARY MA- 
TERIALS, A STUDY GUIDE OF EXERCISES 
TO BE COMPLETED, AND A CHECKUP TEST 
OF TRUE-FALSE QUESTIONS FOR STU- 
DENT SELF-EVALUATION. A RECORD OF 
TOPICS COMPLETED MAY BE KEPT IN THE 
STUDY GUIDE INDEX. THE STUDY OF THIS 
144-HOUR COURSE BY INDENTURED AP- 
PRENTICES ON A GROUP OR INDIVIDUAL 
BASIS IS TO BE DIRECTED BY A QUALI- 
FIED JOURNEYMAN OF THE TRADE. THE 
TOPICS CONTAIN DETAIL CONSTRUCTION 
DRAWINGS AND PHOTOGRAPHIC AND 
LINE-DRAWING ILLUSTRATIONS. A 
GLOSSARY OF TERMS AND A LIST OF RE- 
QUIRED AND RECOMMENDED INSTRUC- 
TIONAL MATERIALS SUCH AS REF- 
ERENCE BOOKS, CATALOGS, BROCHURES, 
AND INSTALLATION MANUALS ARE INC- 


LUDED. TESTBOOKS AND FINAL EXAM- 
INATIONS ARE AVAILABLE TO THE INS- 
TRUCTOR. THIS DOCUMENT IS AVAILA- 
BLE FOR $3.00 FROM BUREAU OF IN- 
DUSTRIAL EDUCATION, CALIFORNIA 
STATE DEPARTMENT OF EDUCATION, 721 
CAPITOL MALL, SACRAMENTO, CALIFOR- 
NIA 95814. (HC) 


ED 013 935 VT 002 768 
REPORT OF WORK INJURIES TO MINORS 
UNDER 18 YEARS OF AGE, A STUDY OF 18 
MONTHS’ EXPERIENCE REPORTED BY 28 
STATES, 1964-65. 

BUREAU OF LABOR STANDARDS, WASH- 

INGTON, D.C. (DOL) 

REPORTNUMBER DOL-BLS-BULL-282 
PUBDATE 66 
EDRS PRICE MF-$0.25 HC-$1.24 29P. 

DESCRIPTORS *EMPLOYEES, ‘*IN- 
JURIES, *STATISTICAL SURVEYS, 
*YOUTH, ACCIDENTS, CHILD LABOR, 

THE BUREAU OF LABOR STANDARDS 
FURNISHED REPORT FORMS AND GUIDES 
FOR COMPLETING THEM TO THE 28 PARTI- 
CIPATING STATES. DATA WERE COLLECT- 
ED BY MAIL ON A VOLUNTARY REPORT- 
ING BASIS DURING THE 18-MONTH PER- 
IOD, JANUARY 1964 THROUGH JUNE 1965. 
FINDINGS INCLUDED - (1) A TOTAL OF 
16,936 INJURIES TO EMPLOYED MINORS 
UNDER 18 YEARS OF AGE WAS REPORTED, 
(2) OF THESE, MORE THAN 60 PERCENT OC- 
CURRED IN THE WHOLESALE AND RE- 
TAIL TRADE AND SERVICE INDUSTRIES, 
(83) MANUAL HANDLING OF MATERIALS 
AND EQUIPMENT RESULTED IN THE 
GREATEST NUMBER OF INJURIES, (4) 
MOST INJURIES, 464 PERCENT, OC- 
CURRED WHEN WORKERS WERE STRUCK 
BY OR AGAINST OBJECTS, AND (5) MOST 
INJURIES, 42.9 PERCENT, WERE CUTS, AB- 
RASIONS, PUNCTURES, AND BITES, BUT 
MANY OTHER KINDS OF MORE SERIOUS 
INJURIES WERE REPORTED. EXAMPLES 
OF THE FATALITIES AND INJURIES RE- 
PORTED ARE LISTED FOR THE FIELDS OF 
AGRICULTURE, CONSTRUCTION, MANU- 
FACTURING, TRANSPORTATION, WHOLE- 
SALE TRADE, RETAIL TRADE, SERVICES, 
AND GOVERNMENT. RECOMMENDATIONS 
WERE MADE FOR IMPROVING SAFETY 
PROGRAMS IN SCHOOLS AND ON THE JOB, 
PROVIDING PERSONAL PROTECTIVE 
EQUIPMENT, AND IMPROVING EXISTING 
HAZARDOUS-OCCUPATIONS PROHIBI- 
TIONS TO INSURE THAT THEY AFFORD 
SUFFICIENT PROTECTION TO EMPLOYED 
MINORS. (PS) 


ED 013 936 
HILLINGER, YVONNE M. 
POWER SEWING. 

NEW JERSEY STATE DEPT. OF EDUCAT- 

ION, TRENTON 
RUTGERS, THE STATE UNIV., NEW BRUN- 

SWICK, N.J. 

PUBDATE OCT67 
EDRS PRICE MF-$1.25 HC NOT AVAILABLE 
FROMEDRS. 268P. 

DESCRIPTORS ‘DEAF EDUCATION, 
*SEWING INSTRUCTION, *SEWING MA- 
CHINE OPERATORS, *STUDY GUIDES, 
*TRADE AND INDUSTRIAL EDUCATION, 
SPECIAL EDUCATION, 

ALTHOUGH THE PRIMARY PURPOSE OF 
THIS STUDY GUIDE IS TO PROVIDE A TEXT 
IN POWER SEWING FOR DEAF PUPILS, IT 
CAN ALSO BE USED FOR STUDENTS WITH 
READING OR LEARNING DIFFICULTIES. 
DEVELOPED BY AN INSTRUCTOR WITH 
FACULTY HELP, THE TEXT FOLLOWS A 
COURSE OF STUDY APPROVED BY THE 


VT 002 779 








) 
BOARD OF EDUCATION AND HAS BEEN 
TESTED IN VARIOUS CLASSROOMS, UNITS 
ARE - (1) LET US LEARN ABOUT THE 
POWER SEWING MACHINE, (2) THE SIN- 
GLE-NEEDLE LOCKSTITCH MACHINE, (3) 
PRIMARY SEWING OPERATIONS, (4) SIN- 
GLE NEEDLE SEWING PROJECTS, (5) THE 
ZIG-ZAG MACHINE, (6) THE TWO-NEEDLE 
LOCKSTITCH MACHINE, (7) SPECIAL MA- 
CHINES, AND (8) MISCELLANEOUS. THE 
TEXT IS ILLUSTRATED WITH CARTOONS 
AND DRAWINGS, AND THE INSTRUCTIONS 
AND INFORMATION ARE IN SIMPLE 
LANGUAGE. TERMS OR NEW WORDS ARE 
DEFINED AND WRITTEN PHONETICALLY 
FOR EASE IN PRONUNCIATION. MOST 
TESTS ARE OF PRACTICAL NATURE, ASK- 
ING THE STUDENTS TO PERFORM WHAT 
THEY HAVE LEARNED. SAFETY IS EM- 
PHASIZED, AND THE DEVELOPMENT OF 
BASIC SKILLS IS STRESSED FOR THIS 
COURSE WHICH IS RECOMMENDED FOR 10 
- 15 PERIODS PER WEEK FOR 1 YEAR. THE 
TEACHER SHOULD BE CERTIFIED IN THE 
NEEDLE TRADES. THE STUDENTS ARE 
SELECTED FROM AMONG THOSE WHO 
ARE DEAF OR HAVE READING OR LANGU- 
AGE DIFFICULTIES. A POWER SEWING 
SHOP WOULD BE REQUIRED. THIS DOCU- 
MENT IS AVAILABLE FOR $2.00 FROM VO- 
CATIONAL-TECHNICAL CURRICULUM LA- 
BORATORY, RUTGERS UNIVERSITY, 10 SE- 
MINARY PLACE, NEW BRUNSWICK, NEW 
JERSEY 08903. (MS) 


ED 013 937 VT 002 780 
DORNFIELD, BLANCHE E. 

COMMERCIAL FOODS, MATHEMATICS - I. 
NEW JERSEY STATE DEPT. OF EDUCAT- 

ION, TRENTON 
RUTGERS, THE STATE UNIV., NEW BRUN- 

SWICK, N.J. 

PUBDATE JUL66 
EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROM EDRS. 141P. 

DESCRIPTORS *BASIC SKILLS, *FOOD 
SERVICE INDUSTRY, *MATHEMATICAL 
APPLICATIONS, *MATHEMATICS _IN- 
STRUCTION, *TRADE AND INDUSTRIAL 
EDUCATION, HIGH SCHOOLS, STUDY 
GUIDES, 

THE UNDERSTANDING AND MASTERY 
OF FUNDAMENTAL MATHEMATICS IS A 
NECESSARY PART OF COMMERCIAL 
FOODS WORK. THIS STUDENT HANDBOOK 
WAS DESIGNED TO ACCOMPANY A COM- 
MERCIAL FOODS COURSE AT THE HIGH 
SCHOOL LEVEL FOR STUDENTS WITH AP- 
PROPRIATE APTITUDES AND COMMER- 
CIAL FOOD SERVICE GOALS. THE MATERI- 
AL, TESTED IN VARIOUS INTERESTED 
CLASSROOMS, WAS PREPARED BY AN IN- 
DIVIDUAL INSTRUCTOR AND FOLLOWS 
THE COURSE OF STUDY APPROVED BY 
THE BOARD OF EDUCATION. THREE PER- 
IODS PER WEEK FOR ONE YEAR ARE RE- 
QUIRED FOR THE UNITS -- (1) WHOLE NUM- 
BERS, (2) FRACTIONS, (3) DECIMALS, (4) 
PERCENTAGE, (5) MEASUREMENTS, AND 
(6) ACCOUNTS. EACH UNIT. INCLUDES IN- 
DIVIDUAL LESSONS WITH OBJECTIVES, 
RELATED INFORMATION, AND PRACTI- 
CAL ASSIGNMENTS. THE TEACHER MAY 
BE A MATH SPECIALIST OR A COMMER- 
CIAL FOODS INSTRUCTOR. THIS DOCU- 
MENT IS AVAILABLE FOR $1.50 FROM VO- 
CATIONAL-TECHNICAL CURRICULUM LA- 
BORATORY, RUTGERS UNIVERSITY, 10 SE- 
MINARY: PLACE, NEW BRUNSWICK, NEW 
JERSEY 08903. (MS) 


ED 013 938 VT 002 844 
WORTHINGTON, ROGERG. ANDOTHERS 
PHY 300 PRE-TECHNICAL PHYSICS, COURSE 
OUTLINE. 
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NORTH CAROLINA STATE BOARD OF EDU- 

CATION, RALEIGH 
PUBDATE AUG63 
EDRS PRICE MF-$0.25 HC-$0.44 9P. 

DESCRIPTORS *CURRICULUM GUIDES, 
*PRETECHNOLOGY PROGRAMS, *VOCA 
TIONAL EDUCATION, PHYSICS, POST SEC- 
ONDARY EDUCATION, 

TEACHERS DEVELOPING LESSON 
PLANS FOR A COURSE IN BASIC PRINCI- 
PLES AND CONCEPTS OF PHYSICS CAN 
USE THIS OUTLINE. IT WAS DEVELOPED 
BY A COMMITTEE OF TEACHERS AND WAS 
BASED ON EXPERIENCE AND CLASSROOM 
USE. THE OBJECTIVE OF THE COURSE IS 
TO HELP STUDENTS ACQUIRE AN UNDER- 
STANDING OF THE SCIENTIFIC AP.- 
PROACH AND A WORKING KNOWLEDGE OF 
BASIC LABORATORY PROCEDURES AND 
EQUIPMENT THROUGH UNITS -- (1) GEN- 
ERAL LABORATORY PROCEDURES, (2) 
PROPERTIES AND RELATIONSHIP OF 
MATTER AND ENERGY, (3) SYSTEMS OF 
MEASUREMENT, (4) FORCE AND MOTION, 
(5) FRICTION, AND (6) POWER TRANSMISS- 
ION. THE 48-HOUR COURSE IS FOR STU- 
DENTS ENTERING POST-HIGH SCHOOL 
PRETECHNICAL EDUCATION PROGRAMS 
WITHOUT BASIC HIGH SCHOOL PHYSICS. 
THE TEACHER SHOULD BE QUALIFED TO 
TEACH PHYSICS. THIS MIMEOGRAPHED 
DOCUMENT LISTS TWO SUGGESTED 
TEXTS AND TWO REFERENCES. (HC) 


ED 013 939 VT 002 924 
COLICCHIO, ANTOINETTE J. 

NEEDLE TRADES, MATHEMATICS - I. 

NEW JERSEY STATE DEPT. OF EDUCAT- 

ION, TRENTON 
RUTGERS; THE STATE UNIV., NEW BRUN- 

SWICK, N.J. 

PUBDATE JUL60 
EDRS PRICE MF-$1.00 HC NOT AVAILABLE 
FROM EDRS. 245P. 

DESCRIPTORS *NEEDLE TRADES, 
“PRACTICAL MATHEMATICS, *STUDY 
GUIDES, *TRADE AND INDUSTRIAL EDU- 
CATION, HIGH SCHOOLS, 

THE NEEDLE TRADES INDUSTRY CON- 
SISTS OF THREE TYPES OF ESTABLISH- 
MENTS -- THE REGULAR MANUFACTUR- 
ERS, THE APPAREL JOBBERS, AND THE 
CONTRACTORS. THE FUNCTIONS INCLUD- 
ED COVER A WIDE SCOPE FROM BUYING 
OF RAW MATERIAL TO SELLING OF THE 
FINISHED APPAREL. THE PURPOSE OF 
THIS STUDY GUIDE IS TO FURNISH BASIC 
KNOWLEDGE IN MATHEMATICS AND DE- 
VELOP SKILL IN SOLVING MATHEMATI- 
CAL PROBLEMS PERTINENT TO THE NEE- 
DLE TRADES. IT WAS PREPARED BY THE 
AUTHOR AND FOLLOWS COURSE OF 
STUDY APPROVED BY THE BOARD OF 
EDUCATION. THE GUIDE INCLUDES SOME 
LESSONS DESIGNED FOR CLASS DISCUS- 
SION AND OTHERS FOR TEACHING 
COMPUTATION, JUDGMENT, ETC. UNITS 
INCLUDE - (1) WHOLE NUMBERS, (2) 
FRACTIONS, (3) MEASUREMENT, (4) RATIO 
AND PROPORTION, (5) DECIMALS, (6) PER- 
CENTAGE, (7) GEOMETRIC FORMS, AND (8) 
ACCOUNTS. ALL ARE RELATED TO VAR- 
IOUS ASPECTS OF THE NEEDLE TRADES. 
RELATED INFORMATION AND APPLICA- 
BLE PROBLEMS ARE GIVEN WITH EACH 
UNIT, AND UNIT ACHIEVEMENT TESTS 
ARE PROVIDED. THE INSTRUCTOR 
SHOULD BE A MATH SPECIALIST OR A 
NEEDLE TRADES INSTRUCTOR. THE STU- 
DENT SHOULD BE OF HIGH SCHOOL AGE, 
HAVE A NEEDLE TRADES GOAL, AND 
HAVE A MEDIUM APTITUDE FOR THE 
OCCUPATION. THIS DOCUMENT IS AVAIL- 
ABLE FOR $2.00 FROM VOCATIONAL-TECH- 
NICAL CURRICULUM LABORATORY, RUT- 


GERS UNIVERSITY, 10 SEMINARY PLACE, 
NEW BRUNSWICK, NEW JERSE Y¥ 08903. (MS) 


ED 013 940 VT 002 935 
MOTHER AND INFANT CARE, PRACTICAL 
NURSE TRAINING PROGRAM, LESSON 
PLANS, PREPARED BY PRACTICAL NURS- 
ING INSTRUCTORS DURING CONFERENCE 
(UNIVERSITY OF TENNESSEE, AUGUST 14- 
18, 1961). 
TENNESSEE STATE BOARD FOR VOC. 

EDUC., MURFREESBORO 
TENNESSEE UNIV., KNOXVILLE, COLL. OF 

EDUCATION 
PUBDATE 67 
EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROM EDRS. 167P. 

DESCRIPTORS *HEALTH OCCUPATIONS 
EDUCATION, *NURSING, *PRACTICAL 
NURSES, ‘*PREGNANCY, *TEACHING 
GUIDES, ADULT VOCATIONAL EDUCAT- 
ION, CHILD CARE; MOTHERS, 

PRACTICAL NURSE INSTRUCTORS, IN 
CONFERENCE, COMPILED THIS INDIVI- 
DUALLY PLANNED AND TESTED MATERI- 
AL TO BE USED IN PRACTICAL NURSE 
EDUCATION. THIRTY-TWO LESSON PLANS 
ON THE SUBJECT OF MOTHER AND IN- 
FANT CARE COVER TOPICS RANGING 
FROM THE REPRODUCTIVE SYSTEM TO 
COMPLICATIONS INVOLVING THE NEWB- 
ORN. EACH PLAN INCLUDES AIM, REF- 
ERENCES, MATERIALS, INSTRUCTIONAL 
AIDS, AND EVALUATION SUGGESTIONS. 
BECAUSE THESE PLANS ARE TO SERVE 
ONLY AS GUIDES FOR INSTRUCTORS IN 
THE PREPARATION OF DAILY PLANS, 
THERE IS NOSPECIFIC TIME ALLOTMENT 
FOR THE COURSE. THE TEACHER SHOULD 
BE A REGISTERED NURSE WHO IS CER- 
TIFIED TO TEACH. THE STUDENT SHOULD 
BE A HIGH SCHOOL GRADUATE OR THE 
EQUIVALENT. A TALK, “CHILDBIRTH AND 
CIVILIZATION,” BY DR. SAM C. COWAN, SR., 
NASHVILLE OBSTETRICIAN, IS INCLUDE- 
D. TEN OR FEWER COPIES ARE AVAILA- 
BLE FOR $3.00 FROM VOCATIONAL CURRI- 
CULUM LABORATORY, BOX 1114, MURF- 
REESBORO, TENNESSEE 37130. (MS) 


ED 013 941 VT 002 988 
DOVER, BUELH. 

AUTO PARTS MAN, WORKBOOK. 
CALIFORNIA STATE DEPT. OF EDUCAT- 

ION, SACRAMENTO 
PUBDATE 67 
EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROM EDRS. 155P. 

DESCRIPTORS *AUTO PARTS MEN, 
*MARKETING, *MOTOR VEHICLES, 
*STUDY GUIDES, *TRADE AND INDUSTRI- 
AL EDUCATION, APPRENTICESHIPS, POST 
SECONDARY EDUCATION, 

THE INFORMATION IN THIS STUDY 
GUIDE WAS DEVELOPED FOR USE IN THE 
RELATED TECHNICAL CLASSROOM IN- 
STRUCTION PHASE OF THE AUTO PARTS 
MAN APPRENTICE TRAINING PROGRAM. 
THE MATERIAL WAS PLANNED UNDER 
THE DIRECTION OF THE STATE EDUCA- 
TIONAL ADVISORY COMMITTEE FOR THE 
‘AUTOMOTIVE TRADE. THE UNITS ARE (1) 
SCOPE AND OPPORTUNITY, (2) AREAS OF 
RESPONSIBILITY, (3) CATALOGING SYS- 
TEMS, (4) INVENTORY AND CONTROL, (5) 
COUNTER SALES, AND (6) DISPLAYS THAT 
SELL. EACH UNIT CONTAINS STUDY TO- 
PICS WHICH HAVE AN INTRODUCTION OF 
BACKGROUND INFORMATION WITH AN 
OUTLINE OF THE MAJOR POINTS IN QUES- 
TION FORM, A SECTION OF RELATED IN- 
FORMATION, A STUDY GUIDE OF EXER- 
CISES TO BE COMPLETED, AND A TEST 





FOR STUDENT SELF-EVALUATION. PHO- 
TOGRAPHIC AND LINE DRAWING ILLUS- 
TRATIONS ARE INCLUDED IN THE RELAT- 
ED INFORMATION. A RECORD OF TOPICS 
COMPLETED MAY BE KEPT IN THE STUDY 
GUIDE INDEX. THE STUDY OF THIS 144- 
HOUR COURSE BY INDENTURED APPREN- 
TICES ON A GROUP OR INDIVIDUAL BASIS 
Is TO BE DIRECTED BY A QUALIFIED 
JOURNEYMAN OF THE TRADE. A LIST OF 
REQUIRED INSTRUCTIONAL MATERIALS 
IS PROVIDED. TESTBOOKS AND FINAL 
EXAMINATIONS ARE AVAILABLE TO THE 
INSTRUCTORS. THIS DOCUMENT IS AVAI- 
LABLE FOR $2.00 FROM BUREAU OF IN- 
DUSTRIAL EDUCATION, CALIFORNIA 
STATE DEPARTMENT OF EDUCATION, 721 
CAPITAL MALL, SACRAMENTO, CALIFOR- 
NIA 95814. (HC) 


ED 013 942 VT 003 001 
BUSINESS LETTER WRITING FOR “PRACTI- 
CAL BUSINESS CORRESPONDENCE FOR 
COLLEGES,” THIRD EDITION, ROBERTSON 
AND WALKER, SOUTHWESTERN PUBLISH- 
ING COMPANY, 1966, INSTRUCTOR’S GUIDE. 

LOUISIANA ST. VOCAT. CURRICULUM 

DEV. AND RES. CTR. : 
PUBDATE 67 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROM EDRS. 8s8P. 

DESCRIPTORS *ANSWER KEYS, *OFFICE 
OCCUPATIONS EDUCATION, *STUDY 
GUIDES, *TESTS, BUSINESS CORRE- 
SPONDENCE, POST SECONDARY EDUCAT- 
ION, 

OBJECTIVES OF THE POST-SECONDARY 
COURSE ARE (1) TO HELP STUDENTS ANA- 
LYZE PROBLEMS AND THINK IN TERMS 
OF A FUNCTIONAL RATHER THAN A LIT- 
ERARY APPROACH IN THE USE OF BUSI- 
NESS MESSAGES, (2) TO HUMANIZE WRIT- 
TEN MESSAGES THROUGH A NATURAL 
PSYCHOLOGICAL APPROACH, (3) TO CULTI- 
VATE HABITS OF ACCURACY AND COR- 
RECTNESS, (4) TO DEVELOP A WRITING 
STYLE FITTED TO THE PURPOSE OF THE 
MESSAGE AND ADAPTED TO THE READE- 
R. THE MATERIALS WERE DEVELOPED 
BY A COMMITTEE OF TEACHERS AT THE 
STATE LEVEL. THE GUIDE. INCLUDES A 
PRETEST, 14 UNITS WITH ASSIGNMENTS 
AND INSTRUCTIONS FOR THE STUDENTS, 
STUDY GUIDE QUESTIONS, TESTS, AND 
TEACHER ANSWER SHEETS FOR STUDY 
GUIDE AND TEST QUESTIONS. EXAMPLES 
OF UNITS ARE HUMAN RELATIONS IN EF- 
FECTIVE LETTERS, LETTERS THAT SE- 
CURE EMPLOYMENT, AND LETTERS THAT 
SELL. SUPPLEMENTARY REFERENCES 
ARE LISTED. THIS DOCUMENT IS AVAILA- 
BLE IN SINGLE COPY ONLY FOR $2.00 
FROM VOCATIONAL CURRICULUM DE- 
VELOPMENT AND RESEARCH CENTER, 
P.O. BOX 657, NATCHITOCHES, LOUISIANA 
71457. (PS) 


ED 013 943 VT 003 004 
ELECTRIC MOTORS FOR FARM USE. 
ILLINOIS UNIV., URBANA, COLL. OF AGRI- 

CULTURE 
PUBDATE © 62 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROM EDRS. 33P. 

DESCRIPTORS 
*TEXTBOOKS, *VOCATIONAL 
TURE, 

BETWEEN 2 AND 8 HOURS ARE RE- 
QUIRED FOR USE OF THIS TEXTUAL OR 
REFERENCE MATERIAL ON ELECTRIC 
MOTORS. IT WAS DEVELOPED BY AN AGRI- 
CULTURAL EDUCATION-AGRICULTURAL 
ENGINEERING SPECIALIST ON THE BASIS 


*ELECTRIC MOTORS, 
AGRICUL- 


OF CONFERENCES WITH SUBJECT MAT- 
TER SPECIALISTS, TEACHER EDUCATORS, 
SUPERVISORS, AND TEACHERS. THE 
OBJECTIVES AND SUBJECT MATTER CEN- 
TER AROUND THE FOLLOWING QUES- 
TIONS -- (1) WHAT ARE THE ADVANTAGES 
OF ELECTRIC MOTORS, (2) WHAT FACTORS 
SHOULD I CONSIDER IN SELECTING AN 
ELECTRIC MOTOR, (3) HOW CAN I IDENT- 
IFY AND SELECT THE PROPER TYPE AND 
SIZE OF, ELECTRIC MOTORS, (4) HOW 
SHOULD I INSTALL THE MOTOR PROPER- 
LY, (6) WHAT CARE SHOULD I GIVE AN EL- 
ECTRIC MOTOR, (6) HOW CAN I DETER- 
MINE WHAT IS WRONG WHEN A MOTOR 
WILL NOT OPERATE, AND (7) WHAT ARE 
THE IMPORTANT PRINCIPLES OF ELEC- 
TRIC MOTORS. DEMONSTRATIONS AND 
SHOP EXERCISES ARE SUGGESTED. 
ILLUSTRATIONS ARE INCLUDED. DE- 
SIGNED FOR BOTH HIGH SCHOOL AND 
POST-HIGH SCHOOL USE, THE MATERIAL 
IS APPROPRIATE FOR THOSE STUDENTS 
WHO HAVE AVERAGE ABILITY, AGRICUL- 
TURAL INTEREST, AND AN OCCUPATION- 
AL OBJECTIVE. THIS DOCUMENT IS AVAI- 
LABLE FOR 45 CENTS FROM VOCATIONAL 
AGRICULTURE SERVICE, 434 MUMFORD 
HALL, UNIVERSITY OF ILLINOIS, URBA- 
NA, ILLINOIS 61801. (JM) 


ED 013 944 VT 003 014 
COURT REPORTING. (BUSINESS TECHNOL- 
OGY). 

NORTH CAROLINA STATE BOARD OF EDU- 

CATION, RALEIGH 
REPORTNUMBER T28 
PUB DATE 01 MAY 66 
EDRS PRICE MF-$0.25 HC-$0.52 11P. 

DESCRIPTORS *BUSINESS EDUCATION, 
*COURT REPORTERS, *CURRICULUM, 
POST SECONDARY EDUCATION, 

A CURRICULUM IS OUTLINED FOR PRO- 
VIDING THE STUDENT WITH THE NECESS- 
ARY SKILLS IN TYPING, MACHINE 
SHORTHAND, DICTATION, TRANSCRIPT- 
ION, AND TERMINOLOGY FOR EMPLOY- 
MENT AS A COURT REPORTER AND/OR 
CONFERENCE REPORTER. IT WAS DE- 
SIGNED FOR USE IN TECHNICAL INSTI- 
TUTES AND COMMUNITY COLLEGES BY 
ADMINISTRATORS AND INSTRUCTORS 
FOR PLANNING A 6-QUARTER, PREEMP- 
LOYMENT CURRICULUM. THE MATERIAL 
WAS DEVELOPED BY A CURRICULUM 
COMMITTEE AT THE STATE LEVEL, EV- 
ALUATED BY A COMMITTEE AND TEACH- 
ERS, AND REVISED TO INCORPORATE 
TEACHER SUGGESTIONS. THE TEACHER 
SHOULD BE A SECRETARIAL SCIENCE IN- 
STRUCTOR WITH STENOTYPE EXPERI- 
ENCE. COURSE DESCRIPTIONS FOR EACH 
QUARTER ARE PRESENTED. (PS) 


ED 013 945 VT 003 015 
TRAFFIC AND TRANSPORTATION. (BUSI- 
NESS TECHNOLOGY). 

NORTH CAROLINA STATE BOARD OF EDU- 

CATION, RALEIGH 
REPORTNUMBER T34 
PUB DATE 01 FEB 66 
EDRS PRICE MF-$0.25 HC-$0.52 11P. 

DESCRIPTORS *BUSINESS EDUCATION, 
*CURRICULUM, TECHNICAL EDUCATION, 
TRANSPORTATION, 

THE PREEMPLOYMENT, 6-QUARTER 
CURRICULUM IS FOR USE IN TECHNICAL 
INSTITUTES AND COMMUNITY COLLEGE- 
S. ITS PURPOSE IS TO PROVIDE TRAINING 
IN NEW TECHNIQUES AND UNDERSTAND- 
ING OF THE LATEST STATE AND FEDER- 
AL REGULATIONS APPLICABLE TO TRAF- 
FIC AND TRANSPORTATION. GRADUATES 


OF THIS CURRICULUM MAY SEEK CAR- 
EER OPPORTUNITIES AS TRAFFIC REP- 
RESENTATIVES, CLAIMS REPRESENTA- 
TIVES, DISPATCHERS, RATE ANALYSTS, 
AND OPERATIONAL SUPERVISORS. THE 
MATERIAL WAS DEVELOPED BY ACURRI- 
CULUM COMMITTEE ON TRAFFIC AND 
TRANSPORTATION, EVALUATED BY 
TEACHERS, AND REVISED. THE TEACHER 
SHOULD HAVE BOTH A MAJOR AND EX- 
PERIENCE IN TRANSPORTATION. COURSE 
DESCRIPTIONS FOR EACH QUARTER AND 
POSSIBLE ELECTIVES ARE GIVEN. (PS) 


ED 013 946 VT 003 023 
CONFERENCE LEADERSHIP. 
LOUISIANA ST. VOCAT. CURRICULUM 

DEV. AND RES. CTR. 

PUBDATE 67 
EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROM EDRS. 137P. 

DESCRIPTORS *CONFERENCES, *LEAD- 
ERS GUIDES, *LEADERSHIP TRAINING, 
*TEXTBOOKS, *TRADE AND INDUSTRIAL 
EDUCATION, ADULT VOCATIONAL EDU- 
CATION, SUPERVISORS, 

THIS INSTRUCTIONAL MATERIAL IS 
FOR USE BY PERSONS WHO CONDUCT 
CONFERENCE LEADER TRAINING PROG- 
RAMS. SPECIFICALLY, ITS PURPOSE IS TO 
TRAIN VOCATIONAL TRADE AND IN- 
DUSTRIAL EDUCATION PEOPLE TO CON- 
DUCT TRAINING CONFERENCES FOR 
INDUSTRY. IT IS INTENDED FOR USE IN 
AREA VOCATIONAL SCHOOLS IN THE PR- 
OMOTION AND DEVELOPMENT OF SUPE- 
RVISORY PERSONNEL DEPARTMENT. 
THE MATERIAL WAS DEVELOPED BY A 
COMMITTEE AT THE STATE LEVEL. THE 
SESSION TITLES ARE -- (1) THE CONFER- 
ENCE, (2) THE CONFERENCE LEADER, (3) 
PREPARING FOR A CONFERENCE, (4) CON- 
DUCTING A CONFERENCE, (5) THE CON- 
FERENCE REPORT, (6) SCOPE OF SUPE- 
RVISORY PERSONNEL DEVELOPMENT, 
AND (7) THE FORTY-HOUR WORKSHOP. 
INFORMATION IS TO BE PRESENTED BY 
LECTURE TO GROUPS OF 12 TO 15 PEOPLE 
IN 6 HOURS. APPROXIMATELY 34 HOURS 
ARE TO BE USED BY STUDENTS FOR CON- 
DUCTING PRACTICE SESSIONS. EACH STU- 
DENT IS TO COMPILE HANDOUT MATERI- 
AL INTO A NOTEBOOK FOR FUTURE USE. 
SOURCE OF HANDOUT MATERIAL IS 
GIVEN. THE TEACHER SHOULD BE A 
TRAINED CONFERENCE LEADER, AND 
STUDENTS SHOULD BE MATURE ADULTS 
WHO ARE IN OR PLAN TO BE IN SUPERVIS- 
ORY POSITIONS. REFERENCES AND AN 
EXTENSIVE LIST OF FILMS ARE _ INC- 
LUDED. THIS DOCUMENT IS AVAILABLE 
FOR $2.00 FROM VOCATIONAL CURRICU- 
LUM DEVELOPMENT AND RESEARCH 
CENTER, P.O. BOX 657, NATCHITOCHES, 
LOUISIANA 71457. (MM) 


ED 013 947 VT 003 024 

INTRODUCTION TO MANAGEMENT FOR IN- 

DUSTRIAL SUPERVISORS. 

LOUISIANA ST. VOCAT. CURRICULUM 
DEV. AND RES. CTR. 

PUBDATE 65 

EDRS PRICE MF-$0.75 HC NOT AVAILABLE 

FROMEDRES. 180P. 

« DESCRIPTORS *MANAGEMENT, *SUPER- 

VISORS, *TEACHING GUIDES, *TRADE 

AND INDUSTRIAL EDUCATION, ADULT 

VOCATIONAL EDUCATION, INDUSTRIAL 

STRUCTURE, LABOR UNIONS, LEADER- 

SHIP TRAINING, REFERENCE MATERI- 

ALS, 

SUBJECT MATTER AND SUPPLEMEN- 

TAL MATERIALS FOR USE IN CONDUCT. 

ING A 10-HOUR INDUSTRIAL SUPERVIS- 
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’ 
ORY TRAINING CONFERENCE IN BASIC 
MANAGEMENT FUNDAMENTALS AND 
CONCEPTS ARE PRESENTED IN THIS 
TEACHER GUIDE. IT WAS DEVELOPED BY 
A STATE COMMITTEE AS A FIRST COURSE 
IN A SERIES FOR SUPERVISORY PERSON- 
NEL WHO HAVE HAD LITTLE OR NO PREV- 
IOUS SUPERVISORY TRAINING AND FOR 
PERSONNEL WHO HAVE HAD PREVIOUS 
TRAINING, BUT LACK A BASIC MANAGE- 
MENT COURSE. THE 2-HOUR SESSIONS 
ARE -- (1) HISTORY OF MANAGEMENT, (2) 
ORGANIZATIONAL STRUCTURE, (3) MAJOR 
RESPONSIBILITIES OF MANAGEMENT, (4) 
ORGANIZED LABOR, AND (5) LEADERSHIP. 
OUTLINE FORM IS USED FOR MOST SES- 
SIONS AND CHARTING MATERIALS AND 
CHARTING TECHNIQUES, HANDOUT MA- 
TERIAL, DISCUSSION TECHNIQUES, VER- 
BATIM QUOTES, AND VISUAL AIDS ARE 
PROVIDED. PRESENTATION SHOULD BE 
ON AN INFORMAL LECTURE BASIS BY A 
TEACHER SKILLED IN SUPERVISORY 
TECHNIQUES. THE 20 HANDOUT SHEETS 
SERVE AS REFERENCE MATERIAL FOR 
THE TRAINEES. A BIBLIOGRAPHY AND 
AMPLE MATERIAL ARE PROVIDED SO 
THAT THE TEACHER MAY ADAPT THE 
COURSE TO HIS INDIVIDUAL DESIRES. 
THIS DOCUMENT IS AVAILABLE IN SIN- 
GLE COPY ONLY FOR $2.00 FROM VOCA- 
TIONAL CURRICULUM DEVELOPMENT 
AND RESEARCH CENTER, P.O. BOX 657, 
NATCHITOCHES, LOUISIANA 71457. (HC) 


ED 013 948 VT 003 114 
BARBERING, A STUDY GUIDE AND PRO- 
GRESSION RECORD FOR BARBERING STU- 
DENTS IN A COOPERATIVE TRAINING PRO- 


ALABAMA UNIV., UNIVERSITY 
REPORTNUMBER UA-FILE-1338 

PUB DATE NOV63 

EDRS PRICE MF-$0.75 HC NOT AVAILABLE 
FROMEDRS. 75P. 

DESCRIPTORS *BARBERS, *COOPERA- 
TIVE EDUCATION, *STUDY GUIDES, 
*TRADE AND INDUSTRIAL EDUCATION, 
GRADE 11, GRADE 12, STUDENT RECORDS, 

QUESTION-TYPE JOB OR ASSIGNMENT 
SHEETS IN THIS GUIDE DIRECT THE 
STUDENT’S RELATED STUDY IN CO- 
OPERATIVE TRAINING PROGRAMS. THE 
MATERIAL WAS DEVELOPED BY TRADE 
AND INDUSTRIAL COORDINATORS, 
SUBJECT MATTER SPECIALISTS, AND 
TEACHER EDUCATORS. IT WAS TESTED 
BY USE IN HIGH SCHOOL PROGRAMS. THE 
61 JOB SHEETS ARE KEYED TO THREE RE- 
LATED REFERENCE BOOKS, BUT COORDI- 
NATOR MAY SUPPLEMENT THE 
STUDENT’S STUDY WITH ADDITIONAL 
MATERIAL. COMPLETED JOB EXPERIENC- 
ES AND RELATED READINGS ARE TO BE 
RECORDED ON THE JOB SHEETS WHICH 
COVER THE HISTORY OF BARBERING, 
LADIES’ HAIRCUTS, THE VOLUNTARY 
MUSCLES OF THE HEAD, ACNE FACIALS, 
ETC. A TRADE ANALYSIS PROGRESS 
FORM FOR TEACHER AND STUDENT USE 
IS PROVIDED FOR RECORDING COMPO- 
SITE JOB PERFORMANCE AND REF- 
ERENCE READINGS DURING THE 2-YEAR 
PROGRAM. THE MATERIAL WAS DEVEL- 
OPED FOR GRADE 11 AND GRADE 12 STU- 
DENTS IN AREA VOCATIONAL OR COM- 
PREHENSIVE HIGH SCHOOLS. THIS MI- 
MEOGRAPHED DOCUMENT INCLUDES A 
BIBLIOGRAPHY OF RELATED REFERENC- 
ES AND SUPPLEMENTARY MATERIALS. 
THIS DOCUMENT IS AVAILABLE FOR $1.50 
FROM TRADE AND INDUSTRIAL EDUCAT- 
ION, BOX 2847, UNIVERSITY, ALABAMA 
35486. AN ANSWER BOOK (VT 003 115) IS 
ALSO AVAILABLE, $1.00 EACH. (HC) 
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ED 013 949 08 VT 003 145 
TOWERS, EDWARD R. 

AN INDUSTRIAL ARTS CURRICULUM PRO- 
JECT FOR THE JUNIOR HIGH SCHOOL. 

OHIO STATE UNIV., COLUMBUS 
REPORTNUMBER BR-5-0059 

PUB DATE JAN 67 

CONTRACT OEC-5-85-066 

EDRS PRICE MF-$0.25 HC-$1.68 40P. 

DESCRIPTORS *CURRICULUM __ RE- 
SEARCH, *EDUCATIONAL OBJECTIVES, 
*EDUCATIONAL THEORIES, *INDUSTRIAL 
ARTS, *INDUSTRY, COURSE ORGANIZAT- 
ION, CURRICULUM DEVELOPMENT, 
GRADE 7, GRADE 8, INDUSTRIAL ARTS 
CURRICULUM PROJECT, INDUSTRIAL 
TECHNOLOGY, LITERATURE REVIEWS, 
PRAXIOLOGY, 

THE GENERAL PURPOSE OF THE PRO- 
JECT IS TO EFFECT CURRICULUM 
CHANGE IN INDUSTRIAL ARTS. DURING 
THE FIRST PHASE, COVERED BY THIS RE- 
PORT, EFFORTS WERE DIRECTED TO- 
WARD CONCEPTUALIZING A STRUCTURE 
OF INDUSTRY AS A BASIS FOR CONTENT 
IN INDUSTRIAL ARTS, AND TRANSLAT- 
ING THIS STRUCTURE INTO A SYLLABUS 
WHICH OUTLINES A JUNIOR HIGH 
SCHOOL PROGRAM OF INDUSTRIAL ARTS. 
TO ACCOMPLISH THESE IT WAS NECESS- 
ARY TO DEVELOP A RATIONALE WHICH 
WAS REVISED AS A RESULT OF CONSID- 
ERATION BY AN ADVISORY COMMITTEE, 
TASK FORCE GROUPS, AND RESPONSES 
FROM 100 LEADERS IN EDUCATION WHO 
ANSWERED A DETAILED QUESTIONN- 
AIRE. THE RESULTING RATIONALE (VT 
003 203) WAS USED IN DISSEMINATION 
LECTURES. FEEDBACK FROM THESE WAS 
A DETERMINANT IN DEVELOPING DAILY 
INSTRUCTIONAL OBJECTIVES (VT 003 202), 
A TEACHING PROGRAM FOR “INDUSTRI- 
AL TECHNOLOGY, THE WORLD OF 
CONSTRUCTION” (VT 003 210), AND A DE- 
TAILED OUTLINE OF THE STUDENT'S 
READING ASSIGNMENTS FOR THE FIRST 
YEAR OF THE PROGRAM (VT 003 204). A 
COPY OF THE RATING SCALE USED IN 
SOME OF THE DISSEMINATION SESSIONS 
AND A SUMMARY OF RESULTS ARE INC- 
LUDED. (EM) 


ED 013 950 VT 003 160 
SMALL CRAFT OPERATION AND NAVIGAT- 
ION, INSTRUCTOR'S GUIDE. 

LOUISIANA ST. DEPT. OF EDUC., BATON 

ROUGE 
LOUISIANA ST. VOCAT. CURRICULUM 

DEV. AND RES. CTR. 

PUBDATE 60 
EDRS PRICE MF-$0.25 HC NOT AVAILABLE 
FROMEDRS. 50P. 

DESCRIPTORS *BOATMEN, *CURRICU- 
LUM GUIDES *TRADE AND INDUSTRIAL 
EDUCATION, *NAVIGATION, *TEACHING 
GUIDES, ADULT VOCATIONAL EDUCAT- 
ION, 

THE MATERIAL IN THIS COURSE IN 
MARINE NAVIGATION AND SMALL CRAFT 
OPERATION ON INLAND AND INTERNA- 
TIONAL WATERS WAS DEVELOPED BY AN 
INDIVIDUAL AUTHOR FOR USE IN TRADE 
SCHOOL PREPARATORY AND EXTENSION 
CLASSES FOR MALE ADULTS WHO PLAN 
TO OPERATE BOATS. THE OBJECTIVE IS 
TO PREPARE THE SMALL BOAT OPERA- 
TOR FOR HIS OWN CONTINUATION IN THE 
STUDY OF NAVIGATION. THE COURSE IS 
PRIMARILY CONCERNED WITH TECH- 
NIQUES OF OFF-SHORE NAVIGATION EN- 
COUNTERED BY THE FISHING _IN- 
DUSTRIES IN THE GULF OF MEXICO. THE 
INSTRUCTIONAL MATERIALS ARE -- (1) 
RULES AND REGULATIONS (12 - 15 HOURS), 
(2) AIDS TO NAVIGATION (15 - 18 HOURS), 


AND (3) THE MARINE COMPASS AND PI. 
LOTING (9 - 12 HOURS). EACH PART HAS AN 
INSTRUCTIONAL OUTLINE AND LESSON 
PLANS. EACH LESSON PLAN PROVIDES 
OBJECTIVES, INSTRUCTIONAL MATERI- 
ALS REQUIRED, INTRODUCTION, OUTL- 
INE, AND CLASSROOM ACTIVITIES 
GROUPED BY 1-HOUR PERIODS WITHIN 
EACH 3-HOUR CLASS TIME ALLOTMENT. 
THE COURSE IS DESIGNED FOR INEXPER- 
IENCED OPERATORS BUT IS COMPREHEN- 
SIVE ENOUGH FOR THOSE WITH SOME Ex- 
PERIENCE IN OPERATION AND NAVIGAT- 
ION. THE INSTRUCTOR MUST BE SKILLED 
IN BOAT OPERATION AND NAVIGATION. 
THE PRIMARY TEXT FOR THE COURSE IS 
“CHAPMAN’S PILOTING SEAMANSHIP 
AND SMALL BOAT HANDLING.” THIS 
GUIDE IS AVAILABLE FOR $2.00 IN SIN- 
GLE COPIES FROM VOCATIONAL CURRI.- 
CULUM DEVELOPMENT AND RESEARCH 
CENTER, P.O. BOX 657, NATCHITOCHES, 
LOUISIANA 71457. A STUDENT REF. 
ERENCE TEXTBOOK (VT 003 171) IS ALSO 
AVAILABLE FROM THE SAME SOURCE. 
(HC) 


ED 013 951 VT 003 165 
MCGONIGAL, JAMES 

DATA PROCESSING, LABORATORY PROCE- 
DURES AND THEORY, COURSE OF STUDY. 
RUTGERS, THE STATE UNIV., NEW BRUN- 

SWICK, N.J. 

NEW JERSEY STATE DEPT. OF EDUCAT- 

ION, TRENTON 
PUBDATE JUN67 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROMEDRS. 64P. 

DESCRIPTORS *BUSINESS EDUCATION, 
*CURRICULUM, *CURRICULUM GUIDES, 
*DATA PROCESSING, HIGH SCHOOLS, POST 
SECONDARY EDUCATION, 

DESIGNED FOR TEACHER USE, AN OUT- 
LINE OF UNITS FOR A COURSE OF STUDY 
IN DATA PROCESSING FOR GRADES 9, 10, 
11, AND 12 IS PRESENTED. THE PROGRAM 
IS DESIGNED FOR THE STUDENT WHO 
WISHES TO MAKE A CAREER OF DATA 
PROCESSING. THE PROGRAM CAN BE AD- 
APTED TO THE STUDENT WHO WISHES TO 
ENTER INDUSTRY IMMEDIATELY UPON 
GRADUATION OR TO THE ONE WHO 
WISHES TO HAVE NECESSARY COLLEGE 
ENTRANCE REQUIREMENT FOR CONT- 
INUING HIS EDUCATION. SKILLS TO BE 
DEVELOPED INCLUDE THE OPERATION 
OF TABULATING EQUIPMENT AND ELEC- 
TRONIC COMPUTERS. COMPUTER CON- 
CEPTS AND PROGRAMING ARE CEN- 
TERED AROUND THE IBM 1401. THE MA- 
TERIAL WAS DEVELOPED BY LOCAL AND 
COUNTY DATA PROCESSING INSTRUC- 
TORS AND TESTED THROUGH CLASSROOM 
USE. UNIT OUTLINES ARE INCLUDED FOR 
THE FOLLOWING EQUIPMENT -- IBM 026, 
082, 548, 514, 085, 402, 1401, 1311, 1402, 1403, 
AND THE PHILCO CORPORATION BINARY 
NUMBER TRAINER. OTHER COURSES 
NECESSARY TO THE STUDENT SUCH AS 
SCIENCE, MATHEMATICS, AND BOOK- 
KEEPING ARE NOT LISTED. A BIBLIOGRA- 
PHY OF PUBLICATIONS AND SOURCES OF 
AUDIOVISUAL AIDS ARE INCLUDED. THIS 
DOCUMENT IS AVAILABLE FOR $1.00 
FROM VOCATIONAL-TECHNICAL CURRI- 
CULUM LABORATORY, 10 SEMINARY 
PLACE, RUTGERS UNIVERSITY, NEW 
BRUNSWICK, NEW JERSEY 08903. (PS) 


ED 013 952 VT 003 167 
GUNN, VIRLAH 
GUIDE FOR COURSE OF STUDY FOR COOK 


(HOTEL AND RESTAURANT) (ENTRY). 











TENNESSEE STATE DEPT. OF EDUCAT- 

ION, NASHVILLE 
PUBDATE 67 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROMEDRS. 127P. 

DESCRIPTORS *COOKS, *CURRICULUM 
GUIDES, *HOME ECONOMICS EDUCATION, 
ADULT VOCATIONAL EDUCATION, FOOD 
SERVICE, MDTA PROGRAMS, 

DESIGNED FOR TEACHER USE, THIS 
GUIDE FOR TRAINING COOKS IN HOTEL 
AND RESTAURANT OCCUPATIONS AIMS-- 
(1) TO DEVELOP MANIPULATIVE SKILLS, 
(2) TO DEVELOP UNDERSTANDING OF THE 
BASIC PRINCIPLES OF SCIENCE, MATHE- 
MATICS, AND RELATED KNOWLEDGE 
THAT CONDITION THESE SKILLS, (3) TO 
UNDERSTAND THE ADVANTAGES OF STE- 
ADY EMPLOYMENT, (4) TO DEVELOP HIGH 
STANDARDS OF CLEANLINESS AND PER- 
SONAL HYGIENE, (5) TO DEVELOP ATTI- 
TUDES REQUIRED FOR OBTAINING AND 
ADVANCING IN: A JOB, AND (6) TO DEVEL- 
OP SOME UNDERSTANDING OF THE PRAC- 
TICAL APPLICATION OF SCIENCE IN FOOD 
SERVICE AND APPRECIATION OF ARTIS- 
TIC PRINCIPLES BASIC TO FOOD PREPA- 
RATION. THE GUIDE WAS DEVELOPED BY 
AN INSTRUCTOR AT THE CHATTANOOGA 
OCCUPATIONAL TRAINING CENTER, RE- 
VIEWED BY A COMMITTEE, AND TESTED 
IN SEVERAL PROJECTS. IT IS INTENDED 
FOR USE IN MANPOWER DEVELOPMENT 
AND TRAINING ACT (MDTA) CLASSES, AND 
STUDENTS SHOULD MEET MDTA CRITER- 
IA. THE TEACHER SHOULD BE SKILLED 
IN THE TRADE AND HAVE TEACHER 
TRAINING EXPERIENCE. TIME  RE- 
QUIRED IS 1,440 HOURS, OF WHICH 360 
HOURS ARE DEVOTED TO PRE-VOCATION- 
AL AND REMEDIAL EDUCATION. SOME 
UNIT TITLES ARE-(1) NUTRITION, (2) 
SAFETY, (3) EQUIPMENT, (4) MEAT COOKE- 
RY, (5) SALADS, (6) DESSERTS, (7) STAN- 
DARDS FOR FOOD PRODUCTS, AND (8) 
BASIC EDUCATION RELATED TO FOOD 
PREPARATION. AN APPENDIX, CONTAIN- 
ING MISCELLANEOUS FOOD AND EQUIP- 
MENT INFORMATION, A GLOSSARY, AND 
A LIST OF REFERENCES ARE INCLUDED. 
THIS DOCUMENT IS AVAILABLE IN SIN- 
GLE COPY ONLY FOR $2.00 FROM VOCA- 
TIONAL CURRICULUM LABORATORY, BOX 
1114, MURFREESBORO, TENNESSEE 37130. 
(MS) 


ED 013 953 VT 003 171 
SMALL CRAFT OPERATION AND NAVIGAT- 
ION. 
LOUISIANA ST. DEPT. OF EDUC., BATON 
ROUGE 
LOUISIANA ST. VOCAT. CURRICULUM 
DEV. AND RES. CTR. 
PUBDATE 60 
EDRS PRICE MF-$0.50 HC NOT AVAILABLE 
FROMEDRS. 104P. 
DESCRIPTORS *BOATMEN, *NAVIGAT- 
ION, *TEXTBOOKS, *TRADE AND _IN- 
DUSTRIAL EDUCATION, ADULT VOCA- 


TIONAL EDUCATION, ASSIGNMENTS, 
PROBLEM SOLVING, REFERENCE MA- 
TERIALS, 


THIS REFERENCE TEXTBOOK WAS 


PREPARED FOR USE IN THE FIRST PART’ 


OF A TWO-PART COURSE IN MARINE NAV- 
IGATION AND SMALL CRAFT OPERATION 
ON INLAND AND INTERNATIONAL WAT- 
ERS. THE MATERIAL WAS DEVELOPED BY 
AN INDIVIDUAL AUTHOR FOR USE IN 
TRADE SCHOOL PREPARATORY AND EX- 
TENSION CLASSES FOR MALE ADULTS 
WHO PLAN TO OPERATE BOATS. IT IS MAI- 
NLY CONCERNED WITH CHARTS, COM- 
PASSES, AND OTHER INSTRUMENTS OF 
NAVIGATION AND THEIR USE IN FINDING 





A VESSEL’S POSITION. THE OPERATIONAL 
ILLUSTRATIONS USED WERE TAKEN 
FROM SITUATIONS WHICH OCCUR IN 
SMALL CRAFT OPERATION IN THE GULF 
OF MEXICO. THE AREAS OF INSTRUCTION 
ARE RULES AND REGULATIONS, AIDS TO 
NAVIGATION, AND THE MARINE COMPASS 
AND PILOTING. EACH AREA IS DIVIDED 
INTO LESSONS WHICH CONTAIN TECHNI- 
CAL INFORMATION, LINE-DRAWING IL- 
LUSTRATIONS, AND PROBLEM SOLVING 
EXERCISES. THIS MATERIAL WAS DE- 
SIGNED FOR PERSONS WITH SOME SEA 
EXPERIENCE AS WELL AS FOR THOSE 
JUST STARTING THE STUDY OF NAVIGAT- 
ION. THE TEACHER MUST BE SKILLED IN 
THE OPERATION AND NAVIGATION OF 
BOATS. THE APPENDIXES ARE COMMON 
NAUTICAL TERMS, EQUIPMENT RE- 
QUIRED ON MOTOR BOATS, HOW SAFE A 
SKIPPER ARE YOU, AND INTRODUCTION 
TO FIRST AID. THIS DOCUMENT IS AVAIL- 
ABLE IN SINGLE COPY ONLY FOR $2.00 
FROM VOCATIONAL CURRICULUM DE- 
VELOPMENT AND RESEARCH CENTER, 
P.O. BOX 657, NATCHITOCHES, LOUISIANA 
71457. AN INSTRUCTOR’S GUIDE (VT 003 160) 
IS ALSO AVAILABLE FOR $2.00 FROM THE 
SAME SOURCE. (HC) 


ED 013 954 08 VT 003 202 
COURSE OBJECTIVES FOR INDUSTRIAL TE- 
CHNOLOGY I, THE WORLD OF CONSTRUCT- 
ION. 
OHIO STATE UNIV., COLUMBUS 
REPORTNUMBER BR-5-0059-B 
ILLINOIS UNIV., CHAMPAIGN 
PUBDATE AUG66 
CONTRACT OEC-5-85-066 
EDRS PRICE MF-$0.50 HC-$2.80 68P. 
DESCRIPTORS *BEHAVIORAL OBJECTI- 
VES, *CONSTRUCTION, *COURSE OBJECTI- 
VES, *EDUCATIONAL OBJECTIVES, *IN- 
DUSTRIAL ARTS, GRADE 7, INDUSTRIAL 
ARTS CURRICULUM PROJECT, INDUSTRI- 
AL TECHNOLOGY, JUNIOR HIGH SCHOOLS, 
OBJECTIVES ARE PRESENTED FOR A 1- 
YEAR COURSE IN INDUSTRIAL ARTS, 
“THE WORLD OF CONSTRUCTION.” THESE 
WERE PREPARED AT TWO LEVELS - (1) 
STATEMENTS INDICATING THE MORE 
GENERAL OUTCOMES OF THE COURSE OF 
INSTRUCTION, AND (2) STATEMENTS OF A 
DETAILED NATURE SPECIFYING DAILY 
TERMINAL BEHAVIOR OF PUPILS. THE 
OBJECTIVES COVER THE COGNITIVE, AF- 
FECTIVE, AND PSYCHOMOTOR DOMAINS 
OF EDUCATIONAL OBJECTIVES AND EM- 
PHASIZE BOTH MASTERY AND TRANSFER 
DIMENSIONS. A STUDY OF INDUSTRIAL 
ARTS WILL ENABLE THE PUPILS TO -- (1) 
UNDERSTAND THE CONCEPTS, PRINCIP- 
LES, GENERALIZATIONS, PROBLEMS, 
AND STRATEGIES OF INDUSTRIAL TECH- 
NOLOGY, (2) HAVE AN INTEREST IN AND 
AN APPRECIATION FOR INDUSTRY AS 
THAT ELEMENT OF THE ECONOMIC SYS- 
TEM THAT PROVIDES INDUSTRIAL MA- 
TERIAL GOODS FOR THE SATISFACTION 
OF HUMAN WANTS FOR THOSE GOODS, 
AND (3) DEMONSTRATE KNOWLEDGE AND 
SKILLS THAT WILL BE USEFUL IN LIFE 
SITUATIONS OF OCCUPATIONAL, RE- 
CREATIONAL, CONSUMER, AND SOCIO- 
CULTURAL SIGNIFICANCE. SEVENTEEN 
COURSE OBJECTIVES ARE LISTED. BEHA- 
VIORAL OBJECTIVES ARE LISTED FOR 170 
DAYS OF INSTRUCTION. COMPANION 
DOCUMENTS ARE VT 003 145, VT 003 203, VT 
003 204, AND VT 003 210. (EM) 


ED 013 955 08 VT 003 203 


TOWERS,EDWARDR. AND OTHERS 
A RATIONALE AND STRUCTURE FOR IN- 
DUSTRIAL ARTS SUBJECT MATTER. 





OHIO STATE UNIV., COLUMBUS 
REPORTNUMBER BR-5-0059-A 
ILLINOIS UNIV., CHAMPAIGN 
PUBDATE NOV 66 
CONTRACT OEC-5-85-066 
EDRS PRICE MF-$1.50 HC-$15.36 382P. 
DESCRIPTORS *CURRICULUM DEVEL- 
OPMENT, *INDUSTRIAL ARTS, *INDUSTRI- 
AL STRUCTURE, BIBLIOGRAPHIES, CON- 
CEPTUAL SCHEMES, CURRICULUM RE- 
SEARCH, EDUCATIONAL PHILOSOPHY, 
EDUCATIONAL STRATEGIES, INDUSTRI- 
AL ARTS CURRICULUM PROJECT, IN- 


DUSTRIAL TECHNOLOGY, INSTRUC- 
TIONAL DESIGN, LITERATURE REVIEWS, 
PRAXIOLOGY, 


THE INITIAL TASK OF THE PROJECT 
WAS TO INVESTIGATE THE STRUCTURE 
OF MAN’S KNOWLEDGE IN ORDER TO 
EVENTUALLY DEVELOP A DETAILED 
STRUCTURE OF KNOWLEDGE WHICH IS 
OF CONCERN TO INDUSTRIAL ARTS CUR- 
RICULUM PLANNERS. FOUR DOMAINS OF 
KNOWLEDGE ARE PROPOSED -- (1) DES- 
CRIPTIVE, AS THE SCIENCES WHICH ES- 
TABLISH FACTS ABOUT PHENOMENA 
AND EVENTS AND DESCRIBE THEIR INT- 
ERRELATION, (2) PRESCRIPTIVE, AS FINE 
ARTS AND HUMANITIES WHICH SEEK TO 
PROVIDE A SYSTEM OF VALUES, (3) PRAX- 
IOLOGICAL, OR KNOWLEDGE OF PRAC- 
TICE WHICH IS CONCERNED WITH HOW 
MAN ACTS TO ACCOMPLISH WHAT IS 
VALUED, AND (4) FORMAL, DISCIPLINES 
SUCH AS MATHEMATICS AND LOGIC 
WHICH SERVE AS TOOLS. INDUSTRIAL 
PRAXIOLOGY IS THE APPROPRIATE CON- 
CERN OF INDUSTRIAL ARTS. IT WAS AS- 
SUMED THAT (1) INDUSTRIAL ARTS IS A 
STUDY OF INDUSTRY, (2) MAN HAS BEEN 
AND REMAINS CURIOUS ABOUT INDUST- 
RY, AND (3) INDUSTRY IS SO VAST A SOCIE- 
TAL INSTITUTION THAT, FOR INSTRUC- 
TIONAL PURPOSES, EMPHASIS MUST BE 
PLACED ON A SYSTEM OF BASIC PRINCIP- 
LES, CONCEPTS, AND UNIFYING THEMES. 
OTHER INDUSTRIAL ARTS CURRICULUM 
PROPOSALS AND SYSTEMS OF INDUSTRI- 
AL CLASSIFICATION ARE EXAMINED IN 
AN EFFORT TO FIND A SOURCE OF 
KNOWLEDGE FOR INDUSTRIAL ARTS. 
THE STRUCTURE OF THIS KNOWLEDGE, 
DESIRED BEHAVIORAL CHANGE OR 
OBJECTIVES OF INSTRUCTION, THE NA- 
TURE OF THE LEARNER, SCHOOL FACILI- 
TIES AND MATERIALS, INSTRUCTIONAL 
PROCEDURES, AND PROGRAM EVALUA- 
TION ARE DISCUSSED. COMPANION DOCU- 
MENTS ARE VT 003 145, VT 003 202, VT 003 
204, AND VT 003 210. (EM) 


ED 013 956 VT 003 204 
READING ASSIGNMENT OUTLINES FOR IN- 
DUSTRIAL TECHNOLOGY I, THE WORLD OF 
CONSTRUCTION. 

OHIO STATE UNIV., COLUMBUS 
REPORTNUMBER BR-5-0059-D 

ILLINOIS UNIV., CHAMPAIGN 

PUBDATE AUG 66 

CONTRACT OEC-5-85-066 

EDRS PRICE MF-$1.00 HC$9.20 228P. 

DESCRIPTORS *CONSTRUCTION, *CUR- 
RICULUM GUIDES, *INDUSTRIAL ARTS, 
*READING ASSIGNMENTS, GRADE 7, IN- 
DUSTRIAL ARTS CURRICULUM PROJECT, 
INDUSTRIAL TECHNOLOGY, UNITS OF 
STUDY (SUBJECT FIELDS), 

THE PURPOSE OF THIS ATTACHMENT TO 
THE FINAL REPORT OF THE FIRST PHASE 
OF THE INDUSTRIAL ARTS CURRICULUM 
PROJECT (VT 003 145) IS TO PRESENT OUT- 
LINES OF DAILY READING ASSIGNMENTS 
FOR A 170-DAY COURSE IN CONSTRUC- 
TION AT THE. SEVENTH GRADE LEVEL. 
UNITS ARE -- (1) MAN REMAKES HIS 
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’ 
WORLD, (2) MANAGEMENT IN CONSTRUCT- 
ION, (8) PRODUCTION IN CONSTRUCTION, 
(4) WORKING IN CONSTRUCTION, AND (5) 
COMMUNITY DEVELOPMENT. A TYPICAL 
DAY COVERS “CHANGING THE FORM OF 
MATERIALS” WITH THE FOLLOWING 
MAJOR DIVISIONS -- (1) SHAPING THE EN- 
VIRONMENT, (2) WORKER CONTROL OVER 
MATERIALS, (3) PRACTICES OF MATERIAL 
HANDLING, (4) PRACTICES OF MATERIAL 
SEPARATING, (5) PRACTICES OF COMBIN- 
ING MATERIALS, AND (6) PRACTICES OF 
FORMING MATERIALS. (OTHER ATTACH- 
MENTS ARE A (VT 003 203), B (VT 003 202), 
AND C (VT 003 210). (EM) 


ED 013 957 VT 003 206 
VOCATIONAL AGRICULTURE. 
CALIFORNIA COORD. UNIT FOR OCCUP. 

RES. AND DEV. 

PUBDATE 67 
EDRS PRICE MF-$0.25 HC-$1.00 23P. 

DESCRIPTORS *AGRICULTURAL EDU- 
CATION, *EDUCATIONAL RESEARCH, *LI- 
TERATURE REVIEWS, ADULT FARMER 
EDUCATION, AGRICULTURAL COLLEGES, 
AGRICULTURAL OCCUPATIONS, AGRICUL- 
TURAL TECHNICIANS, COLLEGE STU- 
DENTS, EMPLOYMENT OPPORTUNITIES, 
GRADUATE SURVEYS, HIGH SCHOOL STU- 
DENTS, MIGRANT EDUCATION, OCCUPA- 
TIONAL CHOICE, POST SECONDARY EDU- 
CATION, PROGRAM EVALUATION, STU- 
DENT CHARACTERISTICS, WORK EXPER- 
IENCE, 

TO ASSIST THOSE WHO MAKE DECI- 
SIONS RELATING TO EDUCATIONAL PRO- 
GRAMS IN AGRICULTURE, RECENT RE- 
SEARCH IN VOCATIONAL AGRICULTURE 
IS SUMMARIZED. A 1963 STUDY TREATS 
THE RELATIONSHIP BETWEEN WORK EX- 
PERIENCE AND STUDENT CHARACTERIS- 
TICS, PLANS, AND ASPIRATIONS. STUDIES 
ON POST-SECONDARY EDUCATION CON- 
CERN GUIDELINES FOR TECHNICIAN 
PROGRAMS, JUSTIFICATION FOR A JU- 
NIOR COLLEGE PROGRAM, BACKGROUND 
IN VOCATIONAL AGRICULTURE RELATED 
TO SUCCESS IN COLLEGE, AND CHARAC- 
TERISTICS OF COLLEGE OF AGRICUL- 
TURE STUDENTS. STUDENT FOLLOWUP 
STUDIES TREAT EMPLOYMENT OPPOR- 
TUNITIES IN AGRICULTURE, VALUE OF 
VOCATIONAL AGRICULTURE IN OCCUPAT- 
IONS, AND OCCUPATIONAL STATUS OF 
FORMER VOCATIONAL AGRICULTURE 
STUDENTS. AGRI-BUSINESS STUDIES 
TREAT DETERMINATION OF EMPLOY- 
MENT OPPORTUNITIES AND IDENTIFICA- 
TION OF TECHNICAL WORKERS IN AGRI- 
CULTURE AND THEIR NEEDS FOR TRAIN- 
ING PROGRAMS. STUDIES ON AGRICUL- 
TURAL EDUCATION FOR ADULTS TREAT 
ORGANIZATION OF AGRICULTURE IN 
RELATION TO FARMER’S SOCIO-ECONOM- 
IC VALUES TO CROP YIELD, FACTORS AS- 
SOCIATED WITH SUCCESS IN ADULT 
FARMER EDUCATION, AND EDUCATION 
OF MIGRANT CHILDREN. (JM) 


ED 013 958 VT 003 209 

VOCATIONAL CHOICE AND JOB SATISFACT- 

ION. 

CALIFORNIA COORD. UNIT FOR OCCUP. 
RES. AND DEV. 

PUBDATE JAN67 

EDRS PRICE MF-$0.25 HC-$2.20 53P. 
DESCRIPTORS *BIBLIOGRAPHIES, *JOB 

SATISFACTION, *LITERATURE REVIEWS, 

*OCCUPATIONAL CHOICE, *WORK ATTI- 

TUDES, EMPLOYMENT TRENDS, OCCUPA- 

TIONAL GUIDANCE, 
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VOCATIONAL GUIDANCE CAN BE 
EMPLOYED BY EDUCATION AS ONE 
MEANS OF EFFECTING SCHOOL ADJUST- 
MENT TO INDUSTRIAL CHANGE. THE 115 
RECENT (1960 - 1966) STUDIES REVIEWED 
IN THIS PUBLICATION HAVE IMPLICA- 
TIONS FOR VOCATIONAL GUIDANCE. FIVE 
PROJECTIONS OF EMPLOYMENT WHICH 
INDICATE FUTURE JOB NEEDS ARE REV- 
IEWED. STUDIES OF VOCATIONAL CHOICE 
ARE CLASSIFIED ON THE BASIS OF 
CHOICE -- (1) INTERESTS, (2) PARENTS, (3) 
ASPIRATION, (4) MATURATION, (5) ATTI- 
TUDES, (6) PRESTIGE, (7) VALUES, (8) 
ACHIEVERS, (9) MOTIVATION, (10) SELF- 
CONCEPT, (11) STAGES OF OCCUPATIONAL 
CHOICE, (12) VOCATIONAL TRAINING, (13) 
INDIVIDUAL COUNSELING, (14) GROUP 
COUNSELING, (15) GUIDANCE AND COL- 
LEGE, AND (16) ROLES. STUDIES OF JOB 
SATISFACTION ARE CLASSIFIED AS FOL- 
LOWS -- (1) WORKING CONDITIONS, (2) ATTI- 
TUDES, (8) MEASUREMENT, AND (4) 
DEMOGRAPHY. A BIBLIOGRAPHY OF THE 
STUDIES IS INCLUDED. (EM) 


ED 013 959 08 VT 003 210 
A TEACHING PROGRAM FOR INDUSTRIAL 
TECHNOLOGY, THE WORLD OF CONSTRUCT- 
ION. (TITLE SUPPLIED). 

OHIO STATE UNIV., COLUMBUS 

REPORT NUMBER BR-5-0059-C 

ILLINOIS UNIV., CHAMPAIGN 

PUBDATE JUL66 

CONTRACT OEC-5-85-066 

EDRS PRICE MF-$0.25 HC-$1.56 37P. 

DESCRIPTORS *CLASS ACTIVITIES, 
*CONSTRUCTION, *INDUSTRIAL ARTS, 
*UNITS OF STUDY (SUBJECT FIELDS), 
COURSE ORGANIZATION, GRADE 7, IN- 
DUSTRIAL ARTS CURRICULUM PROJECT, 
INDUSTRIAL TECHNOLOGY, 

THE DAILY SCHEDULE IS GIVEN FOR 
THE INDUSTRIAL ARTS CURRICULUM 
PROJECT’S FIRST YEAR COURSE IN CONS- 
TRUCTION. INFORMATION TOPICS AND 
ALLOTTED CLASSTIME ARE GIVEN FOR 
170 DAYS OF INSTRUCTION. CATEGORIES 
IN THE SCHEDULE ARE -- (1) READING AS- 
SIGNMENT, (2) WORKBOOK, (3) PRESEN- 
TATION, (4) DISCUSSION, (5) STUDENT AC- 
TIVITY, (6) LAB MANUAL, (7) LAB DISCUSS- 
ION, AND (8) EVALUATION. COMPANION 
DOCUMENTS ARE VT 003 145, VT 003 202, VT 
003 203, AND VT 008 204. (EM) 


ED 013 960 VT 003 253 
WHO ARE THE WORKING MOTHERS. 
WOMENS BUREAU, WASHINGTON, D.C. 
(DEPT. OF LABOR) 
REPORTNUMBER DOL-WB-LEAFL-37 
PUBDATE 67 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *MOTHERS, *STATISTI- 
CAL DATA, *WORKING WOMEN, INDIVI- 
DUAL CHARACTERISTICS, MOTIVATION, 
INFORMATION ON THE STATUS OF 
WORKING MOTHERS AND ON THE FAC- 
TORS THAT MOTIVATE THEM TO SEEK 
PAID EMPLOYMENT IS PROVIDED 
THROUGH 20 QUESTIONS AND ANSWERS. 
AMONG THE NEARLY 27 MILLION WOMEN 
WORKERS IN THE UNITED STATES IN 
MARCH 1966 WERE 9.9 MILLION MOTHERS 
WITH CHILDREN UNDER 18 YEARS OF 
AGE. THESE WORKING MOTHERS CONSTI- 
TUTED 36 PERCENT OF ALL MOTHERS IN 
THE POPULATION. MORE THAN ONE OF 
THREE MOTHERS WERE IN THE LABOR 
FORCE IN MARCH 1966 AS COMPARED 
WITH FEWER THAN ONE OF 10 IN 1940. 
ECONOMIC NEED IS THE MOST COMPELL- 


ING REASON WHY MOTHERS OF YOUNG 
CHILDREN WORK. ALMOST TWO OF 
EVERY FIVE WORKING MOTHERS HAVE 
CHILDREN UNDER 6 YEARS OF AGE. IN 
MARCH 1966, 8.1 MILLION WORKING MOTH. 
ERS WERE FROM HOMES WHERE THE 
HUSBAND WAS PRESENT. OF EVERY 10 
WORKING MOTHERS, THREE ARE 25 TO 34 
YEARS OLD AND FOUR ARE 35 TO 44 
YEARS OLD. OCCUPATIONS HELD BY 
WORKING MOTHERS ARE SIMILAR, IN 
GENERAL, TO THOSE OF ALL WOMEN 
WORKERS. THE LEAFLET IS AVAILABLE 
AS GPO L13.11--37 FOR 10 CENTS FROM SU- 
PERINTENDENT OF DOCUMENTS, USS. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C. 20402. (PS) 


ED 013 961 VT 003 278 
YOUTH OPPORTUNITY CAMPAIGN - SUM- 
MER 1966, A REPORT OF TRAINING CON. 
DUCTED BY FEDERAL AGENCIES FOR NON- 
COLLEGE YOUTHS EMPLOYED DURING THE 
SUMMER OF 1966. 

CIVIL SERVICE COMMISSION, WASHING- 

TON, D.C. 

PUBDATE FEB67 
EDRS PRICE MF-$0.25 HC-$0.80 18P. 

DESCRIPTORS *FEDERAL PROGRAMS, 
*ON THE JOB TRAINING, *OUT OF SCHOOL 
YOUTH, *PROGRAM DESCRIPTIONS, 
*YOUTH EMPLOYMENT, COUNSELING, 
EDUCATIONAL PROGRAMS, EMPLOY. 
MENT EXPERIENCE, JOB SKILLS, OFFICE 
OCCUPATIONS, SUPERVISORS, YOUTH OP. 
PORTUNITY CAMPAIGN, 

AGENCY PROGRAMS VARIED WITH THE 
MISSION AND SIZE OF THE AGENCY AND 
WITH THE NUMBER AND DISPERSION OF 
NONCOLLEGE YOUTH EMPLOYEES. THE 
GREAT MAJORITY OF THE EMPLOYED 
WERE APPOINTED UNDER THE ECONOM- 
IC AND EDUCATIONAL NEED CRITERIA 
OF THE SPECIAL AUTHORITIES AVAILA- 
BLE FOR THE PURPOSE. ON-THE-JOB 
TRAINING WAS THE EDUCATIONAL 
METHOD MOST EXTENSIVELY USED BUT 
OTHER METHODS SUCH AS LECTURES, 
DISCUSSIONS, ROLE PLAYING, QUESTION- 
AND-ANSWER SESSIONS, FILMS, AND 
SLIDE PRESENTATIONS WERE UTILIZED. 
MOST OF THE SKILLS TRAINING WAS IN 
THE OFFICE SKILLS AREAS COMMON TO 
ALL FEDERAL AGENCIES BUT A MAJOR- 
ITY OF THE AGENCIES PROVIDED A VARI- 
ETY OF OTHER LEARNING EXPERIENCES 
IN ADDITION TO TRAINING IN SPECIFIC 
SKILLS. AGENCIES PROVIDED INDIVI- 
DUAL AND GROUP COUNSELING AND 
MANY TRAINED SUPERVISORS ESPECIA- 
LLY FOR THE PROGRAM. NEW AND DIF- 
FERENT TRAINING APPROACHES WERE 
ATTEMPTED BY SOME OF THE REPORT- 
ING AGENCIES. SOME IMPLICATIONS 
WERE -- (1) GUIDELINES AND TRAINING 
MATERIALS SHOULD BE DEVELOPED 
EARLIER IN THE YEAR TO ALLOW AGEN- 
CIES MORE TIME FOR PLANNING, (2) CON- 
SIDERATION OF INDIVIDUAL NEEDS AND 
PROBLEMS IS OF SPECIAL IMPORTANCE, 
AND (3) THE WORK EXPERIENCE WAS 
PARTICULARLY VALUABLE IN PREPAR- 
ING THE YOUTHS FOR THE BUSINESS 
WORLD. (WB) 


ED 013 962 

EQUAL PAY FACTS. 

WOMENS BUREAU, WASHINGTON, D.C. 
(DEPT. OF LABOR) 

REPORTNUMBER DOL-WB-LEAFL-2 

PUBDATE MAY 66 

DOCUMENT NOT AVAILABLE FROM EDRS. 


VT 003 586 





DESCRIPTORS *EQUAL OPPORTUNITIES 
(JOBS), *WAGES, FEDERAL LAWS, ORGAN- 
IZATIONS (GROUPS), STATE LAWS, 

EQUAL PAY MEANS PAYMENT OF “RATE 
OF THE JOB” WITHOUT REGARD TO SEX. 
EQUAL PAY LAWS WERE ENACTED IN 29 
STATES FROM 1919 TO 1965. FOUR ADDI- 
TIONAL STATES HAVE FAIR EMPLOY- 
MENT PRACTICES LAWS. SUPPORT FOR 
SUCH LEGISLATION HAS COME FROM 
WOMEN’S AND CIVIC ORGANIZATIONS, 
AFL-CIO, AND THE PRESIDENT’S AND 
STATE COMMISSIONS ON THE STATUS OF 
WOMEN. THE FEDERAL EQUAL PAY ACT 
OF 1963, ENACTED AS AN AMENDMENT TO 
THE FEDERAL FAIR LABOR STANDARDS 
ACT, BECAME EFFECTIVE GENERALLY 
JUNE 11, 1964. THE INTERNATIONAL 
LABOR ORGANIZATION, OF WHICH THE 
UNITED STATES IS A MEMBER, PROVIDES 
IN ITS CONSTITUTION THAT MEN AND 
WOMEN SHOULD RECEIVE EQUAL PAY. 
THIS LEAFLET IS AVAILABLE AS GPO 
NUMBER L13.11--2 FOR 5 CENTS FROM SU- 
PERINTENDENT OF DOCUMENTS, U.S. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C. 20402. (PS) 


ED 013 963 VT 003 654 
DICTIONARY OF OCCUPATIONAL TITLES, 
1965. VOLUME I, DEFINITIONS OF TITLES. 
BUREAU OF EMPLOYMENT SECURITY, 
WASHINGTON, D.C. 
PUBDATE 65 
DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *DICTIONARIES, *OCCU- 
PATIONAL INFORMATION, *OCCUPAT- 
IONS, EMPLOYMENT QUALIFICATIONS, 
THE OCCUPATIONAL DEFINITIONS PRE- 
SENT CONSIDERABLY MORE INFORMA- 
TION THAN THOSE IN PREVIOUS EDI- 
TIONS (1939 AND 1949), AND A NEW CLASS- 
IFICATION SYSTEM REFLECTS RELA- 
TIONSHIPS AMONG OCCUPATIONS NOT 
ONLY IN TERMS OF WORK INVOLVED BUT 
ALSO IN TERMS OF WORKER CHARACTER- 
ISTICS REQUIRED SUCH AS TRAINING 
TIME, APTITUDES, INTERESTS, TEMPE- 
RAMENTS, PHYSICAL DEMANDS, WORK- 
ING CONDITIONS, INDUSTRY, AND WORK 
PERFORMED. THERE ARE 21,741 SEPAR- 
ATE OCCUPATIONS DEFINED WHICH ARE 
KNOWN BY 13,809 ADDITIONAL TITLES, 
MAKING A TOTAL OF 35,550 TITLES. THIS 
EDITION CONTAINS 6,432 JOBS NEW TO 
THE “DICTIONARY.” DEFINITIONS ARE 
ARRANGED ALPHABETICALLY AND IN- 
CLUDE INFORMATION ON WHAT GETS 
DONE, HOW IT GETS DONE, AND WHY IT 
GETS DONE. IN VOLUME 2 (VT 003 655) THE 
OCCUPATIONS HAVE BEEN INCORPORAT- 
ED INTO A CLASSIFICATION STRUCTURE 
IN WHICH THE INDIVIDUAL OCCUPA- 
TIONS ARE IDENTIFIED BY 6-DIGIT CODE 
NUMBERS AND ARRANGED BY THE OCCU- 
PATIONAL GROUP AND THE WORKER 
TRAITS. THIS DOCUMENT IS AVAILABLE 
AS GPO L7.2--0C1/965/V.I FOR $5.00 FROM 
SUPERINTENDENT OF DOCUMENTS, U.S. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C. 20402. (ET) 


ED 013 964 VT 003 655 

DICTIONARY OF OCCUPATIONAL TITLES, 

1965. VOLUME II, OCCUPATIONAL CLASSIF- 

ICATION AND INDUSTRY INDEX. 

BUREAU OF EMPLOYMENT SECURITY, 
WASHINGTON, D.C. 

PUBDATE 65 

DOCUMENT NOT AVAILABLE FROM EDRS. 
DESCRIPTORS *CLASSIFICATION, *CODI- 

FICATION, *EMPLOYMENT QUALIFICAT- 


IONS, *OCCUPATIONAL INFORMATION, 
*OCCUPATIONS, JOB SKILLS, 

VOLUME 2 COMPLEMENTS VOLUME 1 
(VT 003 654) BY PROVIDING A CLASSIFICA- 
TION STRUCTURE WHICH GROUPS JOBS 
HAVING THE SAME BASIC OCCUPATION- 
AL, INDUSTRIAL, OR WORKER CHARACT- 
ERISTICS. THE SECTIONS ARE (1) THE OC- 
CUPATIONAL CATEGORIES, DIVISIONS, 
AND GROUPS, (2) AN ALPHABETIC AR- 
RANGEMENT OF OCCUPATIONAL DIVI- 
SIONS AND GROUPS, (3) THE OCCUPATION- 
AL GROUP ARRANGEMENT OF TITLES 
AND CODES, (4) AN ALPHABETIC AR- 
RANGEMENT OF AREAS OF WORK, (5) AN 
ALPHABETIC ARRANGEMENT OF WORK- 
ER TRAIT GROUPS, (6) THE WORKER TRAIT 
GROUPS WITHIN AREAS OF WORK, (7) THE 
WORKER TRAITS ARRANGEMENT OF TI- 
TLES AND CODES, (8) THE INDUSTRY AR- 
RANGEMENT OF TITLES, WHICH LISTS 
JOBS BY INDUSTRIES IN WHICH THEY 
ARE USUALLY FOUND, (9) THE INDUSTRY 
INDEX, (10) A GLOSSARY, WHICH DEFINES 
MANY TECHNICAL TERMS USED IN THE 
DEFINITIONS FOUND IN VOLUME 1, (11) 
APPENDIX A, WHICH IDENTIFIES THE 
THREE DIGITS OF A CODE REFLECTING 
JOBS’ RELATIONSHIPS WITH DATA, PEOP- 
LE, AND THINGS, AND (12) APPENDIX B, 
WHICH EXPLAINS THE WORKER TRAIT 
COMPONENTS -- GENERAL EDUCATIONAL 
DEVELOPMENT, SPECIFIC VOCATIONAL 
PREPARATION, APTITUDES, INTERESTS, 
TEMPERAMENTS, PHYSICAL DEMANDS, 
AND WORKING CONDITIONS. THIS DOCU- 
MENT IS AVAILABLE AS GPO L7.2--0C1/965/ 
V.II FOR $4.25 FROM SUPERINTENDENT 
OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 
20402. (ET) 


ED 013 965 VT 003 656 
SELECTED CHARACTERISTICS OF OCCUPA- 
TIONS (PHYSICAL DEMANDS, WORKING 
CONDITIONS, TRAINING TIME), A SUPPLE- 
MENT TO THE DICTIONARY OF OCCUPA- 
TIONAL TITLES. 

BUREAU OF EMPLOYMENT SECURITY, 

WASHINGTON, D.C. 

PUBDATE 66 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *EMPLOYMENT QUALIFI- 
CATIONS, *OCCUPATIONAL INFORMAT- 
ION, *OCCUPATIONS, CODIFICATION, EDU- 
CATIONAL NEEDS, JOB SKILLS, JOB 
TRAINING, OCCUPATIONAL CLUSTERS, 
PHYSICAL CHARACTERISTICS, WORK EN- 
VIRONMENT, 

THIS SUPPLEMENT LISTS INDIVIDUAL 
PHYSICAL DEMANDS, WORKING CONDIT- 
IONS, AND TRAINING TIME DATA FOR 
EACH JOB DEFINED IN VOLUMES 1 AND 2 
(VT 003 654 AND VT 003 655). IT WAS PUB- 
LISHED IN RESPONSE TO THE SPECIAL 
NEEDS OF ORGANIZATIONS AND INDIVI- 
DUALS CONCERNED WITH MANPOWER 
UTILIZATION WHO REQUIRE MORE SPE- 
CIFIC OCCUPATIONAL CHARACTERISTICS 
DATA THAN THAT PRESENTED IN THE 
“DICTIONARY OF OCCUPATIONAL TITL- 
ES” (DOT) ITSELF AND PROVIDES ADDI- 
TIONAL SOURCE MATERIAL FOR DETER- 
MINING JOB RELATIONSHIPS IN SUCH AC- 
TIVITIES AS WORKER MOBILITY, TRAINI- 
NG, AND REHABILITATION. THE DATA 
WERE COLLECTED AND DEVELOPED AC- 
CORDING TO JOB ANALYSIS TECHNIQUES 
ESTABLISHED BY THE U.S. EMPLOYMENT 
SERVICE, AND REFLECT THE FINDINGS 
FROM APPROXIMATELY 75,000 STUDIES 
OF INDIVIDUAL JOB SITUATIONS. INFO- 
RMATION FOR EACH JOB IS PRESENTED 
IN COLUMNS -- (1) DOT CODE NUMBER, (2) 


PAGE NUMBER IN VOLUME 2 FOR WORK- 
ER TRAIT GROUP IN WHICH JOB APPEARS, 
(3) INDUSTRY DESIGNATION, (4) JOB 
TITLE, (6) CODE FOR PHYSICAL DEMANDS 
SUCH AS STRENGTH, CLIMBING AND BA- 
LANCING, TALKING AND HEARING, AND 
SEEING, (6) CODE FOR WORKING CONDI- 
TIONS SUCH AS INSIDE OR OUTSIDE LO- 
CATION, TEMPERATURE AND MOISTURE 
EXTREMES, HAZARDOUS, AND TOXIC, 
AND (7) CODE FOR TRAINING TIME BY 
GENERAL EDUCATIONAL DEVELOPMENT 
AND SPECIFIC VOCATIONAL PREPARAT- 
ION. THIS DOCUMENT IS AVAILABLE AS 
GPO L7.2-0C1/965/SUPP. FOR $2.75 FROM 
SUPERINTENDENT OF DOCUMENTS, U.S. 
GOVERNMENT PRINTING OFFICE, WASH- 
INGTON, D.C. 20402. (ET) 


ED 013 966 VT 003 657 
CONVERSION TABLE OF CODE AND TITLE 
CHANGES BETWEEN SECOND AND THIRD 
EDITION, DICTIONARY OF OCCUPATIONAL 
TITLES. 

BUREAU OF EMPLOYMENT SECURITY, 

WASHINGTON, D.C. 

PUBDATE 65 
DOCUMENT NOT AVAILABLE FROM EDRS. 

DESCRIPTORS *CODIFICATION, *INDEX- 
ES (LOCATERS), *OCCUPATIONS, CONVER- 
SION TABLE, 

USERS OF THE “DICTIONARY OF OCCU- 
PATIONAL TITLES” (DOT) (VT 003 654, VT 003 
655, AND VT 003 656) CAN USE THIS TABLE 
AS A GUIDE FOR CONVERTING CODES AND 
TITLES FROM THE SECOND EDITION OF 
THE DOT (1949) TO THE ALL-NEW CODES 
AND PARTIALLY CHANGED TITLES OF 
THE THIRD EDITION. THE TABLE IS AR- 
RANGED IN FOUR COLUMNS. ALL SECOND 
EDITION JOB TITLES AND CODES APPEAR 
IN THE FIRST TWO COLUMNS. THE LAST 
TWO COLUMNS SHOW THE THIRD EDITION 
CODES AND TITLES TO WHICH THEY CON- 
VERT OR AN INDICATION OF THE DISPOSI- 
TION IF NO CONVERSION IS SHOWN. SE- 
COND EDITION CODES IN COLUMN TWO 
ARE ARRANGED IN NUMERICAL SE- 
QUENCE THROUGHOUT THE TABLE IN 
ORDER TO HELP THE USER LOCATE THE 
CODE AND TITLE FOR WHICH HE IS 
SEARCHING. ALL SECOND EDITION TI- 
TLES WITHIN A CODED CLASSIFICATION 
ARE LISTED ALPHABETICALLY IN THE 
FIRST COLUMN. THIS DOCUMENT IS AVAI- 
LABLE AS GPO L7.2-0C1/965/CONV. TAB. 
FOR $5.50 FROM SUPERINTENDENT OF DO- 
CUMENTS, U.S. GOVERNMENT PRINTING 
OFFICE, WASHINGTON, D.C. 20402. (ET) 


ED 013 967 VT 003 665 
SILVERMAN, LESLIE J. 
FOLLOW-UP STUDY OF PROJECT UPLIFT, 
THE MDTA E AND D PROJECT CONDUCTED 
BY FLORIDA A AND M UNIVERSITY. 
BUREAU OF SOCIAL SCIENCE RESEARCH, 
INC.,WASH.,D.C. 
REPORTNUMBER BSSR-369 
PUB DATE JUL67 
EDRS PRICE MF-$0.50 HC-$3.36 82P. 
DESCRIPTORS *ADULT VOCATIONAL 
EDUCATION, *DISADVANTAGED GROUPS, 
*EXPERIMENTAL PROGRAMS, *FOLLO- 
WUP STUDIES, *PROGRAM EVALUATION, 
EMPLOYMENT SERVICES, FLORIDA, 
FLORIDA A AND M UNIVERSITY, JOB 
PLACEMENT, MDTA PROGRAMS, PARTI- 
CIPANT CHARACTERISTICS, PROGRAM 
DESIGN, PROJECT UPLIFT, RECRUITM- 
ENT, RURAL AREAS, SOCIOECONOMIC IN- 
FLUENCES, VOCATIONAL RETRAINING, 
PROJECT UPLIFT’S PURPOSE WAS TO 
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FIND EFFECTIVE WAYS OK: REACHING, 
RECRUITING, TRAINING, AND PLACING 
DISADVANTAGED RURAL ADULTS LIVING 
IN A 10-COUNTY SECTION OF NORTHERN 
FLORIDA. THE FOLLOWUP STUDY HAS 
THREE GENERAL OBJECTIVES -- (i) TO 
SHOW THAT INDIVIDUALS WITH ESPECIA- 
LLY DIFFICULT EMPLOYMENT PROB- 
LEMS WERE SERVED, THAT THEY WERE 
TRAINABLE AND THAT THE PROJECT 
COULD TRAIN THEM, (2) TO SHOW WHETH- 
ER THE TRAINING AFFECTED THE EMP- 
LOYMENT SITUATION OF THE TRAINEES, 
AND (3) TO IDENTIFY. COMPONENTS OF 
THE PROJECT AND COMMUNITY CHARAC- 
TERISTICS WHICH AFFECTED THE TRAIN- 
ING AND EMPLOYMENT OUTCOMES. DATA 
WERE OBTAINED THROUGH DISCUSSIONS 
WITH MEMBERS OF PROJECT STAFF, DI- 
SCUSSIONS WITH CIVIC AND BUSINESS 
LEADERS, AND PERSONAL INTERVIEWS 
WITH ALL 146 TRAINEES AND A SAMPLE 
OF 158 OF 743 PERSONS WHO APPLIED FOR 
BUT WHO DID NOT BEGIN TRAINING. SPE- 
CIFIC CRITICAL FINDINGS INCLUDE -- (1) 
THE PROJECT DESIGN WAS INAPPROPRI- 
ATE FOR THE AREA NEEDS, (2) USE OF 
CONSULTANTS IN PLACE OF FULL-TIME 
STAFF SPECIALISTS IN TRAINING AND 
COUNSELING DIMINISHED PROGRAM EF- 
FECTIVENESS, (3) RESIDENTIAL FACILI- 
TIES INDEPENDENT OF THE COLLEGE 
WERE FEASIBLE, (4) MASS RECRUITMENT 
METHODS WERE EFFECTIVE, (5) JOB DE- 
VELOPMENT EFFORTS WERE INSUFFIC- 
IENT, AND (6) THE “IMAGE” OF THE EMP- 


LOYMENT SERVICE IS NOT THE PRINCI- 
PAL FACTOR DETERMINING NEGROES’ 
USE OF ITS SERVICES. (ET) 


VT 003 681 


ED 013 968 
CARO, FRANCIS G. 
THE NEIGHBORHOOD YOUTH CORPS AND 
THE COMMUNITY, AN EXPLORATORY 
STUDY OF THE IMPLICATIONS OF A FEDER- 
AL ANTI-POVERTY PROGRAM FOR MIL- 
WAUKEE, WISCONSIN. 

NEIGHBORHOOD YOUTH CORP., WASHING- 

TON, D.C.(DOL) 

PUB DATE SEP 66 
EDRS PRICE MF-$0.25 HC-$2.24 54P. 

DESCRIPTORS *FEDERAL PROGRAMS, 
*POVERTY PROGRAMS, *PROGRAM EF- 
FECTIVENESS, *WORK STUDY PROGRAMS, 
*YOUTH PROGRAMS, COMMUNITY AGEN- 
CIES (PUBLIC), COMMUNITY STUDY, DI- 
SADVANTAGED YOUTH, EMPLOYMENT 
EXPERIENCE, HIGH SCHOOL STUDENTS, 
JOB PLACEMENT, MILWAUKEE, NEIGH- 
BORHOOD YOUTH CORPS, ON THE JOB 
TRAINING, OUT OF SCHOOL YOUTH, PART- 
ICIPANT CHARACTERISTICS, PROGRAM 
DESCRIPTIONS, RECRUITMENT, SOCIAL 
AGENCIES, SOCIAL CHANGE, SOCIOECO- 
NOMIC INFLUENCES, STUDENT EMPL- 
OYMENT, WISCONSIN, 

TWO APPROACHES WERE USED IN 
STUDYING THE EFFECTS OF THE NEIGH- 
BORHOOD YOUTH CORPS (NYC) ON MIL- 
WAUKEE, WISCONSIN -- (1) IMPLICATIONS 
FOR THE INTERNAL AND EXTERNAL OP- 


ERATIONS OF ORGANIZATIONS _IN. 
VOLVED IN ITS WORK FLOW, AND (2) IMPL. 
ICATIONS FOR SPECIFIC PROBLEMS IN 
THE YOUTH AND POVERTY AREAS 
(SCHOOL ATTENDANCE AND ACHIEVEM.- 
ENT, JUVENILE DELINQUENCY, YOUTH 
UNEMPLOYMENT, DEPENDENCY, AND 
OTHERS). DATA WERE COLLECTED PRIM. 
ARILY THROUGH PERSONAL INTER- 
VIEWS IN 41 AGENCIES INVOLVED IN THE 
NYC WORK FLOW, REPRESENTATIVES OF 
OTHER AGENCIES DEALING WITH POVE. 
RTY AND YOUTH PROBLEMS, AND CRI. 
TICS OF ESTABLISHED AGENCY SERVICE- 
S. THE TWO NYC PROGRAMS IN MIL- 
WAUKEE ARE - (1) A PROGRAM FOR IN. 
SCHOOL YOUTH SPONSORED BY THE MIL- 
WAUKEE SCHOOL BOARD IN OPERATION 
SINCE SPRING 1965, AND (2) A PROGRAM 
FOR OUT-OF-SCHOOL YOUTH SPONSORED 
BY THE MILWAUKEE COUNTY GOVERNM.- 
ENT, OPERATING SINCE JANUARY 1966, 
AMONG THE COMMON FINDINGS ARE -- (1) 
POLITICAL INTERFERENCE WITH AGE- 
NCY INTERNAL OPERATIONS HAS BEEN 
NEGLIGIBLE, (2) THE PRESENCE OF EN- 
ROLLEES IN AN AGENCY TENDS TO IN. 
CREASE THAT AGENCY’S EFFECTIVE- 
NESS IN COMPLETING ITS TASKS, (8) 
SCHOOL OFFICIALS BELIEVE NYC IS USE- 
FUL IN IMPROVING ATTENDANCE, PER- 
FORMANCE, AND BEHAVIOR OF MILDLY 
PROBLEMATIC YOUTH, AND (4) NYC BOTH 
CONTRIBUTES TO AND SUFFERS FROM 
THE RELATIVE DISORGANIZATION OF 
COMMUNITY SERVICES. (ET) 
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AUDIOVISUAL AIDS 


OPTIMUM PHYSICAL VIEWING CONDITIONS FOR A REAR 
PROJECTION DAYLIGHT SCREEN, A STUDY OF THE 
CRP-234 ED 000 000 


Accession Number / 








ABILITY GROUPING 
THE JOPLIN PLAN AND CROSS GRADE 
GROUPING. 
ED 013 708 


IN-CLASS GROUPING TO CARE FOR INDI- 
VIDUAL NEEDS. 


ED 013710 


ABILITY GROUPING--WHAT GOOD IS IT. 
ED 013 842 


ABILITY IDENTIFICATION 
EDUCATING THE HIGHLY ABLE, A POL- 
ICY STATEMENT. 

ED 013516 


ABLE STUDENTS 
AN EVALUATION OF NINTH-GRADE 
SCIENCE FOR THE ACADEMICALLY 
TALENTED. 

ED 013 752 


ABSTRACTS 
ABSTRACTS OF GRADUATE STUDIES ON 
THE COMMUNITY WUNIOR) COLLEGE, 
1961-66. 
ED 013607 


ACADEMIC ACHIEVEMENT 
AN ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 
ON PROBATION FROM OTHER INSTITU- 
TIONS OF HIGHER LEARNING. 
ECC-RR-65-1 


A STUDY OF THE RELATIONSHIP BE- 
TWEEN ACHIEVEMENT IN PSSC PHY- 
SICS AND EXPERIENCE IN RECENTLY 
DEVELOPED COURSES IN SCIENCE AND 
MATHEMATICS. 


ED 013 601 


ED 013 756 


THE COMPARATIVE EFFECTS OF PSSC 
PHYSICS AND TRADITIONAL PHYSICS 
ON STUDENT ACHIEVEMENT. 

ED 013 757 


TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 
BR-5-1035 ED 013 849 
SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 

ED 013 851 


TRENDS IN EDUCATIONAL ATTAIN- 
MENT OF WOMEN. 
ED 013 887 


PREDICTING ACHIEVEMENT IN TECH- 
NICAL PROGRAMS AT THE NORTH DAK- 
OTA STATE SCHOOL OF SCIENCE. 

UND-CRVTE-RR-2 ED 013 905 


ACADEMIC ASPIRATION 
SOME CHARACTERISTICS OF JUNIOR 
COLLEGE STUDENTS. 


ACE-RR-VOL-NO-2-1966 ED 013615 


ACADEMIC EDUCATION 
INSTITUTIONAL RESEARCH AND THE 
ACADEMIC PROGRAM. NEW DIMEN- 


SIONS IN HIGHER EDUCATION, NUM- 
BER 20. 


BR-6-1722-20 ED 013 381 


ACADEMIC PERFORMANCE 
COLLEGE MAJOR DIFFERENCES IN 
NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 
NAMI-SR-66-7 ED 013 396 

PARENTAL PERCEPTIONS OF THE STU- 

DENT AS RELATED TO ACADEMIC ACHI- 

EVEMENT IN JUNIOR COLLEGE, 

ED 013 609 


SOME CHARACTERISTICS OF JUNIOR 
COLLEGE STUDENTS. 
ACE-RR-VOL-NO-2-1966 ED 013 615 
PREDICTING ACHIEVEMENT IN TECH- 
NICAL PROGRAMS AT THE NORTH DAK- 
OTA STATE SCHOOL OF SCIENCE. 

UND-CRVTE-RR-2 ED 013 905 


ACADEMIC PROBATION 
AN ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 
ON PROBATION FROM OTHER INSTITU- 
TIONS OF HIGHER LEARNING. 


ECC-RR-65-1 ED 013 601 


ACADEMIC RANK (PROFES- 
SIONAL) 


SALARY STRUCTURES IN PUBLIC JU- 

NIOR COLLEGES WHICH DO NOT HAVE 

THE USUAL ACADEMIC RANKS, 1965-66. 
ED 013612 


ACHIEVEMENT GAINS 
METHODS OF COMPUTING AND EVALU- 
ATING RESIDUAL GAIN SCORES IN THE 
READING PROGRAM. 
ED 013 742 


ABILITY GROUPING--WHAT GOOD IS IT. 
ED 013 842 


ACHIEVEMENT TESTS 


UNIFORMITY OF GROWTH IN TH 
SKILLS THROUGHOUT THE 


E BASIC 
SCHOOL 
YEAR AND DURING THE SUMMER. 

ED 013 705 


ACTIVITIES 
FLORIDA MIGRANT HEALTH PROJECT. 
FOURTH ANNUAL PROGRESS REPORT, 
1966-1967. 
ED 013 699 


ADJUSTMENT (TO ENVIRON- 
MENT) 


SOCIALIZATION FOR BICULTURAL AD- 
JUSTMENT.--A CASE STUDY. 
ED 013 861 


ADMINISTRATIVE AGENCIES 


FEDERAL FUNDS FOR DAY CARE PROJ- 
ECTS. 


ED 013 907 


ADMINISTRATIVE PERSONNEL 
EDUCATIONAL APPLICATIONS OF MAN- 
AGEMENT GAMES. FINAL REPORT. 
BR-5-0842 ED 013372 


THE STATUS AND FUNCTIONS OF THE 
LOCAL SCHOOL BUSINESS ADMINI- 
STRATOR. 

ED 013 478 


VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 

ED 013 482 


PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS-AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 

ED 013 597 


PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES-AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 


CDCCE-OP-2 ED 013 630 


THE CHAIRMAN AND HIS DEPARTMENT. 
ED 013 830 


EXPERIMENTAL PROGRAM FOR THE ID- 
ENTIFICATION, SELECTION, AND DE- 
VELOPMENT OF PERSONS FOR LEADER- 
SHIP ROLES IN THE ADMINISTRATION 
AND SUPERVISION OF VOCATIONAL 
AND TECHNICAL EDUCATION. 

ED 013 883 


ADMINISTRATIVE POLICY 
ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, 1966). BUFFALO 
STUDIES. 


SUNY-B-VOL-2-NO-1-JUN-66 ED 013 633 


ADMINISTRATIVE PROBLEMS 
VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 

ED 013 482 


LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 
SHIP PROGRAM. 

ED 013 623 


ADMINISTRATOR ATTITUDES 
— ATTITUDES ABOUT CREAT- 


ED 013 803 


ADMINISTRATOR GUIDES 


LANGUAGE LABORATORY SPECIFICAT- 
IONS, AN ADMINISTRATOR’S GUIDE. 


ED 013 580 


RESPONSIBILITIES OF DIVISION AND 
DEPARTMENT CHAIRMEN IN CALIFOR- 
NIA JUNIOR COLLEGES. 

ED 013618 


A GUIDE TO THE FURTHER DEVELOP. 
MENT OF INDUSTRIAL EDUCATION 
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, 
CENTERS IN NORTH CAROLINA, A RE- 
PORT OF A STUDY OF THE NORTH CAR- 
OLINA INDUSTRIAL EDUCATION CENT- 
ERS. 


ED 013 873 


ADMINISTRATOR RESPONSIBIL- 


ITY 
RESPONSIBILITIES OF DIVISION AND 
DEPARTMENT CHAIRMEN IN CALIFOR- 
NIA JUNIOR COLLEGES. 
ED 013 618 


LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 
SHIP PROGRAM. 

ED 013 623 


ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, . 1966). BUFFALO 
STUDIES. 
SUNY-B-VOL-2-NO-1-JUN-66  £D013633 
THE CHAIRMAN AND HIS DEPARTMENT. 
ED 013 830 


ADMINISTRATOR ROLE 
ADMINISTRATIVE CLIMATE. 
ED 013 392 


VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 

ED 013 482 


DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS--THE SCHOOL SYSTEM. 
ED 013 484 


SEMINAR ON CHANGE PROCESSES IN 
THE PUBLIC SCHOOLS. 
ED 013 485 


EVALUATION OF TEACHERS-THE 
PRINCIPAL’S DILEMMA. 
ED 013 490 


THE FUNCTION OF THE ENGLISH DE- 
PARTMENT PLACEMENT OFFICER. 
ED 013 834 


ADMISSION (SCHOOL) 
TRANSITION FROM SCHOOL TO COLL- 
EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17. 


BR-6-1722-17 ED 013 378 


ADULT BASIC EDUCATION 
ADULT BASIC EDUCATION, A GUIDE 
FOR TEACHERS AND TEACHER TRAINE- 
RS. 
ED 013 400 


A TEACHER’S GUIDE FOR ADULT BASIC 
EDUCATION. 
MSBE-PUB-134-G ED 013 403 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 13TH PROGRESS REPORT. 
ED 013 422 
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ADULT EDUCATION 
METHODS AND TECHNIQUES OF ADULT 
TRAINING, NUMBER 1. CURRENT INFO- 
RMATION SOURCES. 
ED 013 429 


EXCELLENCE IN CONTINUING EDUCAT- 
ION, PROCEEDINGS OF THE ANNUAL JU- 
NIOR COLLEGE ADMINISTRATIVE 
TEAMS INSTITUTE (6TH, UNIVERSITY 
OF FLORIDA, GAINESVILLE, AUGUST 7- 
9, 1966). 

ED 013 624 


HELP THROUGH LEARNING WOODW- 
ORKING. 
ED 013 677 


CONTINUING EDUCATION PROGRAMS 
FOR WOMEN. 


DOL-WB-PAM-10 ED 013 933 


ADULT EDUCATION PROGRAMS 
SURVEY OF UNIVERSITY ADULT ED- 
UCATION IN THE METROPOLITAN AREA 
OF NEW YORK. 

ED 013 405 


A PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS 
OF FLORIDA DIVISION OF CORRECT- 
IONS, IN COOPERATION WITH FLORIDA 
STATE UNIVERSITY ADULT EDUCATION 
DEPARTMENT. 

ED 013 406 


ADULT EDUCATION TECHNIQUES IN 
DEVELOPING COUNTRIES, A GREEK 
CASE STUDY. PROBLEMS OF DEVELOP- 
MENT SERIES. 

ED 013 417 


CONTINUING EDUCATION FOR DEAF 
ADULTS. 
ED 013 419 


CURRICULUM MATERIALS FOR ADULT 
BASIC EDUCATION. 
ED 013 689 


TESTING IN ADULT BASIC EDUCATION 
PROGRAMS CATERING TO SEASONAL 
AND MIGRANT FARMERS. 

ED 013 692 


ADULT EDUCATORS 
SURVEY OF UNIVERSITY ADULT ED- 
UCATION IN THE METROPOLITAN AREA 
OF NEW YORK. 
ED 013 405 


ADULT FARMER EDUCATION 
A COMPARISON OF PROGRAMED AND 
LECTURE-DISCUSSION METHODS OF 
TEACHING FARM CREDIT TO HIGH 
SCHOOL YOUTH AND ADULTS. 
PSU-BULL-722 ED 013 872 
NEW PERSPECTIVES IN YOUNG AND 
ADULT FARMER AND RANCHER EDU- 
CATION, AN AGRICULTURAL EDUCA- 
TION SUMMARY REPORT OF THE 
SOUTHWESTERN CONFERENCE ON 
YOUNG-ADULT FARMER AND RANCHER 
EDUCATION (NEW MEXICO STATE UNIV- 
ERSITY, JULY 15 - AUGUST 2, 1963). 
NMSU-BUR-EDUC-RES-PUB-4  £D013874 


ADULT PROGRAMS 
WHAT CAN WE LEARN FROM THE PEACE 
CORPS. 
ED 013 578 


ADULT READING PROGRAMS 
THE ORGANIZATION, ADMINISTRATION 
AND EVALUATION OF A READING AND 
STUDY SKILLS PROGRAM FOR STU- 
DENTS ENROLLED IN A MEDICAL LABO- 
RATORY ASSISTANTS TRAINING PROG- 
RAM. 


UM-RSSL-RR-66-01 ED 013 734 


ADULT STUDENTS 


STUDENT PERSONNEL SERVICES FOR 
ADULTS IN HIGHER EDUCATION. 


ED 013 415 


ADULT VOCATIONAL EDUCA- 
TION 


ADULT EDUCATION AS A MEANS TO 
SKILL DEVELOPMENT. 


ED 013 384 


DISTRIBUTIVE EDUCATION FOR AD- 
ULTS, GUIDE FOR PART-TIME INS- 
TRUCTORS. DISTRIBUTIVE EDUCATION 
SERIES, NUMBER 21. 
OE-82003 ED 013 889 
FOLLOW-UP STUDY OF PROJECT UPLI- 
FT, THE MDTA E AND D PROJECT CON- 
DUCTED BY FLORIDA A AND M UNIVE- 
RSITY. 


BSSR-369 ED 013967 


ADVANCED PLACEMENT 
TEACHERS’ GUIDES. WORLD HISTORY 
FOR THE ACADEMICALLY TALENTED. 
ADVANCED PLACEMENT EUROPEAN 
HISTORY. 

ED 013 515 


THE COLORADO COLLEGE CONFER- 
ENCE ON ADVANCED PLACEMENT IN 
ART. 


BR-6-8328 ED 013 780 


ADVANCED STUDENTS 
MLA FOREIGN LANGUAGE PROFICIE- 
NCY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS. 
ED 013574 


ADVISORY COMMITTEES 
THE AGRICULTURAL ADVISORY BOARD, 
A HANDBOOK FOR BOARDS OF EDUCAT- 
ION, SCHOOL ADMINISTRATORS ADVIS- 
ORY BOARD MEMBERS AND TEACHERS 
OF AGRICULTURE. 
ED 013912 


AGE DIFFERENCES 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 
ED 013 471 


LEARNING EFFICIENCY AS A FUNC- 
TION OF DEPICTION, VERBALIZATION, 
GRADE AND SOCIAL CLASS. 

ED 013 854 





AGRICULTURAL CHEMICAL 
OCCUPATION s 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, A SUGGESTED TWO-YEAR POST 
HIGH SCHOOL CURRICULUM AND 
COURSE OUTLINES. 
ED 013 894 


THE USE OF CHEMICALS AS FERTILIZE- 
RS. AGRICULTURAL CHEMICALS TECH- 
NOLOGY, NUMBER 1. 

ED 013 895 


THE USE OF CHEMICALS AS INSECTI- 
CIDES—-PLANTS. AGRICULTURAL CHEM- 
ICALS TECHNOLOGY, NUMBER 2. 

ED 013 896 


THE USE OF CHEMICALS AS SOIL ADDIT- 
IVES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 3. 

ED 013 897 


THE USE OF CHEMICALS AS FUNGI- 
CIDES, BACTERICIDES AND NEMATOC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 4. 

ED 013 898 


THE USE OF CHEMICALS TO CONTROL 
FIELD RODENTS AND OTHER PREDAT- 
ORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 5. 

ED 013 899 


THE USE OF CHEMICALS AS HERBIC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 6. 

ED 013 900 


THE USE OF CHEMICALS IN THE FIELD 
OF FARM ANIMAL HEALTH (NUTRITION, 
ENTOMOLOGY, PATHOLOGY). AGRICUL- 
TURAL CHEMICALS TECHNOLOGY, 
NUMBER 7. 

ED 013 901 


THE USE OF CHEMICALS AS PLANT REG- 
ULATORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 8. 

ED 013 902 


AGRICULTURAL EDUCATION 
THE RELATIVE EFFECTIVENESS OF 
SUPPLEMENTING PROGRAMED _IN- 
STRUCTION WITH BLOCKED VERSUS 
SPACED REVIEW. 
BR-7-8068 ED 013 538 
AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 

ED 013 869 


A DESCRIPTION AND SOURCE LISTING 
OF PROFESSIONAL INFORMATION IN 
AGRICULTURAL EDUCATION, 1963-64. 

ED 013 880 


A STUDY TO DETERMINE THE NEED 
AND TYPE OF TRAINING PROGRAM FOR 
AGRICULTURAL PUBLIC SERVICE 
TECHNICIANS. 

ED 013 886 


AGRICULTURAL CHEMICALS TECHNO- 
LOGY, A SUGGESTED TWO-YEAR POST 
HIGH SCHOOL CURRICULUM AND 
COURSE OUTLINES. 

ED 013 894 


THE USE OF CHEMICALS AS FERTILIZE- 
RS. AGRICULTURAL CHEMICALS TECH- 
NOLOGY, NUMBER 1. 

ED 013 895 


THE USE OF CHEMICALS AS INSECTI- 
CIDES--PLANTS, AGRICULTURAL CHEM- 
ICALS TECHNOLOGY, NUMBER 2. 

ED 013 896 


THE USE OF CHEMICALS AS SOIL ADDIT- 
IVES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 3. 

ED 013 897 


THE USE OF CHEMICALS AS FUNGI- 
CIDES, BACTERICIDES AND NEMATOC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 4. 

ED 013 898 


THE USE OF CHEMICALS TO CONTROL 
FIELD RODENTS AND OTHER PREDAT- 
ORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 5. 

ED 013 899 


THE USE OF CHEMICALS AS HERBIC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 6. 

ED 013 900 


THE USE OF CHEMICALS IN THE FIELD 
OF FARM ANIMAL HEALTH (NUTRITION, 
ENTOMOLOGY, PATHOLOGY). AGRICUL- 
TURAL CHEMICALS TECHNOLOGY, 
NUMBER 7. 

ED 013 901 


THE USE OF CHEMICALS AS PLANT REG- 
ULATORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 8. 

ED 013 902 


THE LANDSCAPE AIDE, A SUGGESTED 
TRAINING PROGRAM. 
OE-87010 ED 013918 


THE FORESTRY AIDE, A SUGGESTED 
TRAINING PROGRAM. 


OE-87011 ED 013 926 


VOCATIONAL AGRICULTURE. 
ED 013 957 


AGRICULTURAL ENGINEERING 
EVALUATION OF THE EFFECTIVENESS 
OF INSTRUCTION IN AGRICULTURAL 
MECHANICS FOR VOCATIONAL AGRI- 
CULTURE STUDENTS IN ARKANSAS 
WHO ENTER NON-FARMING OCCUPAT- 
IONS. 


UA-MONOGR-67 ED 013 875 


AGRICULTURAL LABORERS 
FARM LABOR ORGANIZING 1905-1967, A 
BRIEF HISTORY. 

ED 013679 


TEXAS STATE DEPARTMENT OF 
HEALTH MIGRANT PROJECT. ANNUAL 
REPORT. 

ED 013 680 


AGRICULTURAL MACHINERY 


COMBINES AND COMBINING. 
ED 013 871 


AGRICULTURAL MACHINERY--POWER. 
TEACHERS COPY. 


ED 013 892 


THE PLANTER-SELECTION, ADJUSTM- 
ENT, MAINTENANCE, AND USE. 
UI-VAS-3021 ED 013 923 


AGRICULTURAL MACHINERY 
OCCUPATIONS 


AGRICULTURAL 
TEACHERS COPY. 


MACHINERY--POWER. 


ED 013 892 


AGRICULTURAL PRODUCTION 
PRODUCING HIGH CORN YIELDS. 
UI-VAS-4039A ED 013 920 


AGRICULTURAL SUPPLY OC- 
CUPATIONS 
FERTILIZER B SALES AND SERVICEMAN. 
TEACHERS 
ED 013 890 


FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


AGRICULTURAL TECHNICIANS 
A STUDY TO DETERMINE THE NEED 
AND TYPE OF TRAINING PROGRAM FOR 
AGRICULTURAL PUBLIC SERVICE 
TECHNICIANS. 
ED 013 886 


AGRICULTURAL CHEMICALS TECHNO- 
LOGY, A SUGGESTED TWO-YEAR POST 
HIGH SCHOOL CURRICULUM AND 
COURSE OUTLINES. 

ED 013 894 


AMERICAN CULTURE 


THE MASS a AS AN EDUCATIONAL 
INSTITUTIO: 


ED 013 844 


AMERICAN INDIANS 

SUMMARY AND OBSERVATIONS IN THE 
DAKOTAS AND MINNESOTA. INDIAN 
COMMUNITIES AND PROJECT HEAD 
START. 

OE0-520 ED 013 670 


AN APPRAISAL OF POSSIBILITIES FOR 
A HEAD START PROGRAM AMONG THE 
POTAWATOMI INDIANS OF KANSAS. IN- 
DIAN COMMUNITIES AND PROJECT 
HEAD START. 


OEO-520 ED 013 671 


THE NAVAHO. 
ED 013 672 


ANIMAL SCIENCE 
THE USE OF CHEMICALS IN THE FIELD 
OF FARM ANIMAL HEALTH (NUTRITION, 
ENTOMOLOGY, PATHOLOGY). AGRICUL- 
TURAL CHEMICALS TECHNOLOGY, 
NUMBER 7. 
ED 013 901 


ANNOTATED BIBLIOGRAPHIES 
RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, 
VOLUME 1, BIBLIOGRAPHY 1. 

ED 013 344 
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” 
METHODS AND TECHNIQUES OF ADULT 
TRAINING, NUMBER 1. CURRENT INFO- 
RMATION SOURCES. 
ED 013 429 


MANAGEMENT DEVELOPMENT, NUM- 
BER 1. CURRENT INFORMATION 
SOURCES. 

ED 013 430 


ABSTRACTS OF GRADUATE STUDIES ON 
THE COMMUNITY (JUNIOR) COLLEGE, 
1961-66. 

ED 013 607 


PUBLISHED STANDARIZED TESTS - 
ANNOTATED LIST FOR JUNIOR COLL- 
EGES. FIELD STUDIES REPORT SERIES, 
3. 
EAS-FSR-3 ED 013 638 
A SELECTED AND ANNOTATED BIBLIO- 
GRAPHY OF STUDIES CONCERNING THE 
TAXONOMY OF EDUCATIONAL OBJEC- 
TIVES-COGNITIVE DOMAIN. 
UP-WP-13 ED 013655 
THE ACADEMIC DEANSHIP-AN ANNO- 
TATED BIBLIOGRAPHY. 

ED 013 657 


RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 

ED 013 754 


ANNUAL REPORTS 
THE FOREIGN LANGUAGE PROGRAM IN 
1964, 


ED 013 573 


ANSWER KEYS 

BUSINESS LETTER WRITING FOR 
“PRACTICAL BUSINESS CORRESPOND- 
ENCE FOR COLLEGES,” THIRD EDITION, 
ROBERTSON AND WALKER, SOUTH- 
WESTERN PUBLISHING COMPANY, 1966, 
INSTRUCTOR’S GUIDE. 

ED 013 942 


ANXIETY 
SCHOOL ANXIETY AND THE FACILITA- 
TION OF PERFORMANCE. 
ED 013 475 


EFFECTIVENESS OF TRAFFIC SAFETY 
FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 


ITTE-RR-40 ED 013 542 


APHASIA 


A BIBLIOGRAPHY ON THE NATURE, 
RECOGNITION AND TREATMENT OF 
LANGUAGE DIFFICULTIES. 

ED 013 701 


APPLIED LINGUISTICS 
“ENATION” AND “AGNATION.” 
ED 013 543 


ANNOUNCEMENT OF THE INTERNA. 
TIONAL ASSOCIATION OF APPLIED 
LINGUISTICS (L’AILA). (TITLE SUPP- 
LIED). 

ED 013 545 
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CURRENT TRENDS IN _ APPLIED 
LINGUISTICS. 


ED 013 552 


THE ROLE OF APPLIED LINGUISTICS IN 
THE TEACHING OF FRENCH AND SPANI- 
SH. 

ED 613 553 


APPRENTICESHIPS 
GLAZING WORKBOOK. 
ED 013 934 


APTITUDE TESTS 


A SURVEY OF LITERATURE RELATED 
TO SELECTED NONPROFESSIONAL 
OCCUPATIONS. 

ED 013 915 


ARABIC 
STUDY CONFERENCE ON TEACHING AR- 
ABIC AT THE SECONDARY SCHOOL 
LEVEL. FINAL REPORT. 
NDEA-VI-14-5 ED 013 857 


ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 


NDEA-VI-138 ED 013 373 


AREA STUDIES 


KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 
BULL-4-1967 ED 013 342 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


ARITHMETIC 
ARITHMETIC ENRICHMENT IDEAS FOR 
GRADES 1,2 AND 3. 
ED 013514 


ART ACTIVITIES 
AN INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUN- 
ITY RESOURCES TO PROVIDE SERVICES 
TO ARTS ORGANIZATIONS AND 
THROUGH THEM TO SCHOOLS AND 
COLLEGES. FINAL REPORT. 
BR-6-8039 ED 013 367 


ART APPRECIATION 
AN INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUN- 
ITY RESOURCES TO PROVIDE SERVICES 
TO ARTS ORGANIZATIONS AND 
THROUGH THEM TO SCHOOLS AND 
COLLEGES. FINAL REPORT. 


BR-6-8039 ED 013 367 


ART EDUCATION 
AN INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUN- 
ITY RESOURCES TO PROVIDE SERVICES 
TO ARTS ORGANIZATIONS AND 
THROUGH THEM TO SCHOOLS AND 
COLLEGES. FINAL REPORT. 


BR-6-8089 ED 013 367 


THE COLORADO COLLEGE CONFER- 
ENCE ON ADVANCED PLACEMENT IN 
ART. : 

BR-6-8328 ED 013 780 
ART poo IN NEGRO COLLEGES. 
FINAL RE 


CRP-3159 ED 013 859 


ART EXPRESSION 

CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 


BR-5-8297 ED 013 368 


ARTICULATION (PROGRAM) 
THE PLACE OF LANGUAGE AND LITERA- 
TURE IN THE ARTICULATION OF COL- 
LEGE AND HIGH SCHOOL LANGUAGE 
PROGRAMS. 
ED 013563 


MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES _ 7-12)- 
FRENCH, GERMAN, SPANISH. 
NCSDPI-PUB-364 ED 013 581 
GUIDELINES FOR JUNIOR COLLEGE 
FOREIGN LANGUAGE INSTRUCTORS IN 
CALIFORNIA. 

ED 013 594 


GUIDELINES FOR IMPROVING ARTIC- 
ULATION BETWEEN JUNIOR AND SEN. 
IOR COLLEGES, A STATEMENT BY THE 
JOINT COMMITTEE ON JUNIOR AND 
SENIOR COLLEGES. (TITLE SUPPLIED). 
ED 013614 


ASPIRATION 

SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 
AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


ASSOCIATIVE LEARNING 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 


IMSSS-TR-109 ED 013 665 


ATTENTION 
AN INVESTIGATION OF FACTORS ASSO- 
CIATED WITH THE PUMROY CONCEN- 
TRATION TEST. 


UM-RSSL-RR-66-03 ED 013 732 


ATTENTION SPAN 
AN INVESTIGATION OF FACTORS ASSO- 
CIATED WITH THE PUMROY CONCEN- 
TRATION TEST. 


UM-RSSL-RR-66-03 ED 013 732 


AUDIO ACTIVE COMPARE LAB- 
ORATORIES 
LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 
ED 013 568 


AUDIO ACTIVE LABORATORIES 
LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 

ED 013 568. 





LANGUAGE LABORATORY SPECIFICAT- 
IONS, AN ADMINISTRATOR’S GUIDE. 


ED 013 580 


AUDIO EQUIPMENT 
TRAINING TYPISTS IN THE INDUSTRIAL 
ENVIRONMENT--PRELIMINARY RE- 
PORT OF A PROTOTYPE SYSTEM OF SI- 
MULTANEOUS, MULTILEVEL, MULTI- 
PHASIC AUDIO PROGRAMMING. 
NAM-MIND-MONOGR-1 ED 013 428 


AUDIO VIDEO LABORATORIES 
AVIRS AND TECHNOLOGICAL INSTRUC- 
TION--EXPERIENCES WITH THE NEW 
EDUCATIONAL REVOLUTION. 

ED 013 544 


AUDIOLINGUAL METHODS 
AUDITORY FACTORS IN FOREIGN 
LANGUAGE ACQUISITION. 
NDEA-VI-53-5 ED 013 364 

A NEW LOOK AT THE LINGUAL APP. 

ROACH. 

ED 013 547 


THE ROLE OF APPLIED LINGUISTICS IN 
THE TEACHING OF FRENCH AND SPANI- 
SH. 

ED 013 553 


THE LINGUISTIC METHOD AS IT IS CUR- 
RENTLY BEING APPLIED TO THE 
TEACHING OF FOREIGN LANGUAGES. 
PANEL DISCUSSION. 

ED 013 559 


IN SEARCH OF A SYNTHESIS. 
ED 013 569 


THE FOREIGN LANGUAGE PROGRAM IN 
WASHOE COUNTY AND THE UNIVERS- 
ITY OF NEVADA. 

ED 013 571 


IMPROVING THE STRUCTURE DRILL IN 
RUSSIAN. 
ED 013 576 


GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES - CONCLUDED. 

ED 013 587 


GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 
ED 013 592 


AUDIOLINGUAL SKILLS 
FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 

LANGUAGES - CONCLUDED. 
ED 013 587 


AUDIOVISUAL AIDS 
MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 


SDC-SP-2812 ED 013 397 


TECHNIQUES OF TAPE PREPARATION 
AND DUPLICATION, WITH SUGGESTIONS 
FOR A LANGUAGE LABORATORY. 

ED 013 588 


MEDIA AND THE EDUCATION OF THE 
DISADVANTAGED. 
ED 013 835 


AUDIOVISUAL INSTRUCTION 
NURSING EDUCATION THROUGH 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 
BER 8, 1966). 

ED 013 652 


MEDIA AND THE EDUCATION OF THE 
DISADVANTAGED. 
ED 013 835 


AUDITORY DISCRIMINATION 
A STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING. 


NDEA-VIIA-1127 ED 013 749 


AUDITORY EVALUATION 
THE DEAF. PRENTICE-HALL FOUNDA- 
TIONS OF SPEECH PATHOLOGY SERIES. 
ED 013 508 


AUDITORY PERCEPTION 
AUDITORY FACTORS IN FOREIGN 
LANGUAGE ACQUISITION. 


NDEA-VI-53-5 ED 013 364 


AUDITORY TRAINING 
A STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING. 


NDEA-VIIA-1127 ED 013 749 


AURALLY HANDICAPPED 
TEACHING DEAF CHILDREN TO TALK. 
ED 013 521 


AUTO BODY REPAIRMEN 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING, A STUDY 
GUIDE AND PROGRESSION RECORD IN 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING. 


US-FILE-316 ED 013 929 


AUTO MECHANICS 

MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 12TH PROGRESS REPORT, 
AUTO SERVICE STATION MECHANIC.AT- 
TENDANT COURSE. 

” ED 013 421 


AUTO PARTS MEN 
AUTO PARTS MAN, WORKBOOK. 
ED 013941 


AUTOINSTRUCTIONAL AIDS 
AVIRS AND TECHNOLOGICAL INSTRUC- 
TION-EXPERIENCES WITH THE NEW 
EDUCATIONAL REVOLUTION. 

£D 013 544 


AUTOINSTRUCTIONAL PRO- 
GRAMS 


TRAINING TYPIST IN THE INDUSTRIAL 
ENVIRONMENT, AN EVALUATIONAL 
REPORT. 

ED 013 427 


NURSING EDUCATION THROUGH 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 
BER 8, 1966). 

ED 013 652 


BARBERS 
BARBERING, A STUDY GUIDE AND PRO- 
GRESSION RECORD FOR BARBERING 
STUDENTS IN A COOPERATIVE TRAIN- 
ING PROGRAM. 
UA-FILE-1338 ED 013 948 


BASIC READING 
COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 
CRP-3281 ED 013713 


COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 


CRP-X-001 ED 013714 


BASIC SKILLS 
THE EFFECTS OF ASSESSMENT AND 
PERSONALIZED PROGRAMMING ON 
SUBSEQUENT INTELLECTUAL DEVEL- 
OPMENT OF PREKINDERGARTEN AND 
KINDERGARTEN CHILDREN. 
BR-6-1328 


EVALUATION OF THE MORE EFFECTIVE 
SCHOOLS PROGRAM. SUMMARY REP- 


ORT. 
ED 013 864 


ED 013 663 


COMMERCIAL FOODS, MATHEMATICS - 
1. 
ED 013 937 


BEGINNING READING 
COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 
CRP-X-001 


THE DEVELOPMENT OF A BEGINNING 
READING SKILLS PROGRAM USING THE 
EDISON RESPONSIVE ENVIRONMENTS 
INSTRUMENT. SECOND PROGRESS REP- 
ORT. . 

BR-5-0749 


ED 013714 


ED 013 720 


FOUR PATHS TO READING. 
ED 013 724 


THE EFFECTIVENESS OF TEACHING BE- 
GINNING READING WITH THE INITIAL 
TEACHING ALPHABET (I/T/A), A FINAL 
REPORT. ; . . °% 

ED 013 735 


BEGINNING TEACHERS 
PERCEIVED PROBLEMS OF BEGINNING 
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ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 

ED 013 784 


THE IDENTIFICATION AND ANALYSIS 
OF PROBLEMS OF FIRST YEAR TEACHE- 
RS. 

ED 013 786 


BEHAVIOR 
MOTHER AND BLIND CHILD, THE IN- 
FLUENCE OF CHILD-REARING PRACTIC- 
ES ON THE BEHAVIOR OF PRESCHOOL 
BLIND CHILDREN. 


AFB-RES-SER-14 ED 013 509 


BEHAVIOR CHANGE 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 11TH PROGRESS REPORT, 
COMMUNITY SPONSORSHIP PROGRAM. 
ED 013 420 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUI 
OFFENDERS. 12TH PROGRESS REPORT 
AUTO SERVICE STATION MECHANIC-AT 
TENDANT COURSE. 

ED 013 421 


A BEHAVIORAL APPROACH TO GROUP 
TREATMENT OF CHILDREN. 
ED 013 464 


BEHAVIOR PATTERNS 
PROFESSIONAL INTEGRATION AND 
CLINICAL RESEARCH. 

ED 013 800 


BEHAVIOR PROBLEMS 
THE TREATMENT OF DISRUPTIVE 
CLASSROOM BEHAVIOR PROBLEMS BY 
EMPLOYMENT OF A PARTIAL-MILIEU 
CONSISTENCY PROGRAM. FINAL REP- 
ORT. 


BR-6-8366 ED 013 468 


BEHAVIORAL COUNSELING 
A BEHAVIORAL APPROACH TO GROUP 
TREATMENT OF CHILDREN. 
ED 013 464 


BEHAVIORAL OBJECTIVES 
COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. 


BR-5-0059-B ED 013 954 


BEHAVIORAL SCIENCE RE- 
SEARCH 
PERSONALITY AND CONFORMITY. 
CRP-S-021 ED 013 360 


BIBLIOGRAPHIES 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--RESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 
67 SURVEY. 
ED 013 366 
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ICONIC SIGNS AND SYMBOLS IN AUDIO- 
VISUAL COMMUNICATION, AN ANALY- 
TICAL SURVEY OF SELECTED WRITINGS 
AND RESEARCH FINDINGS. FINAL REP- 


ED 013 371 


ORT. 
NDEA-VIIB-449 


ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 
NDEA-VI-138 ED 013 373 
AN ANNOTATED BIBLIOGRAPHY ON 
PROFICIENCY MEASUREMENT FOR 
TRAINING QUALITY CONTROL. 

AD-613-522 ED 013 495 


A BIBLIOGRAPHY OF SPOKEN LATIN. 
ED 613 565 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013579 


GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


THE JUNIOR AND COMMUNITY COL- 
LEGE--A BIBLIOGRAPHY OF DOCTORAL 
DISSERTATIONS, 1964-1966. 

ED 013 656 


A GUIDE TO HIGH SCHOOL AND COL- 
LEGE READING TESTS. 
ED 013 702 


SCHOOL INTEGRATION--A COMPREHEN- 
SIVE CLASSIFIED BIBLIOGRAPHY OF 
3,100 REFERENCES. 

ED 013 860 


A DESCRIPTION AND SOURCE LISTING 
OF PROFESSIONAL INFORMATION IN 
AGRICULTURAL EDUCATION, 1963-64. 

ED 013 880 
AVAILABLE INSTRUCTIONAL MAT- 
ERIALS. 

ED 013 916 


VOCATIONAL CHOICE AND JOB SATISF- 
ACTION. 
ED 013 958 


BILINGUAL STUDENTS 
AN EVALUATION OF OPERATION HEAD 
START BILINGUAL CHILDREN, SUM- 
MER, 1965. 
ED 013 667 


READING PROGRAMS FOR MEXICAN- 
AMERICAN CHILDREN OF TEXAS. 
ED 013 737 


BILINGUALISM 
INTRODUCING ENGLISH, AN ORAL PRE- 
READING PROGRAM FOR SPANISH- 
SPEAKING PRIMARY PUPILS. 
ED 013 454 


BIOLOGY 
RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 
ED 013 754 


INLAND BIOLOGICAL FIELD STATIONS 
OF THE UNITED STATES. 
ED 013 758 


BLIND 
MOTHER AND BLIND CBHILD, THE IN. 
FLUENCE OF CHILD-REARING PRACTIC. 
ES ON THE BEHAVIOR OF PRESCHOOL 
BLIND CHILDREN. 


AFB-RES-SER-14 ED 013 509 


BLIND CHILDREN 
MOTHER AND BLIND CHILD, THE IN. 
FLUENCE OF CHILD-REARING PRACTIC- 
ES ON THE BEHAVIOR OF PRESCHOOL 
BLIND CHILDREN. 


AFB-RES-SER-14 ED 013 509 


BOARD OF EDUCATION ROLE 
SCHOOL DISTRICT INNOVATIVENESS 
AND EXPECTATIONS FOR THE SCHOOL 
BOARD ROLE. 

ED 013 499 


BOARDS OF EDUCATION 
PROFESSIONAL NEGOTIATION WITH 
SCHOOL BOARDS. 


1965-R3 ED 013774 


BOATMEN 
SMALL CRAFT OPERATION AND NAVI- 
GATION, INSTRUCTOR'S GUIDE. 
ED 013 950 


SMALL CRAFT OPERATION AND NAVI- 
GATION. 
ED 013 953 


BOOK REVIEWS 


THOSE PESKY BOOK REPORTS. 
ED 013 747 


BOOKLISTS 
AND NOW - THE PACKAGE DEAL. 
ED 013 726 


101 BOOKS FOR TEACHING THE DISADV- 
ANTAGED. 
ED 013 743 


BUDGETS 
MONTEREY PENINSULA JUNIOR COL- 
LEGE DISTRICT, MONTEREY, CALIFOR- 
NIA 93940, ADOPTION BUDGET, FISCAL 
YEAR 1967-68. 
ED 013 648 


BUILDING DESIGN 
HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 
ED 013531 


PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEED- 
INGS OF A CONFERENCE SPONSORED 
BY THE COLLEGE OF ARCHITECTURE 
AND URBAN PLANNING AND THE CEN- 
TER FOR THE DEVELOPMENT OF COM- 
MUNITY COLLEGE EDUCATION (UNIV- 
ERSITY OF WASHINGTON, APRIL 24-25, 


1967). 
ED 013 639 





BUSINESS 
THE CASE FOR EMPLOYEE EDUCATION. 
AMA-MANAGE-BULL-100 ED 013 414 


BUSINESS EDUCATION 
EDUCATIONAL APPLICATIONS OF MAN- 
AGEMENT GAMES. FINAL REPORT. 
BR-5-0842 ED 013 372 


THE POTENTIAL ROLE OF THE JUNIOR 
COLLEGE IN EDUCATION FOR BUSIN- 
ESS, MONOGRAPH C-15. 

ED 013 646 


COURT REPORTING. (BUSINESS TECHN- 
OLOGY). 
T28 ED 013 944 


TRAFFIC AND TRANSPORTATION. (BUSI- 
NESS TECHNOLOGY). 
T34 ED 013 945 


DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 

ED 013951 


CAPITAL OUTLAY (FOR FIXED 
ASSETS) 
RETRAINING AND MIGRATION AS FAC- 
TORS IN REGIONAL ECONOMIC DEVELO- 


PMENT. 
ED 013 399 


CAREER CHOICE 
STUDENTS WITH DIFFERENT VOCA- 
TIONAL CHOICES. A DESCRIPTION OF 
COLLEGE FRESHMEN, II. 
ACT-RR-NO-4-JUN-65 ED 013 457 
CONCEPTS, STRATEGIES, AND PRIORI- 
TIES FOR RESEARCH IN EDUCATIONAI 
MANPOWER, A SYMPOSIUM ON EDUCA- 
TIONAL MANPOWER. FINAL REPORT. 
BR-7-8207 ED 013 778 


CARRELS 
STUDENT REACTIONS TO STUDY FA- 
CILITIES WITH IMPLICATIONS FOR AR- 
CHITECTS AND COLLEGE ADMINI- 

STRATORS. 
ED 013 535 


CASE STUDIES (EDUCATION) 
CRUCIAL ISSUES IN ORGANIZATIONAL 
DEVELOPMENT. 

ED 013 486 


CATALOGING 
CATALOGING AND CLASSIFICATION IN 
JUNIOR COLLEGE LIBRARIES. 
ED 013611 


CATHOLIC HIGH SCHOOLS 
FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES. 


ED 013 586 


CAUCASIAN STUDENTS 
SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 


AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


CEBUANO 
A DESCRIPTION OF CEBUANO VISAYAN. 
NDEA-VI-370 ED 013 369 


CEREBRAL PALSY 
PERCEPTION AND CEREBRAL PALSY, 
STUDIES IN FIGURE-BACKGROUND 
RELATIONSHIP. SYRACUSE UNIVERS- 
ITY SPECIAL EDUCATION AND REHAB- 
ILITATION MONOGRAPH SERIES 2. 
ED 013 505 


COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH 
IN THE BANNERSTONE DIVISION OF 
AMERICAN LECTURES IN SPEECH AND 
HEARING. 


AMER-LECT-SER-660 ED 013519 


CHANGE AGENTS 
BARRIERS TO CHANGE IN 
SCHOOLS. 


PUBLIC 
ED 013 483 


DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS--THE SCHOOL SYSTEM. 
ED 013 484 


NEEDED RESEARCH IN TEACHER ED- 
UCATION--SENSITIVITY TRAINING AND 
THE PROCESS OF CHANGE. 

ED 013 797 


STRATEGIES FOR INSTRUCTIONAL 
CHANGE--PROMISING IDEAS AND PER- 
PLEXING PROBLEMS. 

ED 013 799 


CHANGING ATTITUDES 
SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 
AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


CHEMISTRY 
STUDENT SUCCESS IN BEGINNING CH- 
EMISTRY (CHEMISTRY 3) AT EL CAMINO 
COLLEGE, 1964-65. 
ED 013 603 


THE RISE OF THE AMERICAN CHEMIS- 
TRY PROFESSION, 1850-1900. 
ED 013 753 


CHILD CARE CENTERS 

PROJECT HEAD START, SUMMER 1966, 
LECTURES PRESENTED IN THE ORIE- 
NTATION SESSION FOR PERSONNEL IN 
THE CHILD DEVELOPMENT CENTERS 
(SAN FRANCISCO STATE COLLEGE, 
JUNE 19-24, 1966). 

ED 013 693 


CHILD CARE WORKERS 

PROJECT HEAD START, SUMMER 1966, 
LECTURES PRESENTED IN THE ORIE- 
NTATION SESSION FOR PERSONNEL IN 
THE CHILD DEVELOPMENT CENTERS 
(SAN FRANCISCO STATE COLLEGE, 
JUNE 19-24, 1966). 

ED 013 693 


CHILD DEVELOPMENT 
YOUNG CHILDREN’S THINKING, 
STUDIES OF SOME ASPECTS OF 
PIAGET'S THEORY. 

ED 013 662 


WHO IS THE TEACHER. 
ED 013 789 


CHILDREN 

CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 


BR-5-8297 ED 013 368 


CHILDRENS BOOKS 
AND NOW - THE PACKAGE DEAL. 
ED 013 726 


CHURCH ROLE 
THEORIES AND PRACTICES IN THE ED- 
UCATION OF WOMEN DURING THE AGE 
OF ENLIGHTMENT IN FRANCE. 


BR-5-8230 ED 013 363 


CITY IMPROVEMENT 
THE SCHOOLHOUSE IN THE CITY. 
ED 013 524 


CLASS ACTIVITIES 
A TEACHING PROGRAM FOR INDUSTRI- 
AL TECHNOLOGY, THE WORLD OF CONS- 
TRUCTION. (TITLE SUPPLIED). 


BR-5-0059-C ED 013 959 


CLASS SIZE 
INSTRUCTIONAL LOAD STUDY. 
ED 013 595 


MOBILITY OF STUDENTS IN READING 
GROUPS. 
ED 013 727 


CLASSIFICATION 
TERMINOLOGY AND CONCEPTS IN MEN- 
TAL RETARDATION. TC SERIES IN SPE- 
CIAL EDUCATION. 
ED 013513 


DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME II, OCCUPATIONAL 
CLASSIFICATION AND INDUSTRY 
INDEX. 

ED 013 964 


CLASSROOM ENVIRONMENT 
NEEDED RESEARCH IN TEACHER ED- 
UCATION--SENSITIVITY TRAINING AND 
THE PROCESS OF CHANGE. 

ED 013 797 


CLASSROOM RESEARCH 
WASHINGTON COUNTY CLOSED-CIR- 
CUIT TELEVISION REPORT. 

ED 013 536 


AN INVESTIGATION OF CLOSED-CIR- 
CUIT TELEVISION FOR TEACHING UNIV- 
ERSITY COURSES. INSTRUCTIONAL 
TELEVISION RESEARCH, PROJECT NUM- 
BER ONE. 

ED 013 540 
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* 
CLASSROOM TECHNIQUES 
TEACHING CRITICAL THINKING IN THE 
SECONDARY SCHOOL. 
ED 013 687 


INTERACTION ANALYSIS--RECENT DEV- 
ELOPMENTS. 
ED 013776 


CLINICS 
FLORIDA MIGRANT HEALTH PROJECT. 
FOURTH ANNUAL PROGRESS REPORT, 

1966-1967. 
ED 013 699 


CLOSED CIRCUIT TELEVISION 
WASHINGTON COUNTY CLOSED-CIR- 
CUIT TELEVISION REPORT. 

ED 013 536 


AN INVESTIGATION OF CLOSED-CIR- 
CUIT TELEVISION FOR TEACHING UNIV- 
ERSITY COURSES. INSTRUCTIONAL 
TELEVISION RESEARCH, PROJECT NUM- 
BER ONE. 

ED 013 540 


COCURRICULAR ACTIVITIES 

HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN AD- 
VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 

ED 013 616 


CODIFICATION 
HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 
ED 013 531 


DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME II, OCCUPATIONAL 
CLASSIFICATION AND INDUSTRY 
INDEX. 

ED 013 964 


CONVERSION TABLE OF CODE AND 
TITLE CHANGES BETWEEN SECOND 
AND THIRD EDITION, DICTIONARY OF 
OCCUPATIONAL TITLES. 

ED 013 966 


COGNITIVE DEVELOPMENT 
THE EFFECTS OF ASSESSMENT AND 
PERSONALIZED PROGRAMMING ON 
SUBSEQUENT INTELLECTUAL DEVEL- 
OPMENT OF PREKINDERGARTEN AND 
KINDERGARTEN CHILDREN. 


. BR-6-1328 ED 013 663 


COGNITIVE PROCESSES 
DO WE REALLY WANT-STUDENTS TO 
LEARN. 
ED 013 556 


COGNITIVETESTS _ 
THE PREDICTION OF CREATIVITY AND 
ACADEMIC ACHIEVEMENT FROM A CON- 
CRETE PERCEPTUAL-COGNITIVE TASK. 
ED 018 470 
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AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 


ED013471 | 


COLLECTIVE BARGAINING 
BEYOND NEGOTIATIONS. 
ED 013 508 


COLLEGE ADMINISTRATION 
THE STUDENT ACTIVISTS--RIGHTS, 
NEEDS, AND POWERS OF UNDERGRAD- 
UATES. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 30. 
BR-6-1722-30 


THE ETHICS AND POLITICS OF COLLEGE 
PSYCHIATRY. 


ED 013 352 


ED 013 465 


CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 

ED 013 625 


ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, 1966). BUFFALO 
STUDIES. 


SUNY-B-VOL-2-NO-1-JUN-66 ED 013 633 


COLLEGE ATTENDANCE 
A FOLLOW-UP STUDY OF 1963 COLORADO 
HIGH SCHOOL GRADUATES. 
ED 013 906 


COLLEGE BUILDINGS 
HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 

ED 013531 


PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEED- 
INGS OF A CONFERENCE SPONSORED 
BY THE COLLEGE OF ARCHITECTURE 
AND URBAN PLANNING AND THE CEN- 
TER FOR THE DEVELOPMENT OF COM- 
MUNITY COLLEGE EDUCATION (UNIV- 
ERSITY OF WASHINGTON, APRIL 24-25, 
1967). 

ED 013 639 


REPORT AND RECOMMENDATION FOR 
LEARNING MATERIALS CENTER. 
ED 013 649 


COLLEGE COOPERATION 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 


BR-6-1722-21 ED 013 346 


COLLEGE CURRICULUM 
GENERAL EDUCATION IN LIBERAL 
ARTS COLLEGES. NEW DIMENSIONS IN 
HIGHER EDUCATION, NUMBER 24. 
BR-6-1722-24 ED 013 348 


THE AMERICAN COLLEGE AND INTER. 
NATIONAL EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


COLLEGE DEANS 
THE ACADEMIC DEANSHIP--AN ANNO. 
TATED BIBLIOGRAPHY. 
ED 013 657 


COLLEGE ENTRANCE EXAMINA- 
TIONS 


CAN COMPUTERS WRITE COLLEGE 
ADMISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 ED 013 488 
PREDICTING STUDENT ACCOMPLISH. 
MENT IN COLLEGE FROM THE ACT ASS. 
ESSMENT. 


ACT-RR-21-AUG-67 ED 013 628 


COLLEGE ENVIRONMENT 
A DESCRIPTION OF JUNIOR COLLEGES. 
ACT-RR-JUL-1965-NO-5 ED 013 599 


COLLEGE FACULTY 
GENERAL EDUCATION IN LIBERAL 
ARTS COLLEGES. NEW DIMENSIONS IN 
HIGHER EDUCATION, NUMBER 2%. 
BR-6-1722-24 ED 013 348 


THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 
BR-6-1722-27 ED 013 349 
EDUCATION FOR INDIVIDUAL DEVELO- 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 
BR-6-1722-31 


CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 

ED 018 625 


ED 0138 353 


PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES-AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 
CDCCE-OP-2 


REPORT OF THE STUDY MADE AS PART 
OF THE FIFTH ADMINISTRATIVE 
TEAMS INSTITUTE FROM JEFFERSON 
STATE JUNIOR COLLEGE. 


ED 013 630 


ED 013 650 


FACULTY PARTICIPATION IN COMMUN- 
ITY COLLEGE GOVERNANCE--AN ANNO- 
TATED BIBLIOGRAPHY. 
CDCCE-OP-3 


TRAINING COLLEGE READING SPECIA- 
LISTS. 


ED 013 651 


ED 013721 


COLLEGE FRESHMEN 
STUDENTS WITH DIFFERENT VOCA- 
TIONAL CHOICES. A DESCRIPTION OF 
COLLEGE FRESHMEN, II. 


ACT-RR-NO-4-JUN-65 ED 013 457 





A STUDY OF THE RELATIONSHIPS BE- 
TWEEN THE READING DONE BY COL- 
LEGE FRESHMEN AND APTITUDE AND 
SCHOLASTIC ACHIEVEMENT. 


BR-5-8421 ED 013 712 


COLLEGE GRADUATES 
AN APPROACH TO THE USE OF COMPU- 
TERS IN THE INSTRUCTIONAL PROCESS 
AND EVALUATION. 


RR-RC-1432 ED 013 539 


COLLEGE INSTRUCTION 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 
BR-6-1722-16 


AN EVALUATION OF THE UNIVERSITY 
OF MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM. 

UM-RSSL-RR-6502 ED 013 733 


ED 013 341 


COLLEGE LANGUAGE PRO- 
GRAMS 
THE FOREIGN LANGUAGE ATTAIN- 
MENTS OF LANGUAGE MAJORS IN THE 
SENIOR YEAR-A SURVEY CONDUCTED 
IN U.S. COLLEGES AND UNIVERSITIES. 
BR-5-1255 ED 013 343 


AVIRS AND TECHNOLOGICAL INSTRUC- 
TION--EXPERIENCES WITH THE NEW 
EDUCATIONAL REVOLUTION. 

ED 013 544 


TWO HEADS ARE BETTER THAN ONE-- 
REPORT ON AN EXPERIMENT. 
ED 013 549 


THE LANGUAGE LABORATORY, 1966--AN 
APPRAISAL. PANEL DISCUSSION. 
ED 013 558 


THE PLACE OF LANGUAGE AND LITERA- 
TURE IN THE ARTICULATION OF COL- 
LEGE AND HIGH SCHOOL LANGUAGE 
PROGRAMS. 

ED 013 563 


COLLEGE CLASSICAL ENROLLMENTS, 
1965-66. 
ED 013 566 


THE FOREIGN LANGUAGE PROGRAM IN 
WASHOE COUNTY AND THE UNIVERS- 
ITY OF NEVADA. 

ED 013571 


THE TEACHING OF RUSSIAN--A RES- 
PONSE TO NATHAN ROSEN. 
ED 013577 


COLLEGE LIBRARIES 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 


MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 


BR-6-1722-29 ED 013 351 


COLLEGE PLANNING 
EDUCATION FOR INDIVIDUAL DEVELO- 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 


BR-6-1722-31 ED 013 353 


PHYSICAL FACILITIES FOR HIGHER ED- 

UCATION IN OKLAHOMA. SELF-STUDY 

OF HIGHER EDUCATION IN OKLAHOMA. 
ED 013 526 


UNIVERSITY RESEARCH BUILDINGS 
FOR SSSHORT-TERM GRANT PROGRAMS. 
ED 013 530 


HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 

ED 013 531 


A GENERAL SITE LOCATION STUDY FOR 
A REGIONAL COLLEGE FOR THE OKANA- 
GAN AREA OF BRITISH COLUMBIA. 

ED 013 533 


REPORT OF A SURVEY OF POTENTIALI.- 
TIES FOR A COLLEGE IN MOBILE, 
ALABAMA. 

ED 013 534 


GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 
ED 013 608 


COLLEGE PROGRAMS 
INSTITUTIONAL RESEARCH AND THE 
ACADEMIC PROGRAM. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 20. 
BR-6-1722-20 ED 013 381 

ART PROGRAMS IN NEGRO COLLEGES. 

FINAL REPORT. 

CRP-3159 ED 013 859 

CONTINUING EDUCATION PROGRAMS 

FOR WOMEN. 


DOL-WB-PAM-10 ED 013 933 


COLLEGE ROLE 
THE EVENING COLLEGE AND THE COM- 
MUNITY COLLEGE-AN EXAMINATION 
OF THE CONFLICT IN NEW YORK AND A 
PROJECTION FOR NEW JERSEY. 
ED 013617 


COLLEGE SCIENCE 
THE RISE OF THE AMERICAN CHEMIS- 
TRY PROFESSION, 1850-1900. 
ED 013 753 


SCIENCE COURSE IMPROVEMENT PROJ- 
ECTS. 2, SCIENCE TEACHING EQUIPM- 
ENT. 

NSF-63-15 


THE PROCEEDINGS OF THE BOULDER 
CONFERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964). 

4 ED 013 765 


ED 013 760 


PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


COLLEGE STUDENTS 
THE STUDENT ACTIVISTS-RIGHTS, 
NEEDS, AND POWERS OF UNDERGRAD- 
UATES. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 30. 


BR-6-1722-30 ED 013 352 


TRANSITION FROM SCHOOL TO COLL- 
EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17. 
BR-6-1722-17 


THE STUDENT AND CAMPUS CLIMATES 
OF LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18. 

BR-6-1722-18 ED 013 379 


THE EFFECT OF FEEDBACK TRAINING 
ON ACCURACY OF JUDGMENTS. 
NMSC-RR-VOL-3-NO-3-1967 ED 013 460 


ED 013 378 


THE ETHICS AND POLITICS OF COLLEGE 
PSYCHIATRY. 
ED 013 465 


PERSONAL AND CIRCUMSTANTIAL FAC- 
TORS INFLUENCING THE ACT OF DISC- 
OVERY. 
BR-5-8074 ED 013 469 
THE EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION. 
CRP-S-478 


AN APPROACH TO THE USE OF COMPU- 
TERS IN THE INSTRUCTIONAL PROCESS 
AND EVALUATION. 

RR-RC-1432 ED 013 539 


AN INVESTIGATION OF CLOSED-CIR- 
CUIT TELEVISION FOR TEACHING UNIV- 
ERSITY COURSES. INSTRUCTIONAL 
TELEVISION RESEARCH, PROJECT NUM- 
BER ONE. 


ED 013 537 


ED 013 540 


WHAT MATERIALS SHOULD BE USED IN 
COLLEGE READING COURSES. 
ED 013 709 


EFFECTIVENESS OF FOUR METHODS OF 
INCREASING READING RATE, COMPRE- 
HENSION, AND FLEXIBILITY. 
BR-6-8187 ED013 718 
TRAINING COLLEGE READING SPECIA- 
LISTS. 

ED 013721 


AN EVALUATION OF THE UNIVERSITY 
OF MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM. 


UM-RSSL-RR-6502 ED 013 733 


COLLEGE TEACHERS 
AN INVESTIGATION OF CLOSED-CIR- 
CUIT TELEVISION FOR TEACHING UNIV- 
ERSITY COURSES. INSTRUCTIONAL 
TELEVISION RESEARCH, PROJECT NUM- 
BER ONE. 

ED 013 540 


OF SPANISH DEPARTMENTS AND 
TEACHING SPANISH. 
ED 013 557 


THE FUNCTION OF THE ENGLISH DE- 
PARTMENT PLACEMENT OFFICER. 
ED 013 834 


COLLEGES 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 


BR-6-1722-21 ED 013 346 
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GENERAL EDUCATION WW LIBERAL 
ARTS COLLEGES. NEW DIMENSIONS IN 
HIGHER EDUCATION, NUMBER 24. 

BR-6-1722-24 ED 013 348 


THE HOUSE PLAN IN HIGHER EDUCA- 
TION AND ITS APPLICATION TO THE 
COMMUNITY COLLEGE. 

ED 013 627 


COLLEGES 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FAI.1. 1966. 


BR-5-1274 ED 013 358 


COMMUNICATION (THOUGHT 
TRANSFER) 
ICONIC SIGNS AND SYMBOLS IN AUDIO- 
VISUAL COMMUNICATION, AN ANALY- 
TICAL SURVEY OF SELECTED WRITINGS 
AND RESEARCH FINDINGS. FINAL REP- 
ORT. 


NDEA-VIIB-449 ED 013 371 


COMMUNICATION PROBLEMS 
REPORT ON THE INTERAMERICAN CO- 
NSULTATION ON URBAN COMMUNITY 
DEVELOPMENT (PANAMA CITY, PAN- 
AMA , JUNE 7-9, 1966). 

ED 013 393 


COMMUNITY ACTION 
CITIZENS LEAGUE REPORT ON COM- 
MUNITY COLLEGES FOR THE TWIN 
CITIES AREA. 
ED 013631 


COMMUNITY ATTITUDES 
GUIDE TO PUBLIC RELATIONS FOR JU- 
NIOR COLLEGES, MONOGRAPH C-8. 
ED 013 647 


AN EVALUATION OF OPERATION HEAD 
START BILINGUAL CHILDREN, SUM- 
MER, 1965. 

ED 013 667 


COMMUNITY COLLEGES 
AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 

ED 013 869 


COMMUNITY COOPERATION 
EFFECTIVE JUNIOR COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES--RA- 
TIONALE, GUIDELINES, PRACTICES. 
UCLA-JCLP-OR-10 ED 013 660 


COMMUNITY DEVELOPMENT 
REPORT ON THE INTERAMERICAN CO- 
NSULTATION ON URBAN COMMUNITY 
DEVELOPMENT (PANAMA CITY, PAN- 
AMA , JUNE 7-9, 1966). 

ED 013 393 
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COMMUNITY INVOLVEMENT 
PROBLEMS OF SCHOOL DECENTRALIZA- 
TION IN NEW YORK CITY. 

ED 013 843 


COMMUNITY SCHOOLS 
THE SCHOOLHOUSE IN THE CITY. 
ED 013 524 


COMMUNITY SERVICE PRO- 
GRAMS 


EFFECTIVE JUNIOR’ COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES-RA- 
TIONALE, GUIDELINES, PRACTICES. 

UCLA-JCLP-OR-10 ED 013 660 


COMMUNITY STUDY 

PROJECT HEAD START AND THE CULT- 

URALLY DEPRIVED IN ROCHESTER, 

NEW YORK, A STUDY OF PARTICIPATING 

AND NON-PARTICIPATING FAMILIES IN 

AREAS SERVED BY PROJECT HEAD 

START IN ROCHESTER, FINAL REPORT. 
ED 013 669 


COMMUNITY SUPPORT 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 11TH PROGRESS REPORT, 
COMMUNITY SPONSORSHIP PROGRAM. 
ED 013 420 


COMPANIONS (OCCUPATION) 
COMPANION TO AN ELDERLY PERSON, 
A SUGGESTED TRAINING PROGRAM. 
OE-87006 ED 013 925 


COMPARATIVE ANALYSIS 
DOES JOHNNY KNOW MORE WORDS 
THAN IVAN. 
ED 013 725 


LEARNING EFFICIENCY AS A FUNC- 
TION OF DEPICTION, VERBALIZATION, 
GRADE AND SOCIAL CLASS. 

ED 013 854 


A COMPARISON OF PROGRAMED AND 
LECTURE-DISCUSSION METHODS OF 
TEACHING FARM CREDIT TO HIGH 
SCHOOL YOUTH AND ADULTS. 


PSU-BULL-722 ED 013 872 


COMPENSATORY EDUCATION 
THE HIGHER EDUCATION OF THE DIS- 
ADVANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28. 
BR-6-1722-28 ED 013 350 


COMPENSATORY EDUCATION 
PROGRAMS 
PUPIL, STAFF, AND EDUCATIONAL FAC- 
ILITY CHARACTERISTICS ASSOCIATED 
WITH PUBLIC LAW 89-10 TITLE I PRO- 
JECTS IN IOWA. INTERIM REPORT, 1 
JUNE 1966-31 MAY 1967. 
ED 013 853 


COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 


OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. , 

ED 013 863 


ESEA TITLE I PROJECTS IN THE BERKE- 
LEY UNIFIED SCHOOL DISTRICT--A 
SHORT SUMMARY OF ACTIVITIES AND 
EVALUATION FOR THE SPRING SEMEST- 
ER, 1966. 

ED 013 865 


COMPOSITION (LITERARY) 
ENGLISH IN THE TWO-YEAR COLLEGE- 
-REPORT OF A JOINT COMMITTEE OF 
THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE COMPOSITION AND COMMUNI. 
CATION. 

ED 013 604 


A CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT. 
CRP-H-001 ED 013 805 
THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1964-65, VO- 
LUMEI. 

ED 013814 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1965-66, VO- 
LUMEII. 

ED 013815 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1966-67, VO- 
LUME III. 

ED 013 816 


COMPREHENSIVE HIGH 
SCHOOLS 
THE FOUR-YEAR COMPREHENSIVE 
HIGH SCHOOL--NINTH-YEAR TRANSFER 
PROGRAM. 
ED 013850 


COMPUTATIONAL LINGUISTICS 
AN INVESTIGATION OF THE USE OF DI- 
GITAL COMPUTERS IN THE CREATION 
OF PROGRAMMED LANGUAGE _IN- 
STRUCTION, WITH PARTICULAR REF. 
ERENCE TO STANDARD UKRAINIAN 
AND AMERICAN ENGLISH. 


BR-5-8212 ED 013 448 


COMPUTER ASSISTED INSTRUC- 
TION 


EDUCATIONAL APPLICATIONS OF MAN- 
AGEMENT GAMES. FINAL REPORT. 


BR-5-0842 ED 013 372 
AN INVESTIGATION OF THE USE OF DI- 
GITAL COMPUTERS IN THE CREATION 
OF PROGRAMMED LANGUAGE _IN- 
STRUCTION, WITH PARTICULAR REF- 
ERENCE TO STANDARD UKRAINIAN 
AND AMERICAN ENGLISH. 
BR-5-8212 ED 013 448 
AVIRS AND TECHNOLOGICAL INSTRUC- 
TION--EXPERIENCES WITH THE NEW 
EDUCATIONAL REVOLUTION. 

ED 013 544 


READING TECHNOLOGY. 
ED 013 704 











A READING CURRICULUM FOR A COM- 
PUTER-ASSISTED INSTRUCTIONAL SYS- 
TEM--THE STANFORD PROJECT. PRO- 


GRESS REPORT. 

BR-5-0684-PR ED 013 722 
COMPUTER ORIENTED PRO- 
GRAMS 

COST-EFFECTIVENESS-SOME TRENDS 

IN ANALYSIS. 

P-3529 ED 013 491 


AVIRS AND TECHNOLOGICAL INSTRUC- 
TION--EXPERIENCES WITH THE NEW 
EDUCATIONAL REVOLUTION. 


ED 013 544 
COMPUTERS 
CAN COMPUTERS WRITE COLLEGE 
ADMISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 ED 013 488 
CONCEPT FORMATION 


DECREMENT IN CHILDREN’S COGNI- 
TIVE PERFORMANCE AS A CONSE- 
QUENCE OF INFORMATION OVERLOAD. 


ED 013 472 
YOUNG CHILDREN’S THINKING, 
STUDIES OF SOME ASPECTS OF 
PIAGET’S THEORY. 


ED 013 662 


CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 
IMSSS-TR-109 ED 013 665 
VOCABULARY AND CONCEPT DEVELOP- 
MENT. 


ED 013 730 


CONFERENCE REPORTS 

NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A 
NATIONAL CONFERENCE SPONSORED 
BY UCLA, AAJC, AND THE ACCREDITING 
COMMISSION FOR JUNIOR COLLEGES OF 
THE WESTERN ASSN. OF SCHOOLS AND 
COLLEGES (JULY 15-17, 1964). (TITLE 
SUPPLIED). 

UCLA-JCLP-OR-7 ED 013 606 


THE 1957 UNIVERSITY OF UTAH RE- 
SEARCH CONFERENCE ON THE IDENT- 
IFICATION OF CREATIVE SCIENTIFIC 
TALENT (2D, BRIGHTON, UTAH, AUGUST 
17-20, 1957). 

ED 013 762 


THE PROCEEDINGS OF THE BOULDER 
CONFERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964). 

ED 013 765 





CONFERENCES 
THE COLORADO COLLEGE CONFER- 
ENCE ON ADVANCED PLACEMENT IN 


ART. 
BR-6-8328 ED 013 780 
CONFERENCE LEADERSHIP. 
ED 013 946 
CONFLICT 


THE EVENING COLLEGE AND THE COM- 








MUNITY COLLEGE-AN EXAMINATION 
OF THE CONFLICT IN NEW YORK AND A 
PROJECTION FOR NEW JERSEY. 

ED 013617 


CONFORMITY 


PERSONALITY AND CONFORMITY. 
CRP-S-021 ED 013 360 


CONSTRUCTION 


COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. 
BR-5-0059-B ED 013 954 
READING ASSIGNMENT OUTLINES FOR 
INDUSTRIAL TECHNOLOGY I, THE 
WORLD OF CONSTRUCTION. 
BR-5-0059-D 


A TEACHING PROGRAM FOR INDUSTRI- 
AL TECHNOLOGY, THE WORLD OF CONS- 
TRUCTION. (TITLE SUPPLIED). 
BR-5-0059-C 


ED 013 956 


ED 013 959 


CONSTRUCTION COSTS 


UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 
ED 013 530 


CONSUMER ECONOMICS 


CONTINUING EDUCATION FOR DEAF 
ULTS. 


ED 013 419 


CONTINUING EDUCATION CEN- 
TERS 


ADULT EDUCATION TECHNIQUES IN 
DEVELOPING COUNTRIES, A GREEK 
CASE STUDY. PROBLEMS OF DEVELOP- 
MENT SERIES. 

ED 013 417 


CONTRASTIVE LINGUISTICS 


A DESCRIPTIVE INDONESIAN GRAM- 
MAR--PRELIMINARY EDITION. 


BR-5-1219 ED 013 432 


CONTROLLED ENVIRONMENT 
THE TREATMENT OF DISRUPTIVE 
CLASSROOM BEHAVIOR PROBLEMS BY 
EMPLOYMENT OF A PARTIAL-MILIEU 
CONSISTENCY PROGRAM. FINAL REP- 
ORT. 


BR-6-8366 ED 013 468 


COOKING INSTRUCTION 


SCHOOL LUNCH AND LEARNING. 
ED 013 694 


COOKS 
GUIDE FOR COURSE OF STUDY FOR 
COOK (HOTEL AND RESTAURANT) (ENT- 


RY). 
ED 013 952 


COOPERATING TEACHERS 


THE RELATIONSHIP BETWEEN CLASS- 
ROOM VERBAL BEHAVIOR OF STUDENT 


TEACHERS AND THE CLASSROOM VER- 
BAL BEHAVIOR OF THEIR COOPERAT- 
ING TEACHERS. 

ED 013 788 


INTERACTION ANALYSIS AS A FEED- 
BACK SYSTEM IN TEACHER PREPARAT- 
ION. 

ED 013 798 


COOPERATIVE EDUCATION 


PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013 891 


AGRICULTURAL MACHINERY-POWER. 
TEACHERS COPY. 
ED 013 892 


FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 
MSU-ER-34 ED 013919 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING, A STUDY 
GUIDE AND PROGRESSION RECORD IN 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING. 
US-FILE-316 ED 013 929 
BARBERING, A STUDY GUIDE AND PRO- 
GRESSION RECORD FOR BARBERING 
STUDENTS IN A COOPERATIVE TRAIN- 
ING PROGRAM. 


UA-FILE-1338 ED 013 948 


COOPERATIVE PROGRAMS 


COOPERATION IN STUDENT TEACHING. 
CIRC-4-1964 ED 013 768 


COORDINATION 

REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 

ED 013 673 


CORE COURSES 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 


CORN 
PRODUCING HIGH CORN YIELDS. 
UI-VAS-4039A ED 013 920 





CORRECTIVE INSTITUTIONS 
A PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS 
OF FLORIDA DIVISION OF CORRECT- 
IONS, IN COOPERATION WITH FLORIDA 
STATE UNIVERSITY ADULT EDUCATION 
DEPARTMENT. 


ED 013 406 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
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ING AND PLACEMENT OF ,YOUTHFUL 

OFFENDERS. 11TH PROGRESS REPORT, 

COMMUNITY SPONSORSHIP PROGRAM. 
ED 013 420 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 12TH PROGRESS REPORT, 
AUTO SERVICE STATION MECHANIC.-AT- 
TENDANT COURSE. 

ED 013 421 


MDTA VOCATIONAL‘ EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 18TH PROGRESS REPORT. 
ED 013 422 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 14TH PROGRESS REPORT. 
ED 013 423 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 15TH PROGRESS REPORT. 
ED 013 424 


CORRECTIVE READING 
INDIVIDUALIZED READING WITH THE 
EDUCABLE 

ED 013 740 


COST EFFECTIVENESS 
COST-EFFECTIVENESS-SOME TRENDS 
IN ANALYSIS. 


P-3529 ED 013 491 


COSTS 
UNIT COST STUDIES. 
ED 013 492 


COST MODEL FOR LARGE URBAN 
SCHOOLS. 

NCES-TN-30 ED 013 527 
URBAN EDUCATION SYSTEMS ANALY- 


ED 013 528 


COUNSELING SERVICES 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 15TH PROGRESS REPORT. 
ED 013 424 


ADMINISTERING COMMUNITY COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 
LEGE LEADERSHIP PROGRAM (5TH, ANN 
ARBOR, 1965). 

ED 013 636 


COUNSELOR FUNCTIONS 
ADMINISTERING COMMUNITY COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 
LEGE LEADERSHIP PROGRAM (6TH, ANN 
ARBOR, 1965). 

ED 013 636 
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COUNSELOR ROLE 
ADMINISTERING COMMUNITY COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 


LEGE LEADERSHIP PROGRAM (5TH, ANN . 


ARBOR, 1965) 
ED 013 636 


COUNSELORS 
THE EFFECT OF FEEDBACK TRAINING 
ON ACCURACY OF JUDGMENTS. 


NMSC-RR-VOL-3-NO-3-1967 ED 013 460 


COURSE CONTENT 
A TEACHER’S GUIDE FOR ADULT BASIC 
EDUCATION. 


MSBE-PUB-134-G ED 013 403 


FOREIGN LANGUAGES AND THE 
HUMANITIES. 
ED 013 570 


COURSE EVALUATION 
ENGLISH A-AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 


SDCC-RR-67-7 ED 013 619 


COURSE OBJECTIVES 
IN S&ARCH OF A SYNTHESIS. 
ED 013 569 


COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. 


BR-5-0059-B ED 013954 


COURSES 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 


COURT REPORTERS 
COURT REPORTING. (BUSINESS TECHN- 
OLOGY). 


ED 013 944 


CREATIVITY 
CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 
BR-5-8297 ED 013 368 


THE PREDICTION OF CREATIVITY AND 

ACADEMIC ACHIEVEMENT FROM A CON- 

CRETE PERCEPTUAL-COGNITIVE TASK. 
ED 013 470 


THE 1957 UNIVERSITY OF UTAH RE- 
SEARCH CONFERENCE ON THE IDENT- 
IFICATION OF CREATIVE SCIENTIFIC 
TALENT (2D, BRIGHTON, UTAH, AUGUST 

7-20, 1957). 
ED 013 762 


SCIENTIFIC CREATIVITY - ITS RECOGNI- 
TION AND DEVELOPMENT. 
ED 013 767 


TEACHERS’ ATTITUDES ABOUT CREAT- 
IVITY. 


ED 013 803 


CREDENTIALS 
CHANGING THE PECKING ORDER. 
ED 013 790 


CREDITS 
NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 


BR-6-1722-15 ED 013 340 


CRITERIA 
DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 
AIRCRAFT EFFECTIVENESS. 
ED 013 395 


CRITICAL READING 
THOSE PESKY BOOK REPORTS. 
ED 013 747 


CRITICAL THINKING 
TEACHING CRITICAL THINKING IN THE 
SECONDARY SCHOOL. 
ED 013 687 


CROSS CULTURAL TRAINING 
THE TRANSCULTURAL RESEARCH AND 
TRAINING INSTITUTE (TCI). 
ED 013 394 


MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 


SDC-SP-2812 ED 013 397 


CULTURAL AWARENESS 
THE EDUCATION OF THE CULTURALLY 
DIFFERENT, A MULTI-CULTURAL APP- 
ROACH. 
BR-6-2931 ED 013 698 
AN EVALUATION OF THEATRE RE- 
SOURCES FOR YOUTH, PROJECT TRY. 
DPSC-66-691 ED 013 829 


CULTURAL BACKGROUND 
THE EDUCATION OF THE CULTURALLY 
DIFFERENT, A MULTI-CULTURAL APP- 
ROACH. 


BR-6-2931 ED 013 698 


CULTURAL DIFFERENCES 
THE EDUCATION OF THE CULTURALLY 
DIFFERENT, A MULTI-CULTURAL APP- 
ROACH. 


BR-6-2931 ED 013 698 


CULTURAL DISADVANTAGE- 
MENT 


PROJECT HEAD START AND THE CULT- 


URALLY DEPRIVED IN ROCHESTER, 
NEW YORK, A STUDY OF PARTICIPATING 
AND NON-PARTICIPATING FAMILIES IN 
AREAS SERVED BY PROJECT HEAD 
START IN ROCHESTER, FINAL REPORT. 
ED 013 669 


THE EDUCATION OF THE CULTURALLY 














DIFFERENT, A MULTI-CULTURAL APP- 
ROACH. 
BR-6-2931 ED 013 698 


FORMS AND SCOPE OF POVERTY IN KEN- 
TUCKY. RESOURCE DEVELOPMENT 
SERIES 10. 

ED 013 700 


101 BOOKS FOR TEACHING THE DISADV- 
ANTAGED. 
ED 013 743 


ING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 
ED 013 855 


CULTURAL ENVIRONMENT 
SOCIALIZATION FOR BICULTURAL AD- 
JUSTMENT--A CASE STUDY. 

ED 013 861 


CULTURAL EXCHANGE 
REPORT ON THE INTERAMERICAN CO- 
NSULTATION ON URBAN COMMUNITY 
DEVELOPMENT (PANAMA CITY, PAN- 
AMA , JUNE 7-9, 1966). 
ED 013 393 


CULTURAL PLURALISM 
SOCIALIZATION FOR BICULTURAL AD- 
JUSTMENT--A CASE STUDY. 


ED 013 861 


CULTURALLY DISADVANTAGED 
THE HIGHER EDUCATION OF THE DIS- 
ADVANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28. 


BR-6-1722-28 ED 013 350 


ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 

ED 013 459 


TEFL AND THE CULTURALLY DEPR- 


IVED. 
ED 013 691 


FORMS AND SCOPE OF POVERTY IN KEN- 
TUCKY. RESOURCE DEVELOPMENT 


SERIES 10. 
ED 013 700 


THE DEVELOPMENT OF A BEGINNING 
READING SKILLS PROGRAM USING THE 
EDISON RESPONSIVE ENVIRONMENTS 
INSTRUMENT. SECOND PROGRESS REP- 


ED 013 720 
TEACHING READING TO THE CULTURA- 


LLY DISADVANTAGED IN SECONDARY 
SCHOOLS. 


ED 013 729 
CULTURE 
THE NAVAHO. 
ED 013 672 
CULTURE CONFLICT 


SOCIALIZATION FOR BICULTURAL AD- 
JUSTMENT--A CASE STUDY. 


ED 013 861 





CURRICULUM 


NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 


BR-6-1722-15 ED 013 340 
MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 

SDC-SP-2812 ED 013 397 


THE RISE OF THE AMERICAN CHEMIS- 
TRY PROFESSION, 1850-1900. 


ED 013 753 
A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM. 
OE-29034-A ED 013 755 


THE PROCEEDINGS OF THE BOULDER 
CONFERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964). 

ED 013 765 


RESEARCH ON GENERAL VOCATIONAL 
CAPABILITIES (SKILLS AND KNOWLE- 
DGES). FINAL REPORT. 


ED 013 870 
COURT REPORTING. (BUSINESS TECHN- 
OLOGY). 
T28 ED 013 944 


TRAFFIC AND TRANSPORTATION. (BUSI- 
NESS TECHNOLOGY). 
T34 


ED 013 945 





DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 

ED 013 951 


CURRICULUM DEVELOPMENT 


KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 
BULL-4-1967 ED 013 342 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 


NUMBER 29. 
BR-6-1722-29 ED 013 361 
LEADERSHIP--ORGANIZATION AND 
STRUCTURE. 

ED 013 487 


TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


STUDENT SUCCESS IN BEGINNING CH- 
EMISTRY (CHEMISTRY 3) AT EL CAMINO 
COLLEGE, 1964-65. 

ED 013 603 


A READING CURRICULUM FOR A COM- 
PUTER-ASSISTED INSTRUCTIONAL SYS- 
TEM-THE STANFORD PROJECT. PRO- 
GRESS REPORT. 
BR-5-0684-PR 


THE COMPARATIVE EFFECTS OF PSSC 
PHYSICS AND TRADITIONAL PHYSICS 
ON STUDENT ACHIEVEMENT. 

ED 013 757 


PROVISIONS FOR POTENTIAL DRO- 
POUTS THROUGH IN-SERVICE EDUCA- 
TION FOR TEACHERS. 


ED 013 722 


ED 013 769 








EDUCATIONAL MEDIA IN INSTRUC- 
TIONAL SYSTEMS DEVELOPMENT AT 
THE OHIO STATE UNIVERSITY. 
BR-5-1078 ED 013 781 
THE IDENTIFICATION AND ANALYSIS 
OF PROBLEMS OF FIRST YEAR TEACHE- 
RS. 

ED 013 786 


TEACHING LITERATURE IN GRADES 
SEVEN THROUGH NINE. INDIANA UNIV- 
ERSITY ENGLISH CURRICULUM STUDY 
SERIES. 

ED 013 804 


A CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT. 
CRP-H-001 ED 013 805 
A RATIONALE AND STRUCTURE FOR IN- 
DUSTRIAL ARTS SUBJECT MATTER. 

BR-5-0059-A ED 013 955 


CURRICULUM ENRICHMENT 


TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


CURRICULUM EVALUATION 


RUSSIAN FOR SECONDARY SCHOOLS- 
THE NEW YORK STATE SYLLABUS. AN 
EVALUATION. 

ED 013 551 


STUDENT SUCCESS IN BEGINNING CH- 
EMISTRY (CHEMISTRY 3) AT EL CAMINO 
COLLEGE, 1964-65. 


ED 013 608 
A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM. 
OE-29034-A ED 013 755 
CURRICULUM GUIDES 


TEACHERS’ GUIDES. WORLD HISTORY 
FOR THE ACADEMICALLY TALENTED. 


ADVANCED PLACEMENT EUROPEAN 
HISTORY. 

ED 013 515 
NINTH GRADE PLANE AND SOLID 


GEOMETRY FOR THE ACADEMICALLY 
TALENTED, TEACHERS GUIDE. 
ED 013 517 


A CURRICULUM FOR ENGLISH, GRADE 


1, UNITS 1-12. 
ED 013 806 


A CURRICULUM FOR ENGLISH, GRADE 
2, UNITS 13-22. 
ED 013 807 


A CURRICULUM FOR ENGLISH, GRADE 


3, UNITS 23-33. 
ED 013 808 


A CURRICULUM FOR ENGLISH, GRADE 
4, UNITS 34-44. 
ED 013 809 


A CURRICULUM FOR ENGLISH, GRADE 
5, UNITS 45-57. 
ED 013810 


A CURRICULUM FOR ENGLISH, GRADE 


6, UNITS 58-70. 
ED 013811 
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A CURRICULUM FOR ENGLASH, LANGU- 
AGE EXPLORATIONS FOR “THE ELE- 
MENTARY GRADES. 

ED 013 812 


A CURRICULUM FOR ENGLISH, POETRY 
FOR THE ELEMENTARY GRADES. 
ED 013 813 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 7. 
ED 013817 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 7. 
ED 013 818 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 8. 
ED 013819 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 8. 
ED 013 820 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 9. 
ED 013 821 


A CURRICULUM FOR ENGLISH, STU: 
DENT PACKET, GRADE 9. 
ED 013 822 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 10. 
ED 013 823 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 10. 
ED 013 824 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 11. 
ED 013 825 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 11. 
ED 013 826 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 12. 
ED 013 827 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 12. 
ED 013 828 


TEACHING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 
ED 013 855 


AGRICULTURAL CHEMICALS TECHNO- 
LOGY, A SUGGESTED TWO-YEAR POST 
HIGH SCHOOL CURRICULUM AND 
COURSE OUTLINES. 

ED 013 894 


THE LANDSCAPE AIDE, A SUGGESTED 
TRAINING PROGRAM. 
OE-87010 ED 013918 
THE FORESTRY AIDE, A SUGGESTED 
TRAINING PROGRAM. 

OE-87011 ED 013 926 


HIGHWAY ENGINEERING AIDE, A SUG- 
GESTED TRAINING PROGRAM. 


OE-87009 ED 013 927 


ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 

ED 013 930 
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MACHINE TOOL OPERATOR--GENERAL, 
ENTRY, SUGGESTED GUIDE FOR A 
TRAINING COURSE. 

ED 013 931 


PHY 300 PRE-TECHNICAL PHYSICS, 


COURSE OUTLINE. 


DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 

ED 013 951 


GUIDE FOR COURSE OF STUDY FOR 
COOK (HOTEL AND RESTAURANT) (ENT- 
RY). 

ED 013 952 


READING ASSIGNMENT OUTLINES FOR 
INDUSTRIAL TECHNOLOGY I, THE 
WORLD OF CONSTRUCTION. 


BR-5-0059-D ED 013 956 


CURRICULUM GUIDES *TRADE 
AND INDUSTRIAL EDUCATION 
SMALL CRAFT OPERATION AND NAVI- 
GATION, INSTRUCTOR'S GUIDE. 
ED 013 950 


CURRICULUM PLANNING 
KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 


BULL-4-1967 ED 013 342 


CURRICULUM PROBLEMS 
A NEW LOOK AT THE LINGUAL APP- 
ROACH. 
ED 013 547 


CURRICULUM RESEARCH 
AN INDUSTRIAL ARTS CURRICULUM 
PROJECT FOR THE JUNIOR HIGH 
SCHOOL. 


BR-5-0059 ED 013 949 


DANCE 
AN INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUN- 
ITY RESOURCES TO PROVIDE SERVICES 
TO ARTS ORGANIZATIONS AND 
THROUGH THEM TO SCHOOLS AND 
COLLEGES. FINAL REPORT. 


BR-6-8039 ED 013 367 


DATA PROCESSING 

THE EXPANDED USE OF DATA PROCESS- 
ING EQUIPMENT IN THE LOS ANGELES 
COLLEGES, AN INFORMATIONAL RE- 
PORT OF THE DIVISION OF COLLEGE 
AND ADULT EDUCATION, LOS ANGELES 
CITY SCHOOLS. 

ED 013 600 


DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 

ED 013 951 


DAY CARE PROGRAMS 
FEDERAL FUNDS FOR DAY CARE PROJ- 


ED 013 907 


ED 013 938 


DEAF 
THE DEAF. PRENTICE-HALL FOUNDA- 
TIONS OF SPEECH PATHOLOGY SERIES, 


ED 013 508 


DEAF EDUCATION 
CONTINUING EDUCATION FOR DEAF 
ADULTS. 


ED 013 419 


POWER SEWING. 
ED 013 936 


DECENTRALIZATION 
PROBLEMS OF SCHOOL DECENTRALIZA. 

TION'IN NEW YORK CITY. 
ED 018 843 


DECISION MAKING 
A MODEL FOR SHARED DECISION MAK- 
ING IN THE SCHOOL PRINCIPALSHIP. 
CEMREL-OP-NO-2-1967 ED 013 480 


URBAN EDUCATION SYSTEMS ANALY- 
SIS. 


NCES-TN-24 ED 013 528 


DECISION MAKING SKILLS 
COST-EFFECTIVENESS-SOME TRENDS 
IN ANALYSIS. 
P-3529 ED 013 491 

PROGRAM PLANS FOR FAR WEST LABO- 

RATORY FOR EDUCATIONAL RESEARCH 

AND DEVELOPMENT, MARCH 1, 1967. 

ED 013 684 

PROFESSIONAL INTEGRATION AND 

CLINICAL RESEARCH. 

ED 013 800 


DEGREE REQUIREMENTS 
WHAT CAN WE DO ABOUT THE PH.D. 
ED 013 832 


DEGREES (TITLES) 
WHAT CAN WE DO ABOUT THE PH.D. 
ED 013 832 


DELINQUENT REHABILITATION 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 11TH PROGRESS REPORT, 
COMMUNITY SPONSORSHIP PROGRAM. 

ED 013 420 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 12TH PROGRESS REPORT, 
AUTO SERVICE STATION MECHANIC-AT- 
TENDANT COURSE. 

ED 013 421 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 18TH PROGRESS REPORT. 
ED 013 422 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 





ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 14TH PROGRESS REPORT. 
ED 013 423 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 15TH PROGRESS REPORT. 
ED 013 424 


DEMOGRAPHY 
RURAL YOUTH-WORK PROGRAMS-- 
PROBLEMS OF SIZE AND SCOPE. 
ED 013 688 


DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 
ED 013 839 


DEMONSTRATION CENTERS 
PROGRAM OF EDUCATIONAL REQUIRE- 
MENTS FOR EXPERIMENTAL LEARN- 
ING CENTERS IN STATE COLLEGES IN 
PENNSYLVANIA. 

ED 013 529 


DENTAL SCHOOLS 
RESEARCH IN PROFESSIONAL EDUCAT- 
ION, WITH SPECIAL REFERENCE TO 
MEDICAL EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 22. 


BR-6-1722-22 ED 013 347 


DEPRESSED AREAS (GEOGRA- 
PHIC) 
RETRAINING AND MIGRATION AS FAC- 
TORS IN REGIONAL ECONOMIC DEVELO- 
PMENT. 
ED 013 399 


CAUSES OF RURAL POVERTY. 
ED 013 695 


DESIGN 
CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


DEVELOPING NATIONS | 
MANPOWER, EMPLOYMENT, AND ED- 
UCATION IN THE RURAL ECONOMY OF 
TANZANIA. 
IIEP-AFR-RES-MONOGR-9 ED 013 402 

ADULT EDUCATION TECHNIQUES IN 

DEVELOPING COUNTRIES, A GREEK 

CASE STUDY. PROBLEMS OF DEVELOP. 

MENT SERIES. 

ED 013 417 


DIAGNOSTIC TEACHING 
THE BRAIN-INJURED CHILD, A SUMM- 
ARY REPORT OF CONFERENCE ON THE 
CHILD WITH LEARNING DISABILITIES 
(JERSEY CITY, MARCH 25, 1965). 
ED 013 520 


DIALECT STUDIES 
ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 


NDEA-VI-138 ED 013 373 


CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 
ED 013 455 


DIALECTS 
MANDARIN DIALECTS--A PROBLEM IN 
CLASSIFICATION. 
ED 013 431 


DICTIONARIES 
A COURSE IN URDU, VOLUME THREE. 
BR-6-3061-VOL-3 ED 013 437 


A KURDISH-ENGLISH DICTIONARY, DI- 
ALECT OF SULAIMANIA, IRAQ. 
BR-5-1257-4 ED 013 438 
A MARANAO DICTIONARY. 
BR-6-8470 ED 013 450 
DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME I, DEFINITIONS OF 
TITLES. 

ED 013 963 


DIRECTORIES 
FEDERAL FUNDS FOR DAY CARE PROJ- 
ECTS. 
ED 013 907 


CONTINUING EDUCATION PROGRAMS 
FOR WOMEN. 


DOL-WB-PAM-10 ED 013 933 


DISADVANTAGED GROUPS 
THE CANADA NEWSTART PROGRAM. 
ED 013 404 


THE NEW ROLE OF THE EMPLOYMENT 
SERVICE IN SERVING THE DISADVANT- 
AGED. 

ED 013 463 


SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 
ED 013 851 


FOLLOW-UP STUDY OF PROJECT UPLI-. 


FT, THE MDTA E AND D PROJECT CON- 
DUCTED BY FLORIDA A AND M UNIVE- 
RSITY. 


BSSR-369 ED 013 967 


DISADVANTAGED YOUTH 
THE FEASIBILITY OF COST/EFFECTIVE- 
NESS ANALYSIS FOR TITLE 1, PUBLIC 
LAW 89-10. FINAL REPORT. 
BR-6-1680 ED 013 370 
RETRAINING OF THE UNDERPRIVI- 
LEGED, THE NEIGHBORHOOD HOUSE 
STORY. 
ED 013 388 


RETRAINING OF THE UNDERPRIVI- 
LEGED--THE JOB CORPS AND PROGRAMS 
FOR WELFARE RECIPIENTS. 

ED 013 389 


DEVELOPMENTAL CAREER GUIDANCE 
IN ACTION, THE FIRST YEAR. 
ED 013 456 


A BEHAVIORAL APPROACH TO GROUP 
TREATMENT OF CHILDREN. 
ED 013 464 


CLASSICS IN THE INNER CITY SCHOOL- 
-EXPERIMENTS AND PROPOSALS. 
ED 013 562 


READING PROGRAMS FOR ee 
AMERICAN CHILDREN OF TEX. 
‘ED 013 737 


READING IN APPALACHIA. 
ED 013 738 


TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 
ED 013 744 


IT’S TIME FOR A MOON-SHOT IN EDU- 
CATION. 
ED 013777 


THE TEACHER CORPS PROJECT AT NEW 
YORK UNIVERSITY. 
ED 013 795 


MEDIA AND THE EDUCATION OF THE 
DISADVANTAGED. 
ED 013 835 


THE NEIGHBORHOOD YOUTH CORPS- 
HELP OR HANDOUT. 
ED 013 846 


TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 
BR-5-1035 ED 013 849 
THE FOUR-YEAR COMPREHENSIVE 
HIGH SCHOOL--NINTH-YEAR TRANSFER 
PROGRAM. 

ED 013 850 


AN EVALUATION OF STAR, OR THE EF- 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA. 

ED 013 852 


PUPIL, STAFF, AND EDUCATIONAL FAC- 
ILITY CHARACTERISTICS ASSOCIATED 
WITH PUBLIC LAW 89-10 TITLE I PRO- 
JECTS IN IOWA. INTERIM REPORT, 1 
JUNE 1966-31 MAY 1967. 

ED 013 853 


TEACHING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 
ED 013 855 


WHERE THE ACTION IS--AN EVALUAT- 
ION, PROJECT 64-1. 
ED 013 856 


THE DISADVANTAGED CHILD AND THE 
LANGUAGE ARTS. 
MSDPI-BULL-368 ED 013 858 
COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


VANGUARD OF EDUCATION IN TEXAS. 
ED 013 866 


DISCIPLINE POLICY 
LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 
LEGE RESIDENCE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
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AL LEADERSHIP INSTITUBE (BANNER 
ELK, NORTH CAROLINA, AVGUST 5-9, 
1963). 

ED 013 626 


DISCOVERY PROCESSES 
PERSONAL AND CIRCUMSTANTIAL FAC- 
TORS INFLUENCING THE ACT OF DISC- 
OVERY. 


BR-5-8074 ED 013 469 


DISCRIMINANT ANALYSIS 


LET’S LOOK AT RESEARCH. 
ED 013 591 


DISCRIMINATION LEARNING 
THE EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 
OF A TEACHING SKILL. 

ED 013 782 


EFFECTS OF FEEDBACK AND PRACTICE 
CONDITIONS ON THE ACQUISITION OF A 
TEACHING STRATEGY. 


ED 013 794 


DISCRIMINATORY LEGISLATION 
THE TWO WORLDS OF RACE--A HISTORI- 


CAL VIEW. 
ED 013 841 


DISCUSSION GROUPS 
DYNAMICS OF PARTICIPATIVE GROUPS. 
ED 013 382 


DISTRIBUTIVE EDUCATION 
DISTRIBUTIVE EDUCATION FOR AD- 
ULTS, GUIDE FOR PART-TIME INS- 
TRUCTORS. DISTRIBUTIVE EDUCATION 
SERIES, NUMBER 21. 
OE-82003 


ED 013 889 


DOCTORAL DEGREES 
PRELIMINARY STUDY OF PROFES- 
SIONAL CONTRIBUTIONS AND PRODUC- 
TIVITY OF WOMEN WITH DOCTORATES. 
BR-5-8189 ED 013 458 


WHAT CAN WE DO ABOUT THE PH.D. 
ED 013 832 


DOCTORAL PROGRAMS 
WHAT CAN WE DO ABOUT THE PH.D. 
ED 013 832 


DOCTORAL THESES 
THE JUNIOR AND COMMUNITY COL- 
LEGE--A BIBLIOGRAPHY OF DOCTORAL 
DISSERTATIONS, 1964-1966. 
ED 013 656 


THE COMPARATIVE EFFECTS OF PSSC 
PHYSICS AND TRADITIONAL PHYSICS 
ON STUDENT ACHIEVEMENT. 

ED 013 757 


DORMITORIES 
STUDENT REACTIONS TO STUDY FA- 
CILITIES WITH IMPLICATIONS FOR AR- 
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CHITECTS AND COLLEGE ADMINI- 
STRATORS. 
ED 013 535 


DRAFTING 
CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


DRAMA WORKSHOPS 
AN EVALUATION OF THEATRE RE- 
SOURCES FOR YOUTH, PROJECT TRY. 
DPSC-66-691 ED 013 829 


DRAMATICS 
AN EVALUATION OF THEATRE RE- 
SOURCES FOR YOUTH, PROJECT TRY. 
PSC-66-691 ED 013 829 


DRIVER EDUCATION 
EFFECTIVENESS OF TRAFFIC SAFETY 
FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 


ITTE-RR-40 ED 013 542 


DROPOUT IDENTIFICATION 
THE PREDICTION OF DROPOUT BEHA- 
VIOR AMONG URBAN NEGRO BOYS. 
FINAL REPORT. 


CRP-2848 ED 013 847 


DROPOUT PREVENTION 
RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 

ED 013 659 


PROVISIONS FOR POTENTIAL DRO- 
POUTS THROUGH IN-SERVICE EDUCA- 
TION FOR TEACHERS. 

ED 013 769 


DROPOUT RESEARCH 
A SURVEY OF DROP-OUTS AND DISCONT- 
INUING STUDENTS AND THEIR ATTI- 
TUDES TOWARD SELECTED ASPECTS OF 
THE JUNIOR COLLEGE PROGRAM. 

ED 013 642 


RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 
ED 013 659 


DROPOUTS 
THE PREDICTION OF DROPOUT BEHA- 
VIOR AMONG URBAN NEGRO BOYS. 
FINAL REPORT. 
CRP-2848 ED 013 847 
THE FEMALE SCHOOL DROPOUT, SOME 
ASPECTS OF HER MARRIAGE AND FAM- 
ILY MANAGEMENT. 


MISC-PUB-44 ED 013 882 


DUBBING 
TECHNIQUES OF TAPE PREPARATION 
AND DUPLICATION, WITH SUGGESTIONS 
FOR A LANGUAGE LABORATORY. 
ED 013 588 


EARLY CHILDHOOD EDUCATION 
PROJECT HEAD START AND THE CULT- 


URALLY DEPRIVED IN ROCHESTER, 
NEW YORK, A STUDY OF PARTICIPATING 
AND NON-PARTICIPATING FAMILIES IN 
AREAS SERVED BY PROJECT HEAD 
START IN ROCHESTER, FINAL REPORT. 
ED 013 669 


ECONOMIC CLIMATE 


ON IMPROVING THE ECONOMIC STATUS 
OF THE NEGRO. 
ED 013 840 


ECONOMIC DISADVANTAGE- 
MENT 


EVALUATION OF HEADSTART EDUCA- 
TIONAL PROGRAM IN CAMBRIDGE, 
MASSACHUSETTS. FINAL REPORT. 

ED 013 668 


REALITY, RESPONSIBILITY AND RES- 
PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 
CROPS. 

ED 013 675 


CAUSES OF RURAL POVERTY. 
ED 013 695 


FORMS AND SCOPE OF POVERTY IN KEN- 
TUCKY. RESOURCE DEVELOPMENT 
SERIES 10. 

ED 013 700 


ECONOMIC RESEARCH 
RETRAINING AND MIGRATION AS FAC- 
TORS IN REGIONAL ECONOMIC DEVELO- 
PMENT. 

ED 013 399 


THE UTILIZATION OF EDUCATED MAN- 
POWER IN INDUSTRY, A PRELIMINARY 
REPORT. 

ED 013 416 


ECONOMICALLY DISADVAN- 
TAGED 
FORMS AND SCOPE OF POVERTY IN KEN- 
TUCKY. RESOURCE DEVELOPMENT 
SERIES 10. 
ED 013 700 


EDUCABLE MENTALLY HANDI- 
CAPPED 
GUIDE TO PRACTICES AND PROCE- 
DURES FOR THE SLOW LEARNING PRO- 
GRAM IN SECONDARY SCHOOLS. 
ED 013 507 


INDIVIDUALIZED READING WITH THE 
EDUCABLES. 
ED 013 740 


EDUCATION 
THEORIES AND PRACTICES IN THE ED- 
UCATION OF WOMEN DURING THE AGE 
OF ENLIGHTMENT IN FRANCE. 
BR-5-8230 ED 013 363 
QUALITY EDUCATION FOR APPALACH- 
IA, A TITLE IV REGIONAL EDUCATION- 
AL LABORATORY. FINAL REPORT. 
ED 013 678 


AN ECONOMIC AND SOCIAL PROFILE OF 
THE NEGRO AMERICAN. 
ED 013 838 





THE MASS MEDIA AS AN EDUCATIONAL 
INSTITUTION. 
ED 013 844 


EDUCATIONAL ADMINISTRA- 
TION 
VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 
ED 013 482 


RESPONSIBILITIES OF DIVISION AND 
DEPARTMENT CHAIRMEN IN CALIFOR- 
NIA JUNIOR COLLEGES. 

ED 013 618 


FACULTY PARTICIPATION IN COMMUN- 
ITY COLLEGE GOVERNANCE--AN ANNO- 
TATED BIBLIOGRAPHY. 


CDCCE-OP-3 ED 013 651 


EDUCATIONAL ATTITUDES 
ATTITUDES TOWARD EDUCATION AND 
GENERAL SOCIAL ATTITUDES-A “Q” 
STUDY. 

ED 013 498 


THE EDUCATIONAL AND VOCATIONAL 
ASPIRATIONS OF PRISONERS. 


UND-CRVTE-RR-5 ED 013 917 


EDUCATIONAL BACKGROUND 
THE UTILIZATION OF EDUCATED MAN- 
POWER IN INDUSTRY, A PRELIMINARY 
REPORT. 

ED 013 416 


EDUCATIONAL CHANGE 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 
BR-6-1722-16 ED 013 341 
INNOVATION IN HIGHER EDUCATION-- 
DEVELOPMENTS, RESEARCH, AND 
PRIORITIES. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 19. 
BR-6-1722-19 ED 013 380 


INSTITUTIONAL RESEARCH AND THE 
ACADEMIC PROGRAM. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 20. 
BR-6-1722-20 ED 013 381 
PROSPECTIVE CHANGES IN SOCIETY BY 
1986, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 

ED 013 477 


IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 

ED 013 479 


PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (3D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 
BARRIERS TO CHANGE IN PUBLIC 
SCHOOLS. 

ED 013 483 


DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS--THE SCHOOL SYSTEM. _ 
ED 013 484 


SEMINAR ON CHANGE PROCESSES IN 
THE PUBLIC SCHOOLS. 
ED 013 485 


LEADERSHIP--ORGANIZATION 
STRUCTURE. 


AND 


ED 013 487 


EDUCATIONAL COUNSELING 
IMPROVEMENT OF INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


EDUCATIONAL ENVIRONMENT 
EDUCATION FOR INDIVIDUAL DEVELO- 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 
BR-6-1722-31 ED 013 353 

A DESCRIPTION OF MEDICAL COLLEGE 

ENVIRONMENTS. 

ED 013 489 


EDUCATIONAL EQUALITY 
THE EQUALIZING IMPACT OF STATE AID 
TO EDUCATION. 


WP-EDA-3 ED 013 501 


EDUCATIONAL EXPERIMENTS 
INNOVATION IN HIGHER EDUCATION- 
DEVELOPMENTS, RESEARCH, AND 
PRIORITIES. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 19. 
BR-6-1722-19 ED 013 380 


A REPORT TO THE HOUSE INTERSTATE 
AND FOREIGN COMMERCE COMMITTEE 
ON EDUCATIONAL TELEVISION LEGIS- 
LATION. 

ED 013 418 


EDUCATIONAL FACILITIES 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 
NCES-TN-38 ED 013 500 

GUIDE FOR PLANNING COMMUNITY 

COLLEGE FACILITIES. 

ED 013 608 


PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEED- 
INGS OF A CONFERENCE SPONSORED 
BY THE COLLEGE OF ARCHITECTURE 
AND URBAN PLANNING AND THE CEN- 
TER FOR THE DEVELOPMENT OF COM- 
MUNITY COLLEGE EDUCATION (UNIV- 
ERSITY OF WASHINGTON, APRIL 24-25, 
1967). 

ED 013 639 


EDUCATIONAL FINANCE 
THE FEASIBILITY OF COST/EFFECTIVE- 
NESS ANALYSIS FOR TITLE 1, PUBLIC 
LAW 89-10. FINAL REPORT. 
BR-6-1680 ED 013 370 
UNIT COST STUDIES. 
ED 013 492 


MONTEREY PENINSULA JUNIOR COL- 
LEGE DISTRICT, MONTEREY, CALIFOR- 
NIA 93940, ADOPTION BUDGET, FISCAL 
YEAR 1967-68. 

ED 013 648 


OUR SHORT-CHANGED CITY SCHOOLS. 
ED 013 785 


EDUCATIONAL GAMES 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 13TH PROGRESS REPORT. 
ED 013 422 


EDUCATIONAL IMPROVEMENT 


EDUCATION FOR INDIVIDUAL DEVELO- 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 


BR-6-1722-31 ED 013 353 


WASHINGTON COUNTY CLOSED-CIR- 
CUIT TELEVISION REPORT. 


ED 013 536 


EDUCATIONAL INNOVATION 
BARRIERS TO CHANGE IN PUBLIC 
SCHOOLS. 

ED 013 483 


DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS--THE SCHOOL SYSTEM. 
ED 013 484 


SCHOOL DISTRICT INNOVATIVENESS 
AND EXPECTATIONS FOR THE SCHOOL 
BOARD ROLE. 

ED 013 499 


EDUCATIONAL LEGISLATION 
STRENGTHENING STATE DEPART- 
MENTS OF EDUCATION. 

ED 013 502 


EDUCATIONAL METHODS 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 
BR-6-1722-29 ED 013 351 
METHODS AND TECHNIQUES OF ADULT 
TRAINING, NUMBER 1. CURRENT INFO- 
RMATION SOURCES. 
ED 013 429 


EDUCATIONAL NEEDS 
THE TRANSCULTURAL RESEARCH AND 

TRAINING INSTITUTE (TCI). 
ED 013 394 


MANPOWER, EMPLOYMENT, AND ED- 
UCATION IN THE RURAL ECONOMY OF 
TANZANIA. 
IIEP-AFR-RES-MONOGR-9 ED 013 402 
MANPOWER INVENTORY AND TRAIN- 
ING NEEDS ANALYSIS. LOUISIANA DE- 
PARTMENT OF HIGHWAYS MAINTEN- 
ANCE RESEARCH PROJECT, REPORT 
NUMBER 2. 
PB-174-962 ED 013 425 
PHYSICAL FACILITIES FOR HIGHER ED- 
UCATION IN OKLAHOMA. SELF-STUDY 
OF HIGHER EDUCATION IN OKLAHOMA. 
ED 013 526 
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PLANNING FOR THE EDUCATION OF 
TEACHERS. si 
ED 013 796 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 
NYSDL-SB-239-VOL-1 ED 013 876 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 
NYSDL-SB-239-VOL-2 ED 013 879 
A STUDY TO DETERMINE THE NEED 
AND TYPE OF TRAINING PROGRAM FOR 
AGRICULTURAL PUBLIC SERVICE 
TECHNICIANS. 

ED 013 886 


EDUCATIONAL OBJECTIVES 
THE STUDENT AND CAMPUS CLIMATES 
OF LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18. 
BR-6-1722-18 ED 013 379 


PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 

ED 013 477 


IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 

ED 013 479 


PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (3D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 


A SELECTED AND ANNOTATED BIBLIO- 
GRAPHY OF STUDIES CONCERNING THE 
TAXONOMY OF EDUCATIONAL OBJEC- 
TIVES-COGNITIVE DOMAIN. 
UP-WP-13 ED 013 655 
OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 

ED 013 763 


THE EDUCATIONAL AND VOCATIONAL 
ASPIRATIONS OF PRISONERS. 
UND-CRVTE-RR-5 ED 013 917 
AN INDUSTRIAL ARTS CURRICULUM 
PROJECT FOR THE JUNIOR HIGH 
SCHOOL. 
BR-5-0059 ED 013 949 
COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. 


BR-5-0059-B ED 013 954 


EDUCATIONAL PHILOSOPHY 


THEORIES AND PRACTICES IN THE ED.- | 


UCATION OF WOMEN DURING THE AGE 
OF ENLIGHTMENT IN FRANCE. 
BR-5-8230 ED 013 363 
PROBLEMS AND PROSPECTS IN VOCA- 
TIONAL EDUCATION. 

ED 013 867 
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EDUCATIONAL PLANNING 


PRINCIPLES AND STRATEGIES OF DI- 
RECTING ORGANIZATIONAL CHANGE 
VIA LABORATORY TRAINING. 
: ED 013 398 


A PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS 
OF FLORIDA DIVISION OF CORRECT- 
IONS, IN COOPERATION WITH FLORIDA 
STATE UNIVERSITY ADULT EDUCATION 
DEPARTMENT. 

ED 013 406 


PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 


ED 013 477 


IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 

ED 013 479 


PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (8D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 


SCHOOLS AND INNOVATION--A PROLO- 
GUE TO PLANNING. 
ED 013 526 


PLANNING FOR THE EDUCATION OF 
TEACHERS. 
ED 013 796 


COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


EDUCATIONAL POLICY 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 
NCES-TN-38 ED 013 500 
FOREIGN LANGUAGE PROGRAM POLI- 
CY. (TITLE SUPPLIED). 
ED 013572 


EDUCATIONAL PROBLEMS 
PERCEIVED PROBLEMS OF BEGINNING 
ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 

ED 013 784 


THE IDENTIFICATION AND ANALYSIS 
OF PROBLEMS OF FIRST YEAR TEACHE- 
RS. 

ED 013 786 


PROFESSIONAL INSECURITIES OF 
PROSPECTIVE TEACHERS. 
ED 013 802 


EDUCATIONAL PROGRAMS 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 


NCES-TN-38 ED 013 500 


THE EQUALIZING IMPACT OF STATE AID 
TO EDUCATION. 
WP-EDA-3 ED 013501 
TEACHER’S SOURCEBOOK FOR EXPLOR. 
ING THE WORLD OF SCIENCE, AN INS. 
TRUCTIONAL PROGRAM FOR THE PRIM. 

- ARY GRADES USING TELEVISION. 
ED 013 764 


THE MORE EFFECTIVE SCHOOLS. 
ED 013 845 


EDUCATIONAL PSYCHOLOGY 
SCHOOL PSYCHOLOGY--PAST, PRESENT 
AND FUTURE. 

ED 013 461 


THE EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION. 


CRP-S-478 ED 013 537 


EDUCATIONAL RADIO 


TRAINING TYPISTS IN THE INDUSTRIAL 
ENVIRONMENT--PRELIMINARY RE- 
PORT OF A PROTOTYPE SYSTEM OF SI- 
MULTANEOUS, MULTILEVEL, MULTI- 
PHASIC AUDIO PROGRAMMING. 

NAM-MIND-MONOGR-1 ED 013 428 


EDUCATIONAL RESEARCH 
COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 
NDEA-VIIA-806 ED 013 377 

SEMINAR ON CHANGE PROCESSES IN 

THE PUBLIC SCHOOLS. 

ED 013 485 


PROGRAM PLANS FOR FAR WEST LABO- 
RATORY FOR EDUCATIONAL RESEARCH 
AND DEVELOPMENT, MARCH 1, 1967. 

ED 013 684 


CONCEPTS, STRATEGIES, AND PRIORI- 
TIES FOR RESEARCH IN EDUCATIONAL 
MANPOWER, A SYMPOSIUM ON EDUCA- 
TIONAL MANPOWER. FINAL REPORT. 

BR-7-8207 ED 013 778 


PROFESSIONAL INTEGRATION AND 
CLINICAL RESEARCH. 
ED 013 800 


RESEARCH ON GENERAL VOCATIONAL 
CAPABILITIES (SKILLS AND KNOWLE- 
DGES). FINAL REPORT. 

ED 013870 


RESEARCH AND DEVELOPMENT 
PRIORITIES IN TECHNICAL EDUCAT- 
ION, A REPORT OF A NATIONAL RE- 
SEARCH PLANNING CONFERENCE IN 
TECHNICAL EDUCATION (THE OHIO 
STATE UNIVERSITY, JANUARY 10-11, 


1967). 
ED 013 888 


YOU AND RESEARCH. 
ED 013 932 


VOCATIONAL AGRICULTURE. 
ED 013 957 








EDUCATIONAL RESOURCES 
PLANNING FOR THE EDUCATION OF 
TEACHERS. 

ED 013 796 


EDUCATIONAL RESPONSIBILITY 
THE CASE FOR EMPLOYEE EDUCATION. 
AMA-MANAGE-BULL-100 ED 013 414 


DO WE REALLY WANT STUDENTS TO 
LEARN. 
ED 013 556 


EDUCATIONAL SPECIFICATIONS 
PROGRAM OF EDUCATIONAL REQUIRE- 
MENTS FOR EXPERIMENTAL LEARN- 
ING CENTERS IN STATE COLLEGES IN 
PENNSYLVANIA. 

ED 013 529 


REPORT AND RECOMMENDATION FOR 
LEARNING MATERIALS CENTER. 
ED 013 649 


EDUCATIONAL STRATEGIES 
PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (8D, SCOTTSDALE, ARIZONA, 
APRIL 8-5, 1967). 

ED 013 481 


EDUCATIONAL TELEVISION 
A REPORT TO THE HOUSE INTERSTATE 
AND FOREIGN COMMERCE COMMITTEE 
ON EDUCATIONAL TELEVISION LEGIS- 


‘LATION. 
ED 013 418 


PLANNING FOR INSTRUCTIONAL TELE- 


VISION. 
ED 013 602 


THE EFFECT OF A SUMMER TELEVI- 
SION READING PROGRAM ON THE READ- 
ING ACHIEVEMENT OF CHILDREN. IN- 
TERIM REPORT. 

CRP-2647 ED 013 723 


TEACHER’S SOURCEBOOK FOR EXPLOR- 
ING THE WORLD OF SCIENCE, AN INS- 
TRUCTIONAL PROGRAM FOR THE PRIM- 
ARY GRADES USING TELEVISION. 

ED 013 764 


EDUCATIONAL TESTING 
ASSESSMENT OF RURAL MEXICAN-AM- 
ERICAN STUDENTS IN GRADES PRE- 
SCHOOL THROUGH TWELFTH. 

ED 013 690 


EDUCATIONAL THEORIES 

AN INDUSTRIAL ARTS CURRICULUM 
PROJECT FOR THE JUNIOR HIGH 
SCHOOL. 


BR-5-0059 ED 013 949 


EDUCATIONALLY DISADVAN- 
TAGED 
CHANGING THE PECKING ORDER. 


ED 013 790 


EFFECTIVE TEACHING 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 
BR-6-1722-16 ED 013 341 
DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 

AIRCRAFT EFFECTIVENESS. 
ED 013 395 


PROFESSIONAL INSECURITIES OF 
PROSPECTIVE TEACHERS. 
ED 013 802 


ELECTRIC MOTORS 
ELECTRIC MOTORS FOR FARM USE. 
ED 013 943 


ELECTRICAL APPLIANCE SER- 
VICEMEN 


ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 

ED 013 930 


ELECTRICAL APPLIANCES 
ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 

ED 013 930 


ELECTROMECHANICAL AIDS 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
FAA-ADS-64-TR 


AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 

FAA-ADS-63-TR 


AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 

FAA-ADS-61-TR 


ED 013 407 
ED 013 409 


ED 013 410 


ELECTRONIC CLASSROOMS 
LANGUAGE LABORATORY SPECIFICAT- 
IONS, AN ADMINISTRATOR'S GUIDE. 

ED 013 580 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013 585 


ELECTRONIC EQUIPMENT 
PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 

ED 013 412 


ELEMENTARY EDUCATION 
AN EMPIRICAL CRITERION VALIDA- 
TION STUDY ON SOME PSYCHOLOGICAL 





INVENTORY FINDINGS RELATED TO 
ELEMENTARY SCHOOL TEACHERS. 
ED 013775 


ELEMENTARY GRADES 


THE PREDICTION OF CREATIVITY AND 

ACADEMIC ACHIEVEMENT FROM A CON- 

CRETE PERCEPTUAL-COGNITIVE TASK. 
ED 013 470 


A READING CURRICULUM FOR A COM- 
PUTER-ASSISTED INSTRUCTIONAL SYS- 
TEM-THE STANFORD PROJECT. PRO- 
GRESS REPORT. 
BR-5-0684-PR 


MOBILITY OF STUDENTS IN READING 
GROUPS. 


ED 013 722 


ED 013727 


READING IN APPALACHIA. 
ED 013 738 


A CURRICULUM FOR ENGLISH, LANGU- 
AGE EXPLORATIONS FOR THE ELE- 
MENTARY GRADES. 

ED 013812 


A CURRICULUM FOR ENGLISH, POETRY 
FOR THE ELEMENTARY GRADES. 
ED 013813 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1964-65, VO- 


LUMEI. 
ED 013814 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1965-66, VO- 


LUME II. 
ED 013815 


THE EBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1966-67, VO- 


LUMEIII. 
ED 013 816 


AN EVALUATION OF THEATRE RE- 
SOURCES FOR YOUTH, PROJECT TRY. 
DPSC-66-691 ED 013 829 


ELEMENTARY SCHOOL SCIENCE 


A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM. 
OE-29034-A ED 013 755 


TEACHER’S SOURCEBOOK FOR EXPLOR- 
ING THE WORLD OF SCIENCE, AN INS- 
TRUCTIONAL PROGRAM FOR THE PRIM- 
ARY GRADES USING TELEVISION. 

ED 013 764 


ELEMENTARY SCHOOL STU- 
DENTS 
ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 
ED 013 459 


SCHOOL CAREER ADJUSTMENT PAT- 
TERNS OF CHILDREN UTILIZING MEN- 
TAL HEALTH SERVICES. 

ED 013 466 


DECREMENT IN CHILDREN’S COGNI- 
TIVE PERFORMANCE AS A CONSE- 
QUENCE OF INFORMATION OVERLOAD. 

ED013 472 
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SCHOOL AND FAMILY BAOKGROUND 
CORRELATES OF CHILDREN’S: SCHOOL 


ANXIETY. 
ED 013 473 


SCHOOL ANXIETY AND THE FACILITA- 
TION OF PERFORMANCE. 
ED 013 475 


TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 
ED 013 739 


ELEMENTARY SCHOOL TEACH- 
ERS 


WHO IS THE TEACHER. 
ED 013 789 


ELEMENTARY SCHOOLS 
EVALUATION OF TEACHERS-THE 
PRINCIPAL'S DILEMMA. 

ED 013 490 


SURVEY OF RESEARCH ON GROUPING 
AS RELATED TO PUPIL LEARNING. 
OE-20089 ED 013697 


EVALUATION OF THE MORE EFFECTIVE 
SCHOOLS PROGRAM. SUMMARY REP- 
ORT. 

ED 013 864 


EMOTIONALLY DISTURBED 
ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 

ED 013 459 


EMPLOYEES 


REPORT OF WORK INJURIES TO MINORS 


UNDER 18 YEARS OF AGE, A STUDY OF 18 
MONTHS’ EXPERIENCE REPORTED BY 
28 STATES, 1964-65. 


DOL-BLS-BULL-282 ED 013 935 


MPLOYER EMPLOYEE RELA- 
ONSHIP 

THE CASE FOR EMPLOYEE EDUCATION. 
AMA-MANAGE-BULL-100 ED013 414 


EMPLOYMENT 
DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
BR-5-8462 ED 013 467 


EMPLOYMENT, INCOME, AND THE OR- 
DEAL OF THE NEGRO FAMILY. 
ED 013 836 


TRENDS IN EDUCATIONAL ATTAIN- 
MENT OF WOMEN. 
ED 013 887 


EMPLOYMENT OPPORTUNITIES 
MANPOWER NEEDS AND EMPLOYMENT 
OPPORTUNITIES FOR WORKERS NEED- 
ING KNOWLEDGE AND SKILL IN AGRIC- 
ULTURE. TECHNICAL EDUCATION IN 
AND FOR RURAL AREAS, REPORT NUM- 
BER 2. 

ED 013881 
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A STUDY TO DETERMINE THE NEED 
AND TYPE OF TRAINING PROGRAM FOR 
AGRICULTURAL 
TECHNICIANS. 


PUBLIC SERVICE 


ED 013 886 


EMPLOYMENT PATTERNS 


A FOLLOW-UP STUDY OF 1963 COLORADO 
HIGH SCHOOL GRADUATES. 
_ED013 906 


EMPLOYMENT PROGRAMS 
THE CANADA NEWSTART PROGRAM. 
ED 013 404 


RURAL YOUTH-WORK PROGRAMS- 
PROBLEMS OF SIZE AND SCOPE. 
4 ED 018 688 


EMPLOYMENT QUALIFICATIONS 
THE UTILIZATION OF EDUCATED MAN- 
POWER IN INDUSTRY, A PRELIMINARY 
REPORT. 

ED 013 416 


DICTIONARY OF OCCUPATIONAL TIT- 
DICTIONARY OF OCCUPATIONAL TI- 
TLES, 1965, VOLUME II, OCCUPATIONAL 
CLASSIFICATION AND INDUSTRY 
INDEX. 

ED 013 964 


SELECTED CHARACTERISTICS OF OCC- 
UPATIONS (PHYSICAL DEMANDS, WORK- 
ING CONDITIONS, TRAINING TIME), A 
SUPPLEMENT TO THE DICTIONARY OF 
OCCUPATIONAL TITLES. 

ED 013 965 


EMPLOYMENT SERVICES 
THE NEW ROLE OF THE EMPLOYMENT 
SERVICE IN SERVING THE DISADVANT- 
AGED. 
ED 013 463 


THE NONPROFESSIONAL WORKER IN 
YOUTH EMPLOYMENT PROGRAMS. 
ED 013 674 


THE FUNCTION OF THE ENGLISH DE- 
PARTMENT PLACEMENT OFFICER. 
ED 013 834 


EMPLOYMENT STATISTICS 
PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


A GUIDE TO THE FURTHER DEVELOP- 
MENT OF INDUSTRIAL EDUCATION 
CENTERS IN NORTH CAROLINA, A RE- 
PORT OF A STUDY OF THE NORTH CAR- 
OLINA INDUSTRIAL EDUCATION CENT- 
ERS. 

ED 013873 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 
NYSDL-SB-239-VOL-1 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT A, AP- 
PENDIX TABLES. 

NYSDL-SB-239-VOL-1-SUPPL-A ED013877 


ED 013 876 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 


PROJECTIONS IN TECHNICAL OCCUPAT. , 
IONS. 
NYSDL-SB-239-VOL-1-SUPPL-B ED 013878 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 


NYSDL-SB-239-VOL-2 ED 013879 


EMPLOYMENT TRENDS 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 
raosecrions IN TECHNICAL OCCUPAT- 

ONS. 
NYSDL-SB-239-VOL-1-SUPPL-B ED 013878 


ENGINEERING TECHNICIANS 
MANPOWER INVENTORY AND TRAIN- 
ING NEEDS ANALYSIS. LOUISIANA DE- 
PARTMENT OF HIGHWAYS MAINTEN. 
ANCE RESEARCH PROJECT, REPORT 
NUMBER 2. 


PB-174-962 ED 018 425 


ENGLISH 
INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 
CAL COMPARISON OF SPANISH AND 
ENGLISH). 
NDEA-VI-123 ED 013 356 

A COURSE IN URDU, VOLUME THREE. 

BR-6-3061-VOL-3 ED 013 437 


THE CHAIRMAN AND HIS DEPARTMENT. 
ED 013 830 


WHAT CAN WE DO ABOUT THE PH.D. 
ED 013 832 


THE RHETORIC PROGRAM AT THE UNIV- 
ERSITY OF ILLINOIS. 
ED 018 833 


THE FUNCTION OF THE ENGLISH DE- 
PARTMENT PLACEMENT OFFICER. 
ED 013 834 


ENGLISH (SECOND LANGUAGE) 
SPECIAL ENGLISH. 
ED 013 434 


A SURVEY OF THE TEACHING OF EN- 
GLISH TO NON-ENGLISH SPEAKERS IN 
THE UNITED STATES. 
BR-5-0620 ED 013 447 
CLASSROOM EXPERIMENT TO MEAS- 
URE THE RELATIVE EFFICIENCY OF 
TWO DIFFERENT LINGUISTIC MODELS 
IN THEIR APPLICATION TO THE TEACH- 
ING OF ENGLISH AS A FOREIGN 
LANGUAGE. 
BR-6-8200 ED 013 449 
INTRODUCING ENGLISH, AN ORAL PRE- 
READING PROGRAM FOR SPANISH- 
SPEAKING PRIMARY PUPILS. 

ED 013 454 


TEFL AND THE CULTURALLY DEPR- 
IVED. 
ED 013 691 


ENGLISH CURRICULUM 
ENGLISH IN THE TWO-YEAR COLLEGE- 
-REPORT OF A JOINT COMMITTEE OF 











THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE COMPOSITION AND COMMU.,II- 


CATION. 
ED 013 604 


A CURRICULUM FOR ENGLISH, GRADE 
1, UNITS 1-12. 
ED 013 806 


A CURRICULUM FOR ENGLISH, GRADE 


2, UNITS 13-22. 
ED 013 807 


A CURRICULUM FOR ENGLISH, GRADE 


3, UNITS 23-33. 
ED 013 808 


A CURRICULUM FOR ENGLISH, GRADE 
4, UNITS 34-44. 
ED 013 809 


A CURRICULUM FOR ENGLISH, GRADE 
5, UNITS 45-57. 
ED 013810 


A CURRICULUM FOR ENGLISH, GRADE 
6, UNITS 58-70. 
ED 013811 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 7. 
ED 013817 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 7. 
ED 013 818 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 8. 
ED 013819 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 8. 
ED 013 820 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 9. 
ED 013 821 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 9. 
ED 013 822 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 10. 
ED 013823 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 10. 
ED 013 824 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 11. 
ED 013 825 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 11. 
ED 013 826 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 12. 
ED 013 827 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 12. 
ED 013 828 


THE FUTURE OF THE ENGLISH CURRIC- 


ULUM. 
ED 013 831 


ENGLISH INSTRUCTION 
ENGLISH IN THE TWO-YEAR COLLEGE- 
-REPORT OF A JOINT COMMITTEE OF 











THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE COMPOSITION AND COMMUNI- 
CATION. 


ED 013 604 
ENGLISH A-AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 
SDCC-RR-67-7 ED 013 619 


TEACHING LITERATURE IN GRADES 
SEVEN THROUGH NINE. INDIANA UNIV- 
ERSITY ENGLISH CURRICULUM STUDY 
SERIES. 

ED 013 804 


A CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT. 


CRP-H-001 ED 013 805 


A CURRICULUM FOR ENGLISH, GRADE 
1, UNITS 1-12. 
ED 013 806 


A CURRICULUM FOR ENGLISH, GRADE 
2, UNITS 13-22. 
ED 013 807 


A CURRICULUM FOR ENGLISH, GRADE 
3, UNITS 23-33. 
ED 013 808 


A CURRICULUM FOR ENGLISH, GRADE 
4, UNITS 34-44. 
ED 013 809 


A CURRICULUM FOR ENGLISH, GRADE 
5, UNITS 45-57. 
ED 013 810 


A CURRICULUM FOR ENGLISH, GRADE 
6, UNITS 58-70. 
ED 013 811 


A CURRICULUM FOR ENGLISH, LANGU- 
AGE EXPLORATIONS FOR THE ELE- 
MENTARY GRADES. 

ED 013812 


A CURRICULUM FOR ENGLISH, POETRY 
FOR THE ELEMENTARY GRADES. 
ED 013 813 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1964-65, VO- 
LUME I. 

ED 013 814 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1965-66, VO- 
LUME II. 

ED 013815 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1966-67, VO- 
LUMEIII. 

ED 013 816 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 7. 
ED 013 818 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 8. 
ED 013 819 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 8. 
ED 013 820 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 9. 
ED 013 821 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 9. 
ED 013 822 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 10. 
ED 013 823 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 10. 
ED 013 824 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 11. 
ED 013 825 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 11. 
ED 013 826 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 12. 
ED 013 827 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 12. 
ED 013 828 


THE FUTURE OF THE ENGLISH CURRIC- 
ULUM. 
ED 013 831 


ENRICHMENT ACTIVITIES 
ARITHMETIC ENRICHMENT IDEAS FOR 
GRADES 1,2 AND3. 

ED 013514 


ENROLLMENT PROJECTIONS 
REPORT OF A SURVEY OF POTENTIALI- 
TIES FOR A COLLEGE IN MOBILE, 
ALABAMA. 

ED 013 534 


ENROLLMENT RATE 
FOREIGN LANGUAGES IN PUBLIC SEC- 
ONDARY SCHOOLS, A NATIONAL SURV- 
EY, FALL 1959. INTERIM REPORT. 
ED 013 550 


ENROLLMENT TRENDS 
FOREIGN LANGUAGE ENROLLMENTS 
IN SEVENTH-DAY ADVENTIST AND 
CATHOLIC PAROCHIAL SECONDARY 
SCHOOLS, FALL, 1959. 

ED 013 564 


COLLEGE CLASSICAL ENROLLMENTS, 


1965-66. 
ED 013 566 


ON RUSSIAN IN SECONDARY SCHOOLS 
OF WESTERN CANADA. 
ED 013 575 


HIGH SCHOOL ENROLLMENTS IN LATIN, 
1964-65. 
ED 013 589 


ENVIRONMENTAL INFLUENCES 
PROGRAM OF EDUCATIONAL REQUIRE- 
MENTS FOR EXPERIMENTAL LEARN- 
ING CENTERS IN STATE COLLEGES IN 
PENNSYLVANIA. 

ED 013 529 


EQUAL OPPORTUNITIES (JOBS) 


EQUAL PAY FACTS. 
DOL-WB-LEAFL-2 


ED 013 962 
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EQUIPMENT EVALUATION 
LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 

ED 013 568 


EQUIPMENT STANDARDS 
LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 

ED 013 568 


LANGUAGE LABORATORY SPECIFICAT- 
IONS, AN ADMINISTRATOR'S GUIDE. 
ED 013 580 


EQUIPMENT UTILIZATION 

THE EXPANDED USE OF DATA PROCESS- 
ING EQUIPMENT IN THE LOS ANGELES 
COLLEGES, AN INFORMATIONAL RE- 
PORT OF THE DIVISION OF COLLEGE 
AND ADULT EDUCATION, LOS ANGELES 
CITY SCHOOLS. 

ED 013 600 


ESSAYS 
KURDISH READERS. PART II, KURDISH 
ESSAYS. 


BR-5-1257-2 ED 013 441 


ESTIMATED COSTS 

COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY-A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


EVALUATION 
CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 


BR-5-8297 ED 013 368 


ADULT EDUCATION AS A MEANS TO 
SKILL DEVELOPMENT. 
ED 013 384 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--INSTITUTIONAL PROGRAMS. 

ED 013 390 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--ON-THE-JOB PROGRAMS. 

ED 013 391 


POSTTRAINING PERFORMANCE CRI- 
TERION DEVELOPMENT AND APPLICAT- 


ED 013 411 


COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 

ED 013 412 


LEADERSHIP IN SMALL MILITARY 
UNITS--SOME RESEARCH FINDINGS. 
HUMRRO-PP-24-67 ED 013 426 


FOSTERING AND REINFORCING INNO- 


VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
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SELECTED PAPERS PRESENTED AT TWO 
INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 


_ BR-6-2827 ED 013 683 


A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIBNCE PROGRAM. 
OE-29034-A ED 013 755 


TESTING AND EVALUATION FOR THE 
SCIENCES IN THE SECONDARY SCHOOL. 
ED 013 761 


STRATEGIES FOR INSTRUCTIONAL 
CHANGE--PROMISING IDEAS AND PER- 
PLEXING PROBLEMS. 

ED 013 799 


THE MORE EFFECTIVE SCHOOLS. 
ED 013 845 


THE NEIGHBORHOOD YOUTH CORPS-- 
HELP OR HANDOUT. 
ED 013 846 


COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


EVALUATION METHODS 
THE FEASIBILITY OF COST/EFFECTIVE- 
NESS ANALYSIS FOR TITLE 1, PUBLIC 
LAW 89-10. FINAL REPORT. 
BR-6-1680 ED 013 370 
EVALUATION STRATEGIES FOR ESEA 
TITLE I PROJECTS. 
ED 013 476 


EVALUATION TECHNIQUES 
DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 
AIRCRAFT EFFECTIVENESS. 

ED 013 395 


A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM. 


OE-29034-A ED 013 755 


EVENING COLLEGES 
STUDENT PERSONNEL SERVICES FOR 
ADULTS IN HIGHER EDUCATION. 
ED 013 415 


THE EVENING COLLEGE AND THE COM- 
MUNITY COLLEGE--AN EXAMINATION 
OF THE CONFLICT IN NEW YORK AND A 
PROJECTION FOR NEW JERSEY. 

ED 013 617 


EVENING COUNSELING PRO- 
GRAMS 
STUDENT PERSONNEL SERVICES FOR 
ADULTS IN HIGHER EDUCATION. 
ED 013 415 


EXCHANGE PROGRAMS 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


EXPERIMENTAL CURRICULUM 
CLASSICS IN THE INNER CITY SCHOOL. 
-EXPERIMENTS AND PROPOSALS. 

ED 013 562 


EXPERIMENTAL PROGRAMS 
FOLLOW-UP OF ELEMENTARY FRENCH 
PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 

ED 013 567 


FOLLOW-UP STUDY OF PROJECT UPLI- 
FT, THE MDTA E AND D PROJECT CON- 
DUCTED BY FLORIDA A AND M UNIVE- 
RSITY. 


BSSR-369 ED 013 967 


EXPERIMENTAL SCHOOLS 
PROGRAM OF EDUCATIONAL REQUIRE- 
MENTS FOR EXPERIMENTAL LEARN- 
ING CENTERS IN STATE COLLEGES IN 
PENNSYLVANIA. 

ED 013 529 


EXPERIMENTAL TEACHING 
TWO HEADS ARE BETTER THAN ONE- 
REPORT ON AN EXPERIMENT. 
ED 013 549 


EXPERIMENTS 
DECREMENT IN CHILDREN’S COGNI- 
TIVE PERFORMANCE AS A _ CONSE- 
QUENCE OF INFORMATION OVERLOAD. 
ED 013 472 


FACILITIES GUIDELINES 
PHYSICAL FACILITIES FOR HIGHER ED- 
UCATION IN OKLAHOMA. SELF-STUDY 
OF HIGHER EDUCATION IN OKLAHOMA. 

ED 013 526 


HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 

ED 013 531 


FACILITIES INVENTORY 
PHYSICAL FACILITIES FOR HIGHER ED- 
UCATION IN OKLAHOMA. SELF-STUDY 
OF HIGHER EDUCATION IN OKLAHOMA. 

ED 013 526 


FACILITIES UTILIZATION 


PHYSICAL FACILITIES FOR HIGHER ED- 

UCATION IN OKLAHOMA. SELF-STUDY 

OF HIGHER EDUCATION IN OKLAHOMA. 
ED 013 526 


FACILITY EXPANSION 
A SURVEY OF PARKING LOT UTILIZA- 
TION AT THE SOUTH CAMPUS, MACOMB 
COUNTY COMMUNITY COLLEGE. 
ED 013621 


FACILITY UTILIZATION 
A SURVEY OF PARKING LOT UTILIZA- 
TION AT THE SOUTH CAMPUS, MACOMB 
COUNTY COMMUNITY COLLEGE. 
ED 013 621 





FACULTY ORGANIZATIONS 
RELATIONSHIPS OF FACULTY SENATES 
(COUNCILS) TO THE ADMINISTRATIVE 
STAFF, PRESIDENTS AND/OR SUPERIN- 
TENDENTS, AND BOARD OF TRUSTEES 
IN SIXTY-EIGHT CALIFORNIA JUNIOR 
COLLEGES AS REPORTED BY THE PRES- 
IDENTS OR VICE PRESIDENTS. 

ED 013 640 


FAILURE FACTORS 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 14TH PROGRESS REPORT. 
ED 013 423 


FARM ACCOUNTS 
SETTING UP FARM RECORDS TO PRO- 
VIDE FOR ANALYSIS. 


UI-VAS-2037 ED 013 922 


FARM OCCUPATIONS 
PRODUCING HIGH CORN YIELDS. 
UI-VAS-4039A ED 013 920 


THE PLANTER--SELECTION, ADJUSTM- 
ENT, MAINTENANCE, AND USE. 
UI-VAS-3021 ED 013 923 


SELECTING, FEEDING, AND CARING 
FOR LIGHT HORSES. 


UI-VAS-1040 ED 013 924 


FARMERS 

MANPOWER NEEDS AND EMPLOYMENT 
OPPORTUNITIES FOR WORKERS NEED- 
ING KNOWLEDGE AND SKILL IN AGRIC- 
ULTURE. TECHNICAL EDUCATION IN 
AND FOR RURAL AREAS, REPORT NUM- 
BER 2. 

ED 013 881 


FEASIBILITY STUDIES 
THE FEASIBILITY OF COST/EFFECTIVE- 
NESS ANALYSIS FOR TITLE 1, PUBLIC 
LAW 89-10. FINAL REPORT. 
BR-6-1680 


ED 013 370 


A GENERAL SITE LOCATION STUDY FOR 
A REGIONAL COLLEGE FOR THE OKANA- 
GAN AREA OF BRITISH COLUMBIA. 

ED 013 533 


REPORT OF A SURVEY OF POTENTIALI- 
TIES FOR A COLLEGE IN MOBILE, 
ALABAMA. 

ED 013 534 


FEDERAL AID 
EVALUATION STRATEGIES FOR ESEA 
TITLE I PROJECTS. 
ED 013 476 


CHILDREN’S BUREAU ACTIVITIES IN 
MENTAL RETARDATION. 
ED 013 522 


THE FOREIGN LANGUAGE PROGRAM IN 
1964, 
ED 013 573 


OUR SHORT-CHANGED CITY SCHOOLS. 
ED 013 785 


FEDERAL FUNDS FOR DAY CARE PROJ- 
ECTS. 
ED 013 907 


FEDERAL GOVERNMENT 

SURVEY OF PERSONNEL POLICIES IN 

RELATION TO FOREIGN LANGUAGE 

COMPETENCES. 

NDEA-VI-31-5 ED 013 354 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 
NDEA-VI-32-5 ED 013 355 
TECHNOLOGICAL CHANGE IN THE GOV- 
ERNMENT ENTERPRISE, RETRAINING 
IN THE FEDERAL SERVICE. 

ED 013 385 


FEDERAL LEGISLATION 
RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--INSTITUTIONAL PROGRAMS. 

ED 013 390 


FEDERAL PROGRAMS 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


CHILDREN’S BUREAU ACTIVITIES IN 
MENTAL RETARDATION. 


ED 013 522 


THE NEIGHBORHOOD YOUTH CORPS-- 
HELP OR HANDOUT. 
ED 013 846 


VANGUARD OF EDUCATION IN TEXAS. 
ED 013 866 


THE FIRST 50,000 NEIGHBORHOOD 
YOUTH CORPS ENROLLEES. 
ED 013 908 


YOUTH OPPORTUNITY CAMPAIGN - SUM- 
MER 1966, A REPORT OF TRAINING CON- 
DUCTED BY FEDERAL AGENCIES FOR 
NON-COLLEGE YOUTHS EMPLOYED 
DURING THE SUMMER OF 1966. 

ED 013 961 


THE NEIGHBORHOOD YOUTH CORPS 
AND THE COMMUNITY, AN EXPLORAT- 
ORY STUDY OF THE IMPLICATIONS OF A 
FEDERAL ANTI-POVERTY PROGRAM 
FOR MILWAUKEE, WISCONSIN. 

ED 013 968 


FEDERAL STATE RELATIONSHIP 


STRENGTHENING STATE DEPART- 
MENTS OF EDUCATION. 


ED 013 502 


FEED INDUSTRY 
FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


FEEDBACK 


INTERACTION ANALYSIS--RECENT DEV- 
ELOPMENTS. 
ED 013 776 


THE EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 
OF A TEACHING SKILL. 

ED 013 782 


MICROTEACHING AS A TEACHING MET- 
HODOLOGY. 
ED 013791 


EFFECTS OF FEEDBACK AND PRACTICE 
CONDITIONS ON THE ACQUISITION OF A 
TEACHING STRATEGY. 

ED 013 794 


FEMALES 
THEORIES AND PRACTICES IN THE ED- 
UCATION OF WOMEN DURING THE AGE 
OF ENLIGHTMENT IN FRANCE. 
BR-5-8230 ED 013 363 


PRELIMINARY STUDY OF PROFES- 
SIONAL CONTRIBUTIONS AND PRODUC- 
TIVITY OF WOMEN WITH DOCTORATES. 

BR-5-8189 ED 013 458 


PERSONAL AND CIRCUMSTANTIAL FAC- 
TORS INFLUENCING THE ACT OF DISC- 
OVERY. 
BR-5-8074 ED 013 469 
THE FEMALE SCHOOL DROPOUT, SOME 
ASPECTS OF HER MARRIAGE AND FAM- 
ILY MANAGEMENT. 


MISC-PUB-44 ED 013 882 


TRENDS IN EDUCATIONAL ATTAIN- 
MENT OF WOMEN. 
ED 013 887 


CONTINUING EDUCATION PROGRAMS 
FOR WOMEN. 


DOL-WB-PAM-10 ED 013 933 


FERTILIZERS 
FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. 
ED 013 890 


THE USE OF CHEMICALS AS FERTILIZE- 
RS. AGRICULTURAL CHEMICALS TECH- 
NOLOGY, NUMBER 1. 

ED 013 895 


FIELD INSTRUCTION 
INLAND BIOLOGICAL FIELD STATIONS 

OF THE UNITED STATES. 
ED 013 758 


FILMS 
SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 
AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


FINANCIAL POLICY 
CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 
ED 013 625 


FINANCIAL SUPPORT 
REPORT OF A SURVEY OF POTENTIALI- 
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TIES FOR A COLLEGE TN MOBILE, 
ALABAMA. is 
ED 013 534 


FIREMEN 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, RE- 
SOURCE MANUAL. 
OE-84019-CIRC-657 ED 013 903 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
STUDY GUIDE. 
OE-84021-CIRC-659 ED 013 909 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT--ENSTRUCTOR’S GUIDE. 
OE-84014-CIRC-641 ED 013911 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT-STUDENT MANUAL. 
OE-84015-CIRC-642 ED 013 913 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
INSTRUCTOR'S GUIDE. 


OE-84020-CIRC-658 ED 013914 


FISCAL CAPACITY 
THE EQUALIZING IMPACT OF STATE AID 
TO EDUCATION. 


WP-EDA-3 ED 013 501 


FLES TEACHERS 
FOLLOW-UP OF ELEMENTARY FRENCH 
PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 
ED 013 567 


FLIGHT TRAINING 
DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 
AIRCRAFT EFFECTIVENESS. 
ED 013 395 


COLLEGE MAJOR DIFFERENCES IN 
NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 
NAMI-SR-66-7 ED 013 396 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
FAA-ADS-64-TR ED 013 407 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
FAA-ADS-63-TR ED 013 409 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 


FAA-ADS-61-TR ED 013 410 


FOLLOWUP STUDIES 
FOLLOW-UP OF ELEMENTARY FRENCH 
PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 
ED 013567 


THE SOURCE, SCHOLASTIC ABILITY, AP- 
TITUDE, ACHIEVEMENT, AND REAC- 
TIONS OF STUDENTS ADMITTED TO 
WHARTON COUNTY JUNIOR COLLEGE. 
ED 013 653 
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FOLLOW-UP STUDY OF PROJECT UPLI- 
FT, THE MDTA E AND D PROJECT CON- 
DUCTED BY FLORIDA A AND M UNIVE- 
RSITY. 

BSSR-369 


ED 013 967 


FOOD SERVICE INDUSTRY 
COMMERCIAL FOODS, MATHEMATICS - 
I. 

ED 013 937 


FOREIGN RELATIONS 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 
NDEA-VI-31-5 ED 013 354 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 


NDEA-VI-32-5 ED 013 355 


FOREIGN STUDENTS 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--RESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 
67 SURVEY. 
ED 013 366 


INTERNATIONAL EDUCATION AND THE 
JUNIOR COLLEGE, 1966, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
SUB-COMMITTEE ON INTERNATIONAL 
EDUCATION OF THE COMMISSION ON 
ADMINISTRATION, AAJC (ST. LOUIS FE- 
BRUARY 28, 1966). 

ED 013 596 


FORESTRY 
THE FORESTRY AIDE, A SUGGESTED 
TRAINING PROGRAM. 


OE-87011 ED 013 926 


FORESTRY AIDES 
THE FORESTRY AIDE, A SUGGESTED 
TRAINING PROGRAM. 


OE-87011 ED 013 926 


FOUNDATION PROGRAMS 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


THE FOREIGN LANGUAGE PROGRAM IN 


1964. 
ED 013 573 


FRENCH 

AUDITORY FACTORS IN 
LANGUAGE ACQUISITION. 
NDEA-VI-53-5 


FOREIGN 
ED 013 364 


AN EXPERIMENTAL PROJECT TO MEAS- 
URE CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT. 

NDEA-VIIA-759 ED 013 376 


THE ROLE OF APPLIED LINGUISTICS IN 
THE TEACHING OF FRENCH AND SPAN. 
ISH. 

ED 013 553 


LITERARY TRANSLATION IN 
CLASSROOM. 


THE 
ED 013 555 


FOLLOW-UP OF ELEMENTARY FRENCH 
PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 

ED 013 567 


FULANI 
FULA BASIC COURSE. 
ED 013 453 


GAME THEORY 
COST-EFFECTIVENESS--SOME TRENDS 
IN ANALYSIS. 


P-3529 ED 013491 


GENERAL EDUCATION 
GENERAL EDUCATION IN LIBERAL 
ARTS COLLEGES. NEW DIMENSIONS IN 
HIGHER EDUCATION, NUMBER 24. 
BR-6-1722-24 ED 013 348 


THE CASE FOR EMPLOYEE EDUCATION. 
AMA-MANAGE-BULL-100 ED 013 414 


PROBLEMS AND PROSPECTS IN VOCA- 
TIONAL EDUCATION. 
ED 013 867 


GEOGRAPHIC DISTRIBUTION 
A GENERAL SITE LOCATION STUDY FOR 
A REGIONAL COLLEGE FOR THE OKANA- 
GAN AREA OF BRITISH COLUMBIA. 
ED 013533 


GEOGRAPHY 
RURAL YOUTH-WORK PROGRAMS- 
PROBLEMS OF SIZE AND SCOPE. 

ED 013 688 


GERMAN 
TWO HEADS ARE BETTER THAN ONE- 
REPORT ON AN EXPERIMENT. 
ED 013 549 


GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


GHETTOS 
THE SOCIAL AND ECONOMIC STATUS OF 
THE NEGRO IN THE UNITED STATES. 
ED 013 837 


GIFTED 
ARITHMETIC ENRICHMENT IDEAS FOR 
GRADES 1, 2 AND 3. 
ED 013 514 


TEACHERS’ GUIDES. WORLD HISTORY 
FOR THE ACADEMICALLY TALENTED. 
ADVANCED PLACEMENT EUROPEAN 
HISTORY. 

ED 013515 





EDUCATING THE HIGHLY ABLE, A POL- 
ICY STATEMENT. 
ED 013 516 


NINTH GRADE PLANE AND SOLID 
GEOMETRY FOR THE ACADEMICALLY 
TALENTED, TEACHERS GUIDE. 

ED 013517 


ONE IN A THOUSAND--A COMPARATIVE 
STUDY OF MODERATELY AND HIGHLY 
GIFTED ELEMENTARY SCHOOL CHILD- 
REN. 

ED 013518 


READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING. SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 
LACS-INSTR-BULL-EC-112 

ED 013 706 


READING FOR THE GIFTED--GUIDED EXx- 
TENSION OF READING’ SKILLS 
THROUGH LITERATURE. PART 2, APPRE- 
CIATING THE CONTRIBUTIONS OF 
SCIENCE THROUGH BIOGRAPHY... 

LACS-INSTR-BULL-EC-118 ED 013 707 


GLAZIERS 
GLAZING WORKBOOK. 
ED 013 934 


GOVERNANCE 
A MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA. 
ED 013 620 


CITIZENS LEAGUE REPORT ON COM- 
MUNITY COLLEGES FOR THE TWIN 
CITIES AREA. 

ED 013631 


GOVERNMENT EMPLOYEES 
TECHNOLOGICAL CHANGE IN THE GOV- 
ERNMENT ENTERPRISE, RETRAINING 
IN THE FEDERAL SERVICE. 

ED 013 385 


GRADE EQUIVALENT SCALES 
UNIFORMITY OF GROWTH IN THE BASIC 
SKILLS THROUGHOUT THE SCHOOL 
YEAR AND DURING THE SUMMER. 

ED 013 705 


GRADE PREDICTION 
THE EFFECT OF FEEDBACK TRAINING 
ON ACCURACY OF JUDGMENTS. 
NMSC-RR-VOL-3-NO-3-1967 ED 013 460 


THE PREDICTION OF JUNIOR COLLEGE 
ACHIEVEMENT FROM ADJUSTED SEC- 
ONDARY SCHOOL GRADE AVERAGES. 

ED 013 643 


GRADE 1 
COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 
CRP-X-001 ED013 714 
THE EFFECT OF A SUMMER TELEVI- 
SION READING PROGRAM ON THE READ- 
ING ACHIEVEMENT OF CHILDREN. IN- 
TERIM REPORT. 


CRP-2647 ED 013 723 


THE USE OF ORIGINAL INSTRUCTIONAL 
MATERIALS AS A STIMULUS FOR IM- 
PROVED READING. 

ED 013731 


A CURRICULUM FOR ENGLISH, GRADE 
1, UNITS 1-12. 
ED 013 806 


GRADE 10 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 10. 
ED 013 823 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 10. 
ED 013 824 


GRADE 11 
A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 11. 
ED 013 825 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 11. 
ED 013 826 


GRADE 12 
A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 12. 
ED 013 827 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 12. 
ED 013 828 


GRADE 2 


COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 


CRP-3231 ED 013713 


A CURRICULUM FOR ENGLISH, GRADE 
2, UNITS 13-22. 
ED 013 807 


GRADE 3 


A CURRICULUM FOR ENGLISH, GRADE 
3, UNITS 23-33. 
ED 013 808 


GRADE 4 
A CURRICULUM FOR ENGLISH, GRADE 


4, UNITS 34-44. 
ED 013 809 


GRADE 5 
A CURRICULUM FOR ENGLISH, GRADE 


5, UNITS 45-57. 
ED 013 810 


GRADE 6 
A CURRICULUM FOR ENGLISH, GRADE 


6, UNITS 58-70. 
ED 013811 


GRADE 7 
A CURRICULUM FOR ENGLISH, TEACH- 


ER PACKET, GRADE 7. 
ED 013 817 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 7. 
ED 013 818 


GRADE 8 
THE RELATIONSHIP OF LEARNER 
CHARACTERISTICS TO MEDIA STIMULI 
AND PROGRAMING SEQUENCES. 
SP-2718-000-01 ED 013 541 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 8. 
ED 013819 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 8. 
ED 013 820 


GRADE 9 
THE RELATIVE EFFECTIVENESS OF 
SUPPLEMENTING PROGRAMED _IN- 
STRUCTION WITH BLOCKED VERSUS 
SPACED REVIEW. 
BR-7-8068 ED 013 538 
A CITY-WIDE VOCABULARY PROJECT 
FOR NINTH-GRADE STUDENTS. 
ED 013 745 


AN EVALUATION OF NINTH-GRADE 
SCIENCE FOR THE ACADEMICALLY 
TALENTED. 

ED 013 752 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 9. 
ED 013821 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 9. 
ED 013 822 


GRADUATE STUDENTS 
DYNAMICS OF INTERPERSONAL INTER- 
ACTION, A STUDY OF CONSULTATION 
AMONG GRADUATE STUDENTS IN A BE- 
GINNING STATISTICS COURSE. 
ED 013 496 


GRADUATE STUDY 
PRELIMINARY STUDY OF PROFES- 
SIONAL CONTRIBUTIONS AND PRODUC- 
TIVITY OF WOMEN WITH DOCTORATES. 
BR-5-8189 ED 013 458 


GRADUATE SURVEYS 
A FOLLOW-UP STUDY OF 1963 COLORADO 
HIGH SCHOOL GRADUATES. 
ED 013 906 


HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 


MSU-ER-34 ED 013919 


GRADUATION REQUIREMENTS 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 
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GRAMMAR e 
A REFERENCE GRAMMAR OF PANJABI. 


NDEA-VI-314-3 ED 013 359 


A DESCRIPTION OF CEBUANO VISAYAN. 
NDEA-VI-370 ED 013 369 


MATERIALS FOR A JAPANESE REF- 
ERENCE GRAMMAR. FIRST DRAFT. 
NDEA-VI-255 ED 013 375 


A DESCRIPTIVE INDONESIAN 
MAR--PRELIMINARY EDITION. 
BR-5-1219 


GRAM- 
ED 013 432 


“ENATION” AND “AGNATION.” 
ED 013 543 


ORDER OF PRESENTATION OF GRAMMA- 
TICAL STRUCTURES IN THE TEACHING 
OF RUSSIAN. 

ED 013 554 


+ aaa TRANSLATION METH- 


THE LINGUISTIC METHOD AS IT IS CUR- 
RENTLY BEING APPLIED TO THE 
TEACHING OF FOREIGN LANGUAGES. 
PANEL DISCUSSION. 

ED 013 559 


GREEK 
COLLEGE CLASSICAL ENROLLMENTS, 

1965-66. 
ED 013 566 


GROUP BEHAVIOR 
LEADERSHIP IN SMALL MILITARY 
UNITS--SOME RESEARCH FINDINGS. 
HUMRRO-PP-24-67 ED 013 426 


GROUP DYNAMICS 
DYNAMICS OF PARTICIPATIVE GROUPS. 
ED 013 382 


DYNAMICS OF INTERPERSONAL INTER- 
ACTION, A STUDY OF CONSULTATION 
AMONG GRADUATE STUDENTS IN A BE- 
GINNING STATISTICS COURSE. 

ED 013 496 


THE TEACHER AND GROUP DEVELOPM- 
ENT. 


ED 013 787 


GROUP MEMBERSHIP 
EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 


UO-BUS-PUB-1 ED 013 497 


GROUP RELATIONS 
THE TEACHER AND GROUP DEVELOPM- 
ENT. 
ED 013 787 


GROUP TESTS 
A GUIDE TO HIGH SCHOOL AND COL- 
LEGE READING TESTS. 
ED 013 702 
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GROUPING (INSTRUCTIONAL 
PURPOSES) 
SURVEY OF RESEARCH ON GROUPING 
‘AS RELATED TO PUPIL LEARNING. 
OE-20089 ED 013 697 


THE JOPLIN PLAN AND CROSS GRADE 
GROUPING. ‘ 
ED 013 708 


GROUPING PROCEDURES 

SURVEY OF RESEARCH ON GROUPING 
AS RELATED TO PUPIL LEARNING. 
OE-20089 ED 013 697 


MOBILITY OF STUDENTS IN READING 


GROUPS. 
ED 013 727 


GUIDANCE PROGRAMS 
DEVELOPMENTAL CAREER GUIDANCE 
IN ACTION, THE FIRST YEAR. 

ED 013 456 


GUIDELINES 
UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 
ED 013 530 


GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 
ED 013 592 


GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 
ED 013 608 


A THREE-PRONGED ATTACK ON VOCA- 
BULARY DEVELOPMENT. 
ED 013711 


TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 
ED 013 744 


AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 

ED 013 869 


HANDBOOK ON EMPLOYMENT SECURI- 
TY, JOB MARKET, RESEARCH METHODS- 
-AREA SKILL SURVEY. 


BES-E-252 ED 013 928 


HAND TOOLS 
HELP THROUGH LEARNING WOODW- 
ORKING. 
ED 013 677 


HANDWRITING DEVELOPMENT 
THE DEVELOPMENT OF GRAPHIC AC- 
TIVITY IN THE CHILD--A THEORY AND A 
FIRST EXPERIMENT. 


BR-5-1213-1 ED 013717 


HANDWRITING INSTRUCTION 
A MANUAL OF JAPANESE WRITING, 
BOOK 1. 


BR-5-1297-BK-1 ED 013 444 


A MANUAL OF JAPANESE WRITING, 
BOOK 2. 
BR-5-1297-BK-2 ED 013 445 
A MANUAL OF JAPANESE WRITING, 
BOOK 3. 


BR-5-1297-BK-3 ED 013 446 


HANDWRITING MATERIALS 
A MANUAL OF JAPANESE WRITING, 
BOOK 1. ED 013 444 


A MANUAL OF JAPANESE 
BOOK 2. 
BR-5-1297-BK-2 


WRITING 


ED 013 445 


A MANUAL OF JAPANESE 
BOOK 3. 
BR-5-1297-BK-3 


WRITING, 


ED 013 446 


HEALTH EDUCATION 
HEALTH EDUCATION BY EDUCATIONAL 
TELEVISION, A PRELIMINARY EVAL- 
UATION, 1964-65 FALL SEMESTER. 
ED 013 593 


TEXAS STATE DEPARTMENT OF 
HEALTH MIGRANT PROJECT. ANNUAL 
REPORT. 

ED 013 680 


HEALTH OCCUPATIONS EDUCA- 
TION 
MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREBRED BY PRACTICAL 
NURSING INSTR TORS DURING CON- 
FERENCE (UNIVERSITY OF  TEN- 
NESSEE, AUGUST 14-18, 1961). 
ED 013940 


HEALTH SERVICES 
CHILDREN’S BUREAU ACTIVITIES IN 
MENTAL RETARDATION. 
ED 013 522 


HEARING AIDS 
TEACHING DEAF CHILDREN TO TALK. 
ED 013521 


HERBICIDES 
THE USE OF CHEMICALS AS HERBIC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 6. 
ED 013 900 


HIGH ACHIEVERS 
TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 


BR-5-1035 ED 013 849 


HIGH SCHOOL GRADES (SCHO- 
LASTIC) 
THE PREDICTION OF JUNIOR COLLEGE 
ACHIEVEMENT FROM ADJUSTED SEC- 
ONDARY SCHOOL GRADE AVERAGES. 
ED 013 643 


HIGH SCHOOL GRADUATES 
TRANSITION FROM SCHOOL TO COLL- 





EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17. 


BR-6-1722-17 ED 013 378 


A FOLLOW-UP STUDY OF 1963 COLORADO 
HIGH SCHOOL GRADUATES. 
ED 013 906 


HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 


MSU-ER-34 ED 013919 


HIGH SCHOOL STUDENTS 
EFFECTIVENESS OF TRAFFIC SAFETY 
FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 
ITTE-RR-40 ED 013 542 

WHY DO HIGH SCHOOL STUDENTS READ. 

ED 013 746 


ASURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 
TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS. 

ED 013 868 


HIGH SCHOOLS 
IN-CLASS GROUPING TO CARE FOR INDI- 
VIDUAL NEEDS. 
ED 013710 


A COMPARISON OF PROGRAMED AND 
LECTURE-DISCUSSION METHODS OF 
TEACHING FARM CREDIT TO HIGH 
SCHOOL YOUTH AND ADULTS. 


PSU-BULL-722 ED 013 872 


HIGHER EDUCATION 
NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 
BR-6-1722-15 ED 013 340 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 
BR-6-1722-21 ED 013 346 
THE HIGHER EDUCATION OF THE DIS- 
ADVANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28. 
BR-6-1722-28 ED 013 350 


IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 
BR-6-1722-29 ED 013 351 
THE STUDENT ACTIVISTS--RIGHTS, 
NEEDS, AND POWERS OF UNDERGRAD- 
UATES. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 30. 
BR-6-1722-30 


EDUCATION FOR INDIVIDUAL DEVELO- 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 
BR-6-1722-31 ED 013 353 
TRANSITION FROM SCHOOL TO COLL- 
EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17. 


BR-6-1722-17 ED 013 378 


ED 013 352 © 


THE STUDENT AND CAMPUS CLIMATES 
OF LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18. 

BR-6-1722-18 ED 013 379 


INNOVATION IN HIGHER EDUCATION-- 
DEVELOPMENTS, RESEARCH, AND 
PRIORITIES. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 19. 

BR-6-1722-19 ED 013 380 


SURVEY OF UNIVERSITY ADULT ED- 
UCATION IN THE METROPOLITAN AREA 
OF NEW YORK. 

ED 013 405 


VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 

ED 013 482 
LEADERSHIP--ORGANIZATION AND 
STRUCTURE. 

ED 013 487 


UNIT COST STUDIES. 
ED 013 492 


GUIDELINES FOR IMPROVING ARTIC- 
ULATION BETWEEN JUNIOR AND SEN- 
IOR COLLEGES, A STATEMENT BY THE 
JOINT COMMITTEE ON JUNIOR AND 
SENIOR COLLEGES. (TITLE SUPPLIED). 
ED 013614 


A MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA. 
ED 013 620 


THE ACADEMIC DEANSHIP--AN ANNO- 
TATED BIBLIOGRAPHY. 
ED 013 657 


THE CHAIRMAN AND HIS DEPARTMENT. 
ED 013 830 


THE RHETORIC PROGRAM AT THE UNIV- 
ERSITY OF ILLINOIS. 
ED 013 833 


HIGHWAY ENGINEERING AIDES 
HIGHWAY ENGINEERING AIDE, A SUG- 
GESTED TRAINING PROGRAM. 


OE-87009 ED 013 927 


HINDI 
A COURSE IN URDU, VOLUME TWO. 
BR-6-3061-VOL-2 ED 013 436 


HISTORICAL REVIEWS 
FARM LABOR ORGANIZING 1905-1967, A 
BRIEF HISTORY. 
ED 013679 


HOME ECONOMICS EDUCATION 
GUIDE FOR COURSE OF STUDY FOR 
COOK (HOTEL AND RESTAURANT) (ENT- 
RY). 

ED 013 952 


HOME PROGRAMS 

AN EVALUATION OF STAR, OR THE EF- 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA. 

ED 013 852 


HOMEMAKING EDUCATION 
THE FEMALE SCHOOL DROPOUT, SOME 
ASPECTS OF HER MARRIAGE AND FAM- 
ILY MANAGEMENT. 


MISC-PUB-44 ED 013 882 


HOMOGENEOUS GROUPING 
ABILITY GROUPING--WHAT GOOD Is IT. 
ED 013842 


HORSES 
SELECTING, FEEDING, AND CARING 
FOR LIGHT HORSES. 


UI-VAS-1040 ED 013 924 


HOUSE PLAN 
THE HOUSE PLAN IN HIGHER EDUCA- 
TION AND ITS APPLICATION TO THE 
COMMUNITY COLLEGE. 
ED 013 627 


HOUSING 

LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 
LEGE RESIDENCE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLINA, AUGUST 5-9, 
1963). 

ED 013 626 


HOUSING DEFICIENCIES 
TEXT OF STATEMENT PRESENTED TO 
U.S. SENATE SUB-COMMITTEE ON EMPL- 
OYMENT, MANPOWER AND POVERTY. 
ED 013 682 


HOUSING NEEDS 
TEXT OF STATEMENT PRESENTED TO 
U.S. SENATE SUB-COMMITTEE ON EMPL- 
OYMENT, MANPOWER AND POVERTY. 
ED 013 682 


HUMAN RELATIONS 
PRINCIPLES AND STRATEGIES OF DI- 
RECTING ORGANIZATIONAL CHANGE 
VIA LABORATORY TRAINING. 
ED 013 398 


HUMAN RESOURCES 
RETRAINING AND MIGRATION AS FAC- 
TORS IN REGIONAL ECONOMIC DEVELO- 
PMENT. 
ED 013 399 


CAUSES OF RURAL POVERTY. 
ED 013 695 


HUMANITIES 
FOREIGN LANGUAGES AND THE 
HUMANITIES. 

ED 013 570 


HYPOTHESIS TESTING 
ATTITUDES TOWARD EDUCATION AND 
GENERAL SOCIAL ATTITUDES-A “Q” 
STUDY. 


ED 013 498 
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ILLITERATE ADULTS ~* 
ADULT BASIC EDUCATION, A GUIDE 
FOR TEACHERS AND TEACHER TRAINE- 
RS. 
ED 013 400 


INCOME 
EMPLOYMENT, INCOME, AND THE OR- 
DEAL OF THE NEGRO FAMILY. 
ED 013 836 


AN ECONOMIC AND SOCIAL PROFILE OF 
THE NEGRO AMERICAN. 
ED 013 838 


ON IMPROVING THE ECONOMIC STATUS 
OF THE NEGRO. 
ED 013 840 


INDEPENDENT READING 
THOSE PESKY BOOK REPORTS. 
ED 013 747 


INDEXES (LOCATERS) 
JUNIOR COLLEGE JOURNAL INDEX, 
1930-1967. 

ED 013 658 


CONVERSION TABLE OF CODE AND 
TITLE CHANGES BETWEEN SECOND 
AND THIRD EDITION, DICTIONARY OF 
OCCUPATIONAL TITLES. 

ED 013 966 


INDIGENOUS PERSONNEL 

AN EVALUATION OF STAR, OR THE EF. 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA. 

ED 013 852 


INDIVIDUAL CHARACTERISTICS 
THE FIRST 50,000 NEIGHBORHOOD 
YOUTH CORPS ENROLLEES. 


ED 013 908 


INDIVIDUAL INSTRUCTION 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 
BR-6-1722-29 ED 013 351 

MDTA VOCATIONAL EXPERIMENTAL- 

DEMONSTRATION PROJECT FOR TRAIN- 

ING AND PLACEMENT OF YOUTHFUL 

OFFENDERS. 14TH PROGRESS REPORT. 

ED 013 423 


- AN INDIVIDUALIZED SCIENCE LABORA- 
TORY. 


UP-RD-CTR-REPRINT-17 ED 013 664 


INDIVIDUAL READING 
INDIVIDUALIZED READING WITH THE 
EDUCABLES. 

ED 013 740 


INDIVIDUAL STUDY 
STUDENT REACTIONS TO STUDY FA- 
CILITIES WITH IMPLICATIONS FOR AR- 
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CHITECTS AND COLLEGE ADMINI- 
STRATORS. 
ED 013 535 


INDIVIDUALIZED PROGRAMS 


THE EFFECTS OF ASSESSMENT AND 
PERSONALIZED PROGRAMMING ON 
SUBSEQUENT INTELLECTUAL DEVEL- 
OPMENT OF PREKINDERGARTEN AND 
KINDERGARTEN CHILDREN. 


BR-6-1328 ED 013 663 


INDONESIAN 
A DESCRIPTIVE INDONESIAN GRAM- 
MAR--PRELIMINARY EDITION. 


BR-5-1219 ED 013 432 


INDUSTRIAL ARTS 
REPORT ON THE SUMMER 1966 IN- 
DUSTRIAL ARTS INSTITUTES. 
ED 013 910 


AN INDUSTRIAL ARTS CURRICULUM 
PROJECT FOR THE JUNIOR HIGH 
SCHOOL. 
BR-5-0059 ED 013 949 
COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. 
BR-5-0059-B ED 013 954 
A RATIONALE AND STRUCTURE FOR IN- 
DUSTRIAL ARTS SUBJECT MATTER. 

BR-5-0059-A ED 013 955 


READING ASSIGNMENT OUTLINES FOR 
INDUSTRIAL TECHNOLOGY I, THE 
WORLD OF CONSTRUCTION. 
BR-5-0059-D ED 013 956 
A TEACHING PROGRAM FOR INDUSTRI- 
AL TECHNOLOGY, THE WORLD OF CONS- 
TRUCTION. (TITLE SUPPLIED). 


BR-5-0059-C ED 013 959 


INDUSTRIAL STRUCTURE 
A RATIONALE AND STRUCTURE FOR IN- 
DUSTRIAL ARTS SUBJECT MATTER. 
BR-5-0059-A ED 013 955 


INDUSTRIAL TRAINING 


INDUSTRIAL SKILLS. 
ED 013 383 


RETRAINING BY PRIVATE INDUSTRY. 
ED 013 386 


INDUSTRY 


CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


THE UTILIZATION OF EDUCATED MAN- 
POWER IN INDUSTRY, A PRELIMINARY 


REPORT. 
ED 013 416 


AN INDUSTRIAL ARTS CURRICULUM 
PROJECT FOR THE JUNIOR HIGH 
SCHOOL. 


BR-5-0059 ED 013 949 


INFORMATION PROCESSING 
AN INVESTIGATION OF THE USE OF DI- 
GITAL COMPUTERS IN THE CREATION 
OF PROGRAMMED LANGUAGE IN. 
STRUCTION, WITH PARTICULAR REF. 
ERENCE TO STANDARD UKRAINIAN 
AND AMERICAN ENGLISH. 


BR-5-8212 ED 013 448 


INFORMATION SYSTEMS 

THE EXPANDED USE OF DATA PROCESS. 
ING EQUIPMENT IN THE LOS ANGELES 
COLLEGES, AN INFORMATIONAL RF- 
PORT OF THE DIVISION OF COLLEGE 
AND ADULT EDUCATION, LOS ANGELES 
CITY SCHOOLS. 

ED 013 600 


INFORMATION UTILIZATION 
USE AND EVALUATION OF OCCUPA- 
TIONAL INFORMATION MATERIALS. 
ED 013 462 


INITIAL TEACHING ALPHABET 
THE EFFECTIVENESS OF TEACHING BE- 
GINNING READING WITH THE INITIAL 
TEACHING ALPHABET (I/T/A), A FINAL 
REPORT. 

ED 013 735 


INJURIES 
REPORT OF WORK INJURIES TO MINORS 
UNDERFC YEARS OF AGE, A STUDY OF 18 
MONTHS’ EXPERIENCE REPORTED BY 
28 STATES, 1964-65. 


DOL-BLS-BULL-282 ED 013 935 


INNOVATION 
THE STUDENT ACTIVISTS--RIGHTS, 
NEEDS, AND POWERS OF UNDERGRAD- 
UATES. NEN DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 30. 
BR-6-1722-30 ED 013 352 
INNOVATION IN HIGHER EDUCATION-- 
DEVELOPMENTS, RESEARCH, AND 
PRIORITIES. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 19. 
BR-6-1722-19 ED 013 380 


SCHOOLS AND INNOVATION--A PROLO- 
GUE TO PLANNING. 
ED 013 525 


FOSTERING AND REINFORCING INNO- 
VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
SELECTED PAPERS PRESENTED AT TWO 
INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 
BR-6-2827 ED 013 683 
IT’S TIME FOR A MOON-SHOT IN EDU- 
CATION. 

ED 013777 


INSECTICIDES 
THE USE OF CHEMICALS AS INSECTI- 
CIDES--PLANTS. AGRICULTURAL CHEM- 
ICALS TECHNOLOGY, NUMBER 2. 
ED 013 896 


INSERVICE PROGRAMS 
TEACHER EDUCATION PROJECT--FOL- 
LOW-UP OF SELECTED PRACTICES. 
ED 013 770 
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INSERVICE TEACHER EDUCA- 
TION 


OF SPANISH DEPARTMENTS AND 


TEACHING SPANISH. 
ED 013 557 


MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 
ED 013 560 


REPORT OF THE STUDY MADE AS PART 
OF THE FIFTH ADMINISTRATIVE 
TEAMS INSTITUTE FROM JEFFERSON 
STATE JUNIOR COLLEGE. 

ED 013 650 


PROGRAM PLANS FOR FAR WEST LABO- 

- RATORY FOR EDUCATIONAL RESEARCH 
AND DEVELOPMENT, MARCH 1, 1967. 

ED 013 684 


A PILOT STUDY TO DETERMINE THE IN- 
FLUENCE UPON TEACHERS AND UPON 
STUDENTS OF A TELEVISION PROGRAM 
DE2ZGNED TO PROVZ7E IN-SERVICE 
TRAINING AND CLASSROOM INSTRUG 
TION IN SPANISH. 

CRP-467 ED 013 685 


A CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12. 
CRP-D-068 ED®3 ¥9 
PROVZ2ZONS FOR POTENTIAL DRO- 
POUTS THROUGH IN-SERVICE EDUCA- 
TION FOR TEACHERS. 

ED 013 769 


TEACHERS’ ATTITUDES ABOUT CREAT- 


IVITY. 
ED 013 803 


NEW PERSPECTIVES IN YOUNG AND 
ADULT FARMER AND RANCHER EDU- 
CATION AN AGRICULTURAL EDUCAS 
TION SUMMARY REPORT OF THE 
SOUTHWESTERN CONFERENCE ON 
YOUNG-ADULT FARMER AND RANCHER 
EDUCATION (NEW MEXICO STATE UNIV- 
ERSITY, JULY 15 - AUGUST 2, 1963). 

NMSU-BUR-EDUC-RES-PUB-4 ED013874 


INSTITUTES (TRAINING PRO- 
GRAMS) 
TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 
BR-6-1685 ED 013 361 


INSTITUTE FOR COLLEGE AND UNIV- 
ERSITY TRAINERS OF PROSPECTIVE 
MODERN LANGUAGE TEACHERS (UNIV- 
ERSITY OF MINNESOTA, JUNE 20 TO AU- 
GUST 5, 1966). FINAL TECHNICAL REP- 
ORT. 

ED 013 561 


FOSTERING AND REINFORCING INNO- 
VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
SELECTED PAPERS PRESENTED AT TWO 
INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 
BR-6-2827 ED 013 683 
THE FUTURE OF THE ENGLISH CURRIC- 
ULUM. 

ED 013 831 


REPORT ON THE SUMMER 1966 IN- 
DUSTRIAL ARTS INSTITUTES. 
ED 013 910 


INSTITUTIONAL ENVIRONMENT 
A DESCRIPTION OF JUNIOR COLLEGES. 
ACT-RR-JUL-1965-NO-5 ED 013 599 


INSTITUTIONS 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 
BR-6-1722-21 ED 013 346 
INSTITUTIONAL RESEARCH AND THE 
ACADEMIC PROGRAM. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 


BER 20. 
BR-6-1722-20 ED 013 381 
INSTRUCTIONAL MATERIALS 


AVAILABLE INSTRUCTIONAL MAT- 
ERIALS. 
ED 013 916 


INSTRUCTION 
SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 
ED 013 851 


INSTRUCTIONAL FILMS 

THE RELATIVE EFFECTIVENESS OF 
SUPPLEMENTING PROGRAMED _IN- 
STRUCTION WITH BLOCKED VERSUS 
SPACED REVIEW. 
BR-7-8068 ED 013 538 
THE RELATIONSHIP OF LEARNER 
CHARACTERISTICS TO MEDIA STIMULI 
AND PROGRAMING SEQUENCES. 
SP-2718-000-01 ED 013 541 


EFFECTIVENESS OF TRAFFIC SAFETY 
FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 
ITTE-RR-40 ED 013 542 
A CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7.12. 


CRP-D-068 ED 013719 


INSTRUCTIONAL IMPROVEMENT 
NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A 
NATIONAL CONFERENCE SPONSORED 
BY UCLA, AAJC, AND THE ACCREDITING 
COMMISSION FOR JUNIOR COLLEGES OF 
THE WESTERN ASSN. OF SCHOOLS AND 
COLLEGES (JULY 15-17, 1964). (TITLE 


SUPPLIED). 
UCLA-JCLP-OR-7 ED 013 606 
INSTRUCTIONAL INNOVATION 


NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A 
NATIONAL CONFERENCE SPONSORED 
BY UCLA, AAJC, AND THE ACCREDITING 
COMMISSION FOR JUNIOR COLLEGES OF 
THE WESTERN ASSN. OF SCHOOLS AND 
COLLEGES (JULY 15-17, 1964). (TITLE 
SUPPLIED). 


UCLA-JCLP-OR-7 ED 013 606 


FOSTERING AND REINFORCING INNO- 
VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
SELECTED PAPERS PRESENTED AT TWO 






INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 
BR-6-2827 ED 013 683 


EDUCATIONAL MEDIA IN INSTRUC- 
TIONAL SYSTEMS DEVELOPMENT AT 
THE OHIO STATE UNIVERSITY. 


BR-5-1078 ED 013 781 


INSTRUCTIONAL MATERIALS 


STUDY CONFERENCE ON TEACHING AR- 
ABIC AT THE SECONDARY SCHOOL 
LEVEL. FINAL REPORT. 


NDEA-VI-14-5 ED 013 357 
MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 

SDC-SP-2812 ED 013 397 


A TEACHER’S GUIDE FOR ADULT BASIC 
EDUCATION. 
MSBE-PUB-134-G ED 013 403 


MATERIALS FOR INTERMEDIATE TELU- 


BR-5-1222 ED 013 433 
A COURSE IN URDU, VOLUME ONE. 
BR-6-3061-VOL-1 ED 013 435 


A COURSE IN URDU, VOLUME TWO. 
BR-6-3061-VOL-2 ED 013 436 


KURDISH BASIC COURSE, DIALECT OF 
SULAIMANIA, IRAQ. 
BR-5-1257-5 ED 013 439 
KURDISH READERS. PART I, NEWSPA- 
PER KURDISH. 


BR-5-1257-1 ED 013 440 
KURDISH READERS. PART II, KURDISH 
ESSAYS. 

BR-5-1257-2 ED 013 441 
KURDISH READERS. PART III, KURDISH 
SHORT STORIES. 

BR-5-1257-3 ED 013 442 
BEGINNING YORUBA. 

NDEA-VI-374 ED 013 443 


TURKISH BASIC COURSE, UNITS 1-30. 
BR-5-1211 ED 013 451 


THE TEACHING OF RUSSIAN-A RES- 
PONSE TO NATHAN ROSEN. 
ED 013577 


HELP THROUGH LEARNING WOOD- 


WORKING. 
ED 013 677 


CURRICULUM MATERIALS FOR ADULT 
BASIC EDUCATION. 
ED 013 689 


TEFL AND THE CULTURALLY DEPR- 


IVED. 
ED 013691 


RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 

ED 013 754 


IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 7. 
ED 013818 






167 








” 
A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 8. 
ED 013 820 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 9. 
ED 013 822 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 10. 
ED 013824 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 11. 
ED 013 826 


A CURRICULUM FOR ENGLISH, STU- 
DENT PACKET, GRADE 12. 
ED 013 828 


THE FUTURE OF THE ENGLISH CURRIC- 
ULUM. 
ED 013 831 


A DESCRIPTION AND SOURCE LISTING 
OF PROFESSIONAL INFORMATION IN 
AGRICULTURAL EDUCATION, 1963-64. 

ED 013 880 


INSTRUCTIONAL MATERIALS 
CENTERS 
REPORT AND RECOMMENDATION FOR 
LEARNING MATERIALS CENTER. 
ED 013 649 


THE FUTURE OF THE ENGLISH CURRIC- 


ULUM. 
ED 013831 


INSTRUCTIONAL PROGRAM 
DIVISIONS 
TEACHING CRITICAL THINKING IN THE 


SECONDARY SCHOOL. 
ED 013 687 


INSTRUCTIONAL PROGRAMS 
AN EXPERIMENTAL PROJECT TO MEAS- 
URE CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT. 
NDEA-VIIA-759 ED 013376 


INSTRUCTIONAL STAFF 
FACULTY PARTICIPATION IN COMMUN- 
ITY COLLEGE GOVERNANCE--AN ANNO- 
TATED BIBLIOGRAPHY. 


CDCCE-OP-3 ED 013 651 


INSTRUCTIONAL TECHNOLOGY 
U.S. ARMY HUMAN FACTORS RESEARCH 
AND DEVELOPMENT ANNUAL CONFER- 
ENCE, INDIVIDUAL AND SMALL-UNIT 
TRAINING FOR COMBAT OPERATIONS 
(12TH, FORT BENNING, GEORGIA, OCTO- 
BER 1966). 


PROF. PAPER 21-67 ED 013 413 


INSTRUCTIONAL TELEVISION 
WASHINGTON COUNTY CLOSED-CIR- 
CUIT TELEVISION REPORT. 

ED 013 536 
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AN INVESTIGATION OF CLOSED-CIR- 
CUIT TELEVISION FOR TEACHING UNIV- 
ERSITY COURSES. INSTRUCTIONAL 
TELEVISION RESEARCH, PROJECT NUM- 
BER ONE. 

: ED 013 540 
PLANNING FOR INSTRUCTIONAL TELE- 


VISION. 
ED 013 602 


IMPROVEMENT OF _ INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


INSTRUMENTATION 
AN EXPERIMENTAL ASSESSMENT OF A 


GROUND PILOT TRAINER IN GENERAL - 


AVIATION. 
FAA-ADS-64-TR 


AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 

FAA-ADS-63-TR 


ED 013 407 


ED 013 409 


AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
FAA-ADS-61-TR ED 013 410 
READING TECHNOLOGY. 

ED 013 704 


INSTRUMENTATION TECHNI- 
CIANS 


POSTTRAINING PERFORMANCE CRI- 
TERION DEVELOPMENT AND APPLICAT- 
ION. 


AD-653-712 ED 013 411 


INSURANCE PROGRAMS 
EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 
UO-BUS-PUB-1 


INTELLECTUAL DEVELOPMENT 
EDUCATING THE HIGHLY ABLE, A POL- 
ICY STATEMENT. 

ED 013516 


INTELLECTUAL DISCIPLINES 
TEACHING CRITICAL THINKING IN THE 
SECONDARY SCHOOL. 

ED 013 687 


INTELLIGENCE QUOTIENT 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 
ED013 471 


INTELLIGENCE TESTS 
PROCEEDINGS OF THE WEST COAST RE- 
GIONAL CONFERENCE ON RESEARCH 
RELATED TO BLIND AND SEVERELY VI- 
SUALLY IMPAIRED CHILDREN (SAN 
FRANCISCO,MARCH 8-10, 1965). 

ED 013510 


ED 013 497° 


ASSESSMENT OF RURAL MEXICAN-AM- 
ERICAN STUDENTS IN GRADES PRE. 
SCHOOL THROUGH TWELFTH. 

ED 013 690 


oe LANGUAGE COURS. 


WHAT CAN WE LEARN FROM THE PEACE 
CORPS. 
ED 013578 


INTERACTION 
NEEDED RESEARCH IN TEACHER ED. 
UCATION-SE ITIVITY TRAINING AND 
THEPROCESS OF CHANGE. 
ED 013797 


aa PROCESS ANAL- 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 
ED 013 471 


DYNAMICS OF INTERPERSONAL INTER- 
ACTION, A STUDY OF CONSULTATION 
AMONG GRADUATE STUDENTS IN A BE- 
GINNING STATISTICS COURSE. 

ED 013 496 


INTERACTION ANALYSIS-RECENT DEV- 
ELOPMENTS. 
ED 013 776 


INTERACTION ANALYSIS AS A FEED- 
BACK SYSTEM IN TEACHER PREPARAT- 
ION. 

ED 013 798 


INTERDISCIPLINARY AP- 
PROACH 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 
BR-6-1722-29 


ED 013 351 
LEADERSHIP--ORGANIZATION AND 
STRUCTURE. 

ED 013 487 


INTEREST TESTS 
A SURVEY OF LITERATURE RELATED 
TO SELECTED NONPROFESSIONAL 
OCCUPATIONS. 
ED 013915 


INTERINSTITUTIONAL COOP- 
ERATION 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 


BR-6 -722-21 ED 013 346 


INTERMEDIATE GRADES 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 


LACS-INSTR-BULL-EC-112 ED 013 706 





INTERNATIONAL EDUCATION 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 
BR-6-1722-27 ED 013 349 

RESEARCH IN INTERNATIONAL EDUCA- 

TION--RESEARCH IN PROGRESS AND RE- 

SEARCH RECENTLY COMPLETED, 1966- 

67 SURVEY. 

ED 013 366 


INTERNATIONAL ORGANIZA- 
TIONS 

ANNOUNCEMENT OF THE INTERNA- 
TIONAL ASSOCIATION OF APPLIED 
LINGUISTICS (L’AILA). (TITLE SUPP- 


LIED). 
ED 013 545 


INTERPERSONAL RELATION- 
SHIP 
DYNAMICS OF INTERPERSONAL INTER- 
ACTION, A STUDY OF CONSULTATION 
AMONG GRADUATE STUDENTS IN A BE- 
GINNING STATISTICS COURSE. 
ED 013 496 


THE TEACHER AND GROUP DEVELOPM- 


ENT. 
ED 013 787 


INTERPRETERS 
EXPERIMENTAL USE OF MACHINES IN 
THE TRAINING OF INTERPRETERS. 
ED 013 590 


INTERPRETORS 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 


NDEA-VI-31-5 ED 013 354 


JAPANESE 
MATERIALS FOR A JAPANESE REF- 
ERENCE GRAMMAR. FIRST DRAFT. 
NDEA-VI-255 ED 013 375 


A MANUAL OF JAPANESE WRITING, 
BOOK 1. 
BR-5-1297-BK-1 ED 013 444 
A MANUAL OF JAPANESE WRITING, 
BOOK 2. 
BR-5-1297-BK-2 ED 013 445 
A MANUAL OF JAPANESE WRITING, 
BOOK 3. 


BR-5-1297-BK-3 ED 013 446 


JOB ANALYSIS 
DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 
AIRCRAFT EFFECTIVENESS. 
ED 013 395 


JOB PLACEMENT 
RETRAINING OF THE UNDERPRIVI- 
LEGED, THE NEIGHBORHOOD HOUSE 
STORY. 
ED 013 388 


THE FUNCTION OF THE ENGLISH DE- 
PARTMENT PLACEMENT OFFICER. 
ED 013 834 


JOB SATISFACTION 
VOCATIONAL CHOICE AND JOB SATISF- 
ACTION. ~ 
ED 013 958 


JOB SKILLS 
INDUSTRIAL SKILLS. 
ED 013 383 


INTERNAL LABOR MARKETS, TECH- 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 
PB-174-614 ED 013 401 
TRAINING TYPIST IN THE INDUSTRIAL 
ENVIRONMENT, AN EVALUATIONAL 
REPORT. 

ED 013 427 


TRAINING TYPISTS IN THE INDUSTRIAL 
ENVIRONMENT--PRELIMINARY RE- 
PORT OF A PROTOTYPE SYSTEM OF SI- 
MULTANEOUS, MULTILEVEL, MULTI- 
PHASIC AUDIO PROGRAMMING. 

NAM-MIND-MONOGR-1 ED 013 428 


RESEARCH ON GENERAL VOCATIONAL 
CAPABILITIES (SKILLS AND KNOWLE- 
DGES). FINAL REPORT. 

ED 013 870 


JOB TRAINING 
RETRAINING OF THE UNDERPRIVI- 
LEGED--THE JOB CORPS AND PROGRAMS 
FOR WELFARE RECIPIENTS. 
ED 013 389 


TRAINING TYPIST IN THE INDUSTRIAL 
ENVIRONMENT, AN EVALUATIONAL 


REPORT. 
ED 013 427 


TRAINING TYPISTS IN THE INDUSTRIAL 
ENVIRONMENT--PRELIMINARY RE- 
PORT OF A PROTOTYPE SYSTEM OF SI- 
MULTANEOUS, MULTILEVEL, MULTI- 
PHASIC AUDIO PROGRAMMING. 

NAM-MIND-MONOGR-1 ED 013 428 


JUNIOR COLLEGES 
THE HIGHER EDUCATION OF THE DIS- 
ADVANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28. 
BR-6-1722-28 ED 013 350 


HEALTH EDUCATION BY EDUCATIONAL 
TELEVISION, A PRELIMINARY EVAL- 
UATION, 1964-65 FALL SEMESTER. 

ED 013 593 


GUIDELINES FOR JUNIOR COLLEGE 
FOREIGN LANGUAGE INSTRUCTORS IN 
CALIFORNIA. 

ED 013594 


INSTRUCTIONAL LOAD STUDY. 
ED 013 595 


INTERNATIONAL EDUCATION AND THE 
JUNIOR COLLEGE, 1966, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
SUB-COMMITTEE ON INTERNATIONAL 
EDUCATION OF THE COMMISSION ON 
ADMINISTRATION, AAJC (ST. LOUIS FE- 
BRUARY 28, 1966). 

ED 013 596 


PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS-AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 

ED 013 597 


THE ILLINOIS JUNIOR COLLEGE SYST- 
EM. 
ED 013 598 


A DESCRIPTION OF JUNIOR COLLEGES. 
ACT-RR-JUL-1965-NO-5 ED 013 599 


THE EXPANDED USE OF DATA PROCESS- 
ING EQUIPMENT IN THE LOS ANGELES 
COLLEGES, AN INFORMATIONAL RE- 
PORT OF THE DIVISION OF COLLEGE 
AND ADULT EDUCATION, LOS ANGELES 
CITY SCHOOLS. 

ED 013 600 


AN ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 
ON PROBATION FROM OTHER INSTITU- 
TIONS OF HIGHER LEARNING. 
ECC-RR-65-1 ED 013 601 
PLANNING FOR INSTRUCTIONAL TELE- 
VISION. 

ED 013 602 


STUDENT SUCCESS IN BEGINNING CH- 
EMISTRY (CHEMISTRY 3) AT EL CAMINO 
COLLEGE, 1964-65. 

ED 013 603 


ENGLI IN THE TWO-YEAR COLLEGE- 
-REPORT OFA JOINT COMMITTEE OF 
THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE OMPOSITION AND COMMUNI- 
CATION. 

ED 013 604 


ASSISTANT TEACHERS AND TEACHERS’ 
AIDES--TRAINING AND ROLES OF AUX- 
ILIARY PERSONNEL FOR EARLY CHILD- 
HOOD EDUCATION PROGRAMS. 

ED 013 605 


NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A 
NATIONAL CONFERENCE SPONSORED 
BY UCLA, AAJC, AND THE ACCREDITING 
COMMISSION FOR JUNIOR COLLEGES OF 
THE WESTERN ASSN. OF SCHOOLS AND 
COLLEGES (JULY 15-17, 1964). (TITLE 
SUPPLIED). ’ 
UCLA-JCLP-OR-7 ED 013 606 
ABSTRACTS OF GRADUATE STUDIES ON 
THE COMMUNITY (JUNIOR) COLLEGE, 
1961-66. 

ED 013 607 


GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 
ED 013 608 


PARENTAL PERCEPTIONS OF THE STU- 
DENT AS RELATED TO ACADEMIC ACHI- 
EVEMENT IN JUNIOR COLLEGE. 

ED 013 609 


EVALUATING TRANSFER APPLICAT- 
IONS. 
ED 013 610 


CATALOGING AND CLASSIFICATION IN 
JUNIOR COLLEGE LIBRARIES. 
ED 013611 


SALARY STRUCTURES IN PUBLIC JU- 

NIOR COLLEGES WHICH DO NOT HAVE 

THE USUAL ACADEMIC RANKS, 1965-66. 
ED 013 612 
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A STUDY OF SABBATICAL LEAVE PRAC- 

TICES IN CALIFORNIA PUBLIC JUNIOR 
COLLEGES. 

ED 013 613 


GUIDELINES FOR IMPROVING ARTIC- 
ULATION BETWEEN JUNIOR AND SEN- 
IOR COLLEGES, A STATEMENT BY THE 
JOINT COMMITTEE ON JUNIOR AND 
SENIOR COLLEGES. (TITLE SUPPLIED). 
ED 013 614 


SOME CHARACTERISTICS OF JUNIOR 
COLLEGE STUDENTS. 
ACE-RR-VOL-NO-2-1966 ED 013615 
HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN AD- 
VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 

ED 013 616 


THE EVENING COLLEGE AND THE COM- 
MUNITY COLLEGE--AN EXAMINATION 
OFQHE CONFLICT IN NEW YORK AND A 
PROJECTION FOR NEW JERSEY. 

ED 013 617 


RESPONSIBILITIES OF DIVISION AND 
DEPARTMENT CHAIRMEN IN CALIFOR- 
NIA JUNIOR COLLEGES. 

ED 013 618 


ENGLISH A--AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 
SDCC-RR-67-7 ED 013 619 
A MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA, 

ED 013 620 


A SURVEY OF PARKING LOT UTILIZA- 
TION AT THE SOUTH CAMPUS, MACOMB 
COUNTY COMMUNITY COLLEGE. 

ED 013 621 


ESTABLISHING LEGAL BASES FOR COM- 
MUNITY COLLEGES, PROCEEDINGS OF 
A CONFERENCE SPONSORED BY THE CoO- 
MMISSION ON LEGISLATION OF THE 
AAJC (CHICAGO, OCTOBER 20-21, 1961). 

ED 013 622 


LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 
SHIP PROGRAM. 

ED 013 623 


EXCELLENCE IN CONTINUING EDUCAT- 
ION, PROCEEDINGS OF THE ANNUAL JU- 
NIOR COLLEGE ADMINISTRATIVE 
TEAMS INSTITUTE (6TH, UNIVERSITY 
OF FLORIDA, GAINESVILLE, AUGUST 7- 
9, 1966). 

ED 013 624 


CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 

ED 013 625 


LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 
LEGE RESIDENCE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLINA, AUGUST 5-9, 
1963). 

ED 013 626 


170 


THE HOUSE PLAN IN HIGHER EDUCA- 
TION AND ITS APPLICATION TO THE 
COMMUNITY COLLEGE. 


ED 013 627 


PREDICTING STUDENT ACCOMPLISH.- 
MENT IN COLLEGE FROM THE ACT ASS. 
ESSMENT. 
ACT-RR-21-AUG-67 ED 013 628 
PROCEEDINGS OF THE TECHNICIAN 
MANPOWER CONFERENCE, A CONFER- 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES- 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 

ED 013 629 


PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES-AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 
CDCCE-OP-2 ED 013 630 
CITIZENS LEAGUE REPORT ON COM- 
MUNITY COLLEGES FOR THE TWIN 
CITIES AREA. 

ED 013631 


FROM JUNIOR TO SENIOR COLLEGE--A 
NATIONAL STUDY OF THE TRANSFER 
STUDENT. 

ED 013 632 


ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, 1966). BUFFALO 
STUDIES. 
SUNY-B-VOL-2-NO-1-JUN-66  —D 013633 
THE AUTO-CRITIQUE METHOD OF INS- 
TRUCTIONAL EVALUATION. 

ED 013 634 


IMPROVEMENT OF INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


ADMINISTERING COMMUNITY COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 
LEGE LEADERSHIP PROGRAM (5TH, ANN 
ARBOR, 1965). 

ED 013 636 


THE ESSENTIAL SUPPORTIVE FUNC- 
TIONS IN THE COLLEGE INSTRUC- 
TIONAL PROGRAM. 

ED 013 637 


PUBLISHED STANDARIZED TESTS - AN 
ANNOTATED LIST FOR JUNIOR COLL- 
EGES. FIELD STUDIES REPORT SERIES, 
3. 
EAS-FSR-3 ED 013 638 
PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEED- 
INGS OF A CONFERENCE SPONSORED 
BY THE COLLEGE OF ARCHITECTURE 
AND URBAN PLANNING AND THE CEN- 
TER FOR THE DEVELOPMENT OF COM- 
MUNITY COLLEGE EDUCATION (UNIV- 
ERSITY OF WASHINGTON, APRIL 24-25, 
1967). 

ED 013 639 


RELATIONSHIPS OF FACULTY SENATES 
(COUNCILS) TO THE ADMINISTRATIVE 


STAFF, PRESIDENTS AND/OR SUPERIN. 
TENDENTS, AND BOARD OF TRUSTEES 
IN SIXTY-EIGHT CALIFORNIA JUNIOR 
COLLEGES AS REPORTED BY THE PRES. 
IDENTS OR VICE PRESIDENTS. 


ED 013 640 


GUIDED STUDIES MEASUREMENT AND 
EVALUATION REPORT FOR FIRST SEM- 
ESTER, 1966-67. 

ED 013 641 


A SURVEY OF DROP-OUTS AND DISCONT- 
INUING STUDENTS AND THEIR ATTI- 
TUDES TOWARD SELECTED ASPECTS OF 
THE JUNIOR COLLEGE PROGRAM. 

ED 013 642 


THE PREDICTION OF JUNIOR COLLEGE 

ACHIEVEMENT FROM ADJUSTED SEC- 

ONDARY SCHOOL GRADE AVERAGES. 
ED 013 643 


SELECTED CHARACTERISTICS, SOCIOE- 
CONOMIC STATUS, AND LEVELS OF AT- 
TAINMENT OF STUDENTS IN PUBLIC JU- 
NIOR COLLEGE OCCUPATION-CEN- 
TERED EDUCATION. 
BR-6-8420 ED 013 644 
PRACTICAL NURSING IN ILLINOIS--A 
PROFILE. 

ED 013 645 


THE POTENTIAL ROLE OF THE JUNIOR 
COLLEGE IN EDUCATION FOR BUSIN- 
ESS, MONOGRAPH C-15. 

ED 013 646 


GUIDE TO PUBLIC RELATIONS FOR JU- 
NIOR COLLEGES, MONOGRAPH C-8. 
ED 013 647 


MONTEREY PENINSULA JUNIOR COL- 
LEGE DISTRICT, MONTEREY, CALIFOR- 
NIA 93940, ADOPTION BUDGET, FISCAL 
YEAR 1967-68. 

ED 013 648 


REPORT AND RECOMMENDATION FOR 
LEARNING MATERIALS CENTER. 
ED 013 649 


REPORT OF THE STUDY MADE AS PART 
OF THE FIFTH ADMINISTRATIVE 
TEAMS INSTITUTE FROM JEFFERSON 
STATE JUNIOR COLLEGE, 

ED 013 650 


FACULTY PARTICIPATION IN COMMUN- 
ITY COLLEGE GOVERNANCE--AN ANNO- 
TATED BIBLIOGRAPHY. 
CDCCE-OP-3 ED 013 651 
NURSING EDUCATION THROUGH 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 
BER 8, 1966). 

ED 013 652 


THE SOURCE, SCHOLASTIC ABILITY, AP- 
TITUDE, ACHIEVEMENT, AND REAC- 
TIONS OF STUDENTS ADMITTED TO 
WHARTON COUNTY JUNIOR COLLEGE. 
ED 013 653 


AN ECONOMETRIC MODEL OF THE CALI- 
FORNIA PUBLIC JUNIOR COLLEGE OP- 
ERATING YEAR-ROUND. 

ED 013 654 


A SELECTED AND ANNOTATED BIBLIO- 
GRAPHY OF STUDIES CONCERNING THE 
TAXONOMY OF EDUCATIONAL OBJEC- 
TIVES--COGNITIVE DOMAIN. 


UP-WP-13 ED 013 655 





THE JUNIOR AND COMMUNITY COL- 
LEGE--A BIBLIOGRAPHY OF DOCTORAL 
DISSERTATIONS, 1964-1966. 

ED 013 656 


THE ACADEMIC DEANSHIP--AN ANNO- 
TATED BIBLIOGRAPHY. 
ED 013 657 


JUNIOR COLLEGE JOURNAL INDEX, 
1930-1967. 
ED 013 658 


RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 
ED 013 659 


EFFECTIVE JUNIOR COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES--RA- 
TIONALE, GUIDELINES, PRACTICES. 

UCLA-JCLP-OR-10 ED 013 660 


THE JUNIOR COLLEGE REMEDIAL 
PROGRAM. 
ED 013 661 


JUNIOR HIGH SCHOOL STU- 
DENTS 


DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
BR-5-8462 ED 013 467 


THE TREATMENT OF DISRUPTIVE 
CLASSROOM BEHAVIOR PROBLEMS BY 
EMPLOYMENT OF A PARTIAL-MILIEU 
CONSISTENCY PROGRAM. FINAL REP- 
ORT. 
BR-6-8366 ED 013 468 
TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 

ED 013 739 


TEACHING LITERATURE IN GRADES 
SEVEN THROUGH NINE. INDIANA UNIV- 
ERSITY ENGLISH CURRICULUM STUDY 
SERIES. 

ED 013 804 


JUNIOR HIGH SCHOOLS 
THE FOUR-YEAR COMPREHENSIVE 
HIGH SCHOOL--NINTH-YEAR TRANSFER 
PROGRAM. 
ED 013 850 


KINDERGARTEN CHILDREN 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 


IMSSS-TR-109 ED 013 665 


KURDISH 

A KURDISH-ENGLISH DICTIONARY, DI- 

ALECT OF SULAIMANIA, IRAQ. 

BR-5-1257-4 ED 013 438 
KURDISH BASIC COURSE, DIALECT OF 
SULAIMANIA, IRAQ. 
BR-5-1257-5 ED 013 439 
KURDISH READERS. PART I, NEWSPA- 
PER KURDISH. 
BR-5-1257-1 ED 013 440 
KURDISH READERS. PART II, KURDISH 
ESSAYS. 


BR-5-1257-2 ED 013 441 


KURDISH READERS. PART III, KURDISH 
SHORT STORIES. 


BR-5-1257-3 ED 013 442 


LABOR EDUCATION 
CI STORED RETRAINING PROG- 


ED 013 387 


LABOR FORCE 

INTERNAL LABOR MARKETS, TECH- 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 


PB-174-614 ED 013 401 


LABOR MARKET 
FARM WORKERS IN A SPECIALIZED 
SEASONAL CROP AREA, STANISLAUS 
COUNTY, CALIFORNIA. 
GF-RR-289 ED 013 676 
ON IMPROVING THE ECONOMIC STATUS 
OF THE NEGRO. 
ED 013 840 


LABOR TURNOVER 


THE CASE FOR EMPLOYEE EDUCATION. 
AMA-MANAGE-BULL-100 ED 013 414 


LABOR UNIONS 
UNION-SPONSORED RETRAINING PROG- 


ED 013 387 


FARM LABOR ORGANIZING 1905-1967, A 
BRIEF HISTORY. 
ED 013 679 


LABORATORY TRAINING 
PRINCIPLES AND STRATEGIES OF DI- 
RECTING ORGANIZATIONAL CHANGE 
VIA LABORATORY TRAINING. 

ED 013 398 


LANDSCAPING 
PARKS AND LANDSCAPE EMPLOYEE. 

TEACHERS COPY. 
ED 013 891 


THE LANDSCAPE AIDE, A SUGGESTED 
TRAINING PROGRAM. 


OE-87010 ED 013 918 


LANGUAGE 
A CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT. 
CRP-H-001 ED 013 805 
A CURRICULUM FOR ENGLISH, LANGU- 
AGE EXPLORATIONS FOR THE ELE- 
MENTARY GRADES. 
ED 013 812 


LANGUAGE AIDS 
GUIDELINES FOR JUNIOR COLLEGE 
FOREIGN LANGUAGE INSTRUCTORS IN 
CALIFORNIA. 
ED 013 594 


LANGUAGE AND AREA CENTERS 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


LANGUAGE ARTS 
RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, 
VOLUME 1, BIBLIOGRAPHY 1. 
ED 013 344 


WHAT MATERIALS SHOULD BE USED IN 
COLLEGE READING COURSES. 
ED 013 709 


A CITY-WIDE VOCABULARY PROJECT 
FOR NINTH-GRADE STUDENTS. 
ED 013 745 


THE DISADVANTAGED CHILD AND THE 
LANGUAGE ARTS. 


MSDPI-BULL-368 ED 013 858 


LANGUAGE CLASSIFICATION 
MANDARIN DIALECTS-A PROBLEM IN 
CLASSIFICATION. 

ED 013 431 


LANGUAGE ENROLLMENT 
FOREIGN LANGUAGES IN PUBLIC SEC- 
ONDARY SCHOOLS, A NATIONAL SURV- 
EY, FALL 1959. INTERIM REPORT. 

ED 013 550 


FOREIGN LANGUAGE ENROLLMENTS 
IN SEVENTH-DAY ADVENTIST AND 
CATHOLIC PAROCHIAL SECONDARY 
SCHOOLS, FALL, 1959. 

ED 013 564 


COLLEGE CLASSICAL ENROLLMENTS, 
1965-66. 
ED 013 566 


HIGH SCHOOL ENROLLMENTS IN LATIN, 
1964-65. 
ED 013 589 


LANGUAGE FLUENCY 
INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 
CAL COMPARISON OF SPANISH AND 
ENGLISH). 


NDEA-VI-123 ED 013 356 


LANGUAGE GUIDES 


STUDY CONFERENCE ON TEACHING AR- 
ABIC AT THE SECONDARY SCHOOL 


LEVEL. FINAL REPORT. 


NDEA-VI-14-5 ED 013 357 


RUSSIAN FOR SECONDARY SCHOOLS. 
ED 013 583 


LANGUAGE HANDICAPS 


A BIBLIOGRAPHY ON THE NATURE, 
RECOGNITION AND TREATMENT OF 
LANGUAGE DIFFICULTIES. 

ED 013701 
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LANGUAGE INSTRUCTION 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 

NDEA-VI-32-5 ED 013 355 


INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 
CAL COMPARISON OF SPANISH AND 
ENGLISH). 


NDEA-VI-123 ED 013 356 


STUDY CONFERENCE ON TEACHING AR- 
ABIC AT THE SECONDARY SCHOOL 
LEVEL. FINAL REPORT. 

NDEA-VI-14-5 ED 013 357 


A REFERENCE GRAMMAR OF PANJABI. 
NDEA-VI-314-3 ED 013 359 


AUDITORY FACTORS IN FOREIGN 
LANGUAGE ACQUISITION. 
NDEA-VI-53-5 ED 013 364 
A DESCRIPTION OF CEBUANO VISAYAN. 
NDEA-VI-370 ED 013 369 


ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 


NDEA-VI-138 ED 013 373 


CONTINUING EDUCATION FOR DEAF 
ADULTS. 
ED 013 419 


MATERIALS FOR INTERMEDIATE TELU- 


BR-5-1222 


ED 013 433 


A COURSE IN URDU, VOLUME ONE. 
BR-6-3061-VOL-1 ED 013 435 


A COURSE IN URDU, VOLUME TWO. 
BR-6-3061-VOL-2 ED 013 436 


KURDISH BASIC COURSE, DIALECT OF 
SULAIMANIA, IRAQ. 
BR-5-1257-5 ED 013 439 
KURDISH READERS. PART I, NEWSPA- 
PER KURDISH. 

BR-5-1257-1 ED 013 440 


KURDISH READERS. PART II, KURDISH 
ESSAYS. 


BR-5-1257-2 ED 013 441 


KURDISH READERS. PART III, KURDISH 
SHORT STORIES. 
BR-5-1257-3 


TURKISH BASIC COURSE, UNITS 1-30. 
BR-5-1211 ED 013 451 


ED 013 442 


SERBO-CROATIAN BASIC COURSE, VO- 
LUMEI, UNITS 1-25. 
ED 013 452 


FULA BASIC COURSE. 
ED 013 453 


_ INTRODUCING ENGLISH, AN ORAL PRE- 
READING PROGRAM FOR SPANISH- 
SPEAKING PRIMARY PUPILS. 

ED 013 454 


THE DEAF. PRENTICE-HALL FOUNDA- 
TIONS OF SPEECH PATHOLOGY SERIES. 
ED 013 508 


COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH 
IN THE BANNERSTONE DIVISION OF 
AMERICAN LECTURES IN SPEECH AND 
HEARING. 

AMER-LECT-SER-660 
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ED 013 519 


ANNOUNCEMENT OF THE INTERNA- 
TIONAL ASSOCIATION OF APPLIED 
LINGUISTICS (L’AILA). (TITLE SUPP- 
LIED). 

ED 013 545 


A NEW LOOK AT THE LINGUAL APP- 
ROACH. 
ED 013 547 


CURRENT TRENDS IN APPLIED 
LINGUISTICS. 


ED 013 552 


THE ROLE OF APPLIED LINGUISTICS IN 
THE TEACHING OF FRENCH AND SPANI- 
SH. 

ED 013 553 


ORDER OF PRESENTATION OF GRAMMA- 
TICAL STRUCTURES IN THE TEACHING 
OF RUSSIAN. 

ED 013 554 


OF SPANISH DEPARTMENTS AND 
TEACHING SPANISH. 
ED 013 557 


THE LANGUAGE LABORATORY, 1966--AN 
APPRAISAL. PANEL DISCUSSION. 
ED 013 558 


THE PLACE OF LANGUAGE AND LITERA- 
TURE IN THE ARTICULATION OF COL- 
LEGE AND HIGH SCHOOL LANGUAGE 
PROGRAMS. 

ED 013 563 


FOREIGN LANGUAGES AND _ THE 
HUMANITIES. 


ED 013 570 


IMPROVING THE STRUCTURE DRILL IN 
RUSSIAN. 
ED 013 576 


WHAT CAN WE LEARN FROM THE PEACE 
CORPS. 
ED 013 578 


THE LANGUAGE LABORATORY--WORK 
SHEET. 
ED 013 584 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013 585 


GUIDELINES FOR JUNIOR COLLEGE 
FOREIGN LANGUAGE INSTRUCTORS IN 
CALIFORNIA. 

ED 013 594 


A PILOT STUDY TO DETERMINE THE IN- 
FLUENCE UPON TEACHERS AND UPON 
STUDENTS OF A TELEVISION PROGRAM 
DESIGNED TO PROVIDE IN-SERVICE 
TRAINING AND CLASSROOM INSTRUC- 
TION IN SPANISH. 


CRP-467 ED 013 685 


LANGUAGE LABORATORIES 
FOREIGN LANGUAGES AND THE 
HUMANITIES. 

ED 013570 


THE LANGUAGE LABORATORY--WORK 
SHEET. 
ED 013 584 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES - CONCLUDED. 

ED 013 587 


LANGUAGE LABORATORY 
EQUIPMENT 
THE LANGUAGE LABORATORY, 1966--AN 
APPRAISAL. PANEL DISCUSSION. 
ED 013 558 


LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 
ED 013 568 


LANGUAGE LABORATORY SPECIFICAT. 
IONS, AN ADMINISTRATOR’S GUIDE. 


ED 013 580 


THE LANGUAGE LABORATORY--WORK 
SHEET. 
ED 013 584 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013 585 


TECHNIQUES OF TAPE PREPARATION 
AND DUPLICATION, WITH SUGGESTIONS 
FOR A LANGUAGE LABORATORY. 

ED 013 588 


LANGUAGE LABORATORY USE 
AN EXPERIMENTAL PROJECT TO MEAS. 
URE CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT. 
NDEA-VIIA-759 ED 013376 


THE LANGUAGE LABORATORY, 1966--AN 
APPRAISAL. PANEL DISCUSSION. 
ED 013 558 


THE LANGUAGE LABORATORY--WORK 
SHEET. 
ED 013 584 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013585 


LANGUAGE LEARNING LEVELS 
RUSSIAN FOR SECONDARY SCHOOLS- 
THE NEW YORK STATE SYLLABUS. AN 
EVALUATION. 

ED 013551 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013579 


RUSSIAN FOR SECONDARY SCHOOLS. 
ED 013 583 


LANGUAGE PROFICIENCY 
THE FOREIGN LANGUAGE ATTAIN. 
MENTS OF LANGUAGE MAJORS IN THE 
SENIOR YEAR-A SURVEY CONDUCTED 
IN U.S. COLLEGES AND UNIVERSITIES. 
BR-5-1255 ED 013 343 


MLA FOREIGN LANGUAGE PROFICIE- 
NCY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS. 

ED 013 574 


WHAT CAN WE LEARN FROM THE PEACE 
CORPS. 
ED 013 578 


LANGUAGE PROGRAMS 
FOREIGN LANGUAGES IN PUBLIC SEC- 
ONDARY SCHOOLS, A NATIONAL SURV- 
EY, FALL 1959. INTERIM REPORT. 
ED 013 550 





THE LINGUISTIC METHOD AS IT IS CUR- 
RENTLY BEING APPLIED TO THE 
TEACHING OF FOREIGN LANGUAGES. 
PANEL DISCUSSION. 

ED 013 559 


MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 
ED 013 560 


FOREIGN LANGUAGE PROGRAM POLI- 
CY. (TITLE SUPPLIED). 
ED 013 572 


THE FOREIGN LANGUAGE PROGRAM IN 
1964. 
ED 013 573 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES. 

ED 013 586 


EXPERIMENTAL USE OF MACHINES IN 
THE TRAINING OF INTERPRETERS. 
ED 013 590 


GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 
ED 013 592 


QUALITY EDUCATION FOR APPALACH- 
IA, A TITLE IV REGIONAL EDUCATION- 
AL LABORATORY. FINAL REPORT. 

ED 013 678 


LANGUAGE RESEARCH 
ANNOUNCEMENT OF THE INTERNA- 
TIONAL ASSOCIATION OF APPLIED 
LINGUISTICS (L’AILA). (TITLE SUPP- 
LIED). 

ED 013 545 


CURRENT TRENDS IN_- APPLIED 
LINGUISTICS. 


ED 013 552 


THE FOREIGN LANGUAGE PROGRAM IN 
WASHOE COUNTY AND THE UNIVERS- 
ITY OF NEVADA. 

ED 013 571 


EXPERIMENTAL USE OF MACHINES IN 
THE TRAINING OF INTERPRETERS. 
ED 013 590 


LET’S LOOK AT RESEARCH. 
ED 013 591 


LANGUAGE SKILLS 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 
NDEA-VI-31-5 ED 013 354 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 
NDEA-VI-32-5 ED 013 355 
AN EXPERIMENTAL PROJECT TO MEAS- 
URE CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT. 
NDEA-VIIA-759 ED 013 376 


IN SEARCH OF A SYNTHESIS. 
ED 013 569 


LANGUAGE TEACHERS 
AN EXPERIMENTAL PROJECT TO MEAS- 
URE CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT. 
NDEA-VIIA-759 ED 013 376 


VOICE CULTURE AND THE FOREIGN 
LANGUAGE TEACHER, TOWARD A 
GREATER ALLIANCE. 

ED 013 548 


CURRENT TRENDS IN 
LINGUISTICS. 
ED 013 552 


OF SPANISH DEPARTMENTS AND 
TEACHING SPANISH. 
ED 013 557 


FOREIGN LANGUAGE PROGRAM POLI- 
CY. (TITLE SUPPLIED). 
ED 013 572 


MLA FOREIGN LANGUAGE PROFICIE- 
NCY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS. 

ED 013 574 


LANGUAGE TESTS 
MLA FOREIGN LANGUAGE PROFICIE- 
NCY TESTS FOR TEACHERS AND AD- 

VANCED STUDENTS. 
ED 013 574 


LANGUAGES 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 


SCIENCE INFORMATION PERSONNEL. 
THE NEW PROFESSION OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
ANSHIP AND FOREIGN LANGUAGE. 

NDEA-VI-33 ED 013 365 


MATERIALS FOR A JAPANESE REF- 
ERENCE GRAMMAR. FIRST DRAFT. 
NDEA-VI-255 ED 013 375 


LATIN 
TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


LITERARY TRANSLATION IN THE 
CLASSROOM. 


ED 013 555 


CLASSICS IN THE INNER CITY SCHOOL- 
-EXPERIMENTS AND PROPOSALS. 
ED 013 562 


A BIBLIOGRAPHY OF SPOKEN LATIN. 
ED 013 565 


COLLEGE CLASSICAL ENROLLMENTS, 
1965-66. 
ED 013 566 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013579 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 


ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES. 


ED 013 586 


HIGH SCHOOL ENROLLMENTS IN LATIN, 
1964-65. 
ED 013 589 


LATIN AMERICAN CULTURE 
KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 


BULL-4-1967 ED 013 342 


APPLIED LAY TEACHERS 


REMEDIAL READING TEACHERS 
WHERE DO YOU FIND THEM. 


ED 013 728 


LEADERS GUIDES 
CONFERENCE LEADERSHIP. 
ED 013 946 


LEADERSHIP 


LEADERSHIP--ORGANIZATION 
STRUCTURE. 


AND 


ED 013 487 


LEADERSHIP QUALITIES 


LEADERSHIP IN SMALL MILITARY 
UNITS--SOME RESEARCH FINDINGS. 
HUMRRO-PP-24-67 ED 013 426 


LEADERSHIP STYLES 
ADMINISTRATIVE CLIMATE. 
ED 013 392 


LEADERSHIP TRAINING 


LEADERSHIP IN SMALL MILITARY 
UNITS--SOME RESEARCH FINDINGS. 
HUMRRO-PP-24-67 ED 013 426 


EXPERIMENTAL PROGRAM FOR THE ID- 
ENTIFICATION, SELECTION, AND DE- 
VELOPMENT OF PERSONS FOR LEADER- 
SHIP ROLES IN THE ADMINISTRATION 
AND SUPERVISION OF VOCATIONAL 
AND TECHNICAL EDUCATION. 

ED 013 883 


CONFERENCE LEADERSHIP. 
ED 013 946 


LEARNING 


DECREMENT IN CHILDREN’S COGNI- 
TIVE PERFORMANCE AS A _ CONSE- 
QUENCE OF INFORMATION OVERLOAD. 


ED 013 472 


SCHOOL LUNCH AND LEARNING. 
ED 013 694 


LEARNING DIFFICULTIES 
THE BRAIN-INJURED CHILD, A SUMM- 
ARY REPORT OF CONFERENCE ON THE 
CHILD WITH LEARNING DISABILITIES 
(JERSEY CITY, MARCH 25, 1965). 
ED 013 520 


LEARNING EXPERIENCE 


PERSONAL AND CIRCUMSTANTIAL FAC- 
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TORS INFLUENCING THE ACT OF DISC- 
OVERY. ig 


BR-5-8074 ED 013 469 


LEARNING READINESS 
THE EFFECTS OF ASSESSMENT AND 
PERSONALIZED PROGRAMMING ON 
SUBSEQUENT INTELLECTUAL DEVEL- 
OPMENT OF PREKINDERGARTEN AND 
KINDERGARTEN CHILDREN. 


BR-6-1328 ED 013 663 


LEARNING THEORIES 
DO WE REALLY WANT STUDENTS TO 
LEARN. 
ED 013 556 


THE 1957 UNIVERSITY OF UTAH RE- 
SEARCH CONFERENCE ON THE IDENT- 
IFICATION OF CREATIVE SCIENTIFIC 
TALENT (2D, BRIGHTON, UTAH, AUGUST 
17-20, 1957). 

ED 013 762 


SCIENTIFIC CREATIVITY - ITS RECOGNI- 
TION AND DEVELOPMENT. 
ED 013 767 


INTERACTION ANALYSIS AS A FEED- 
BACK SYSTEM IN TEACHER PREPARAT- 
ION. 

ED 013 798 


PROFESSIONAL INTEGRATION AND 
CLINICAL RESEARCH. 
ED 013 800 


LESSON PLANS 
CONTINUING EDUCATION FOR DEAF 
ADULTS. 
ED 013 419 


LEXICOGRAPHY 
A KURDISH-ENGLISH DICTIONARY, DI- 
ALECT OF SULAIMANIA, IRAQ. 


BR-5-1257-4 ED 013 438 


LIBERAL ARTS 
GENERAL EDUCATION IN LIBERAL 
ARTS COLLEGES. NEW DIMENSIONS IN 
HIGHER EDUCATION, NUMBER 24. 
BR-6-1722-24 ED 013 348 


THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


THE STUDENT AND CAMPUS CLIMATES 
OF LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18. 

BR-6-1722-18 ED 013 379 


FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 
ED 013 801 


LIBRARIES 
SCIENCE INFORMATION PERSONNEL. 
THE NEW PROFESSION OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
ANSHIP AND FOREIGN LANGUAGE. 


NDEA-VI-33 
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ED 013 365 


CATALOGING AND CLASSIFICATION IN 
JUNIOR COLLEGE LIBRARIES. 
ED 013611 


LIBRARY SERVICES 
SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64, 
BB-51-R452 ED 013 374 


LINGUISTIC THEORY 


CURRENT TRENDS IN 
LINGUISTICS. 


APPLIED 


ED 013 552 


LINGUISTICS 
A REFERENCE GRAMMAR OF PANJABI. 
NDEA-VI-314-3 ED 013 359 


A DESCRIPTION OF CEBUANO VISAYAN. 
NDEA-VI-370 ED 013 369 


ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. : 


NDEA-VI-138 ED 013 373 


ORDER OF PRESENTATION OF GRAMMA- 
TICAL STRUCTURES IN THE TEACHING 
OF RUSSIAN. 

ED 013 554 


LIPREADING 
TEACHING DEAF CHILDREN TO TALK. 
ED 013521 


LITERACY EDUCATION 
ADULT EDUCATION TECHNIQUES IN 
DEVELOPING COUNTRIES, A GREEK 
CASE STUDY. PROBLEMS OF DEVELOP- 
MENT SERIES. 
ED 013 417 


LITERATURE 


LITERARY TRANSLATION 
CLASSROOM. 


IN THE 


ED 013 555 


ENGLISH IN THE TWO-YEAR COLLEGE- 
-REPORT OF A JOINT COMMITTEE OF 
THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE COMPOSITION AND COMMUNI- 
CATION. ‘ 

ED 013 604 


A CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT. 


CRP-H-001 ED 013805 


A CURRICULUM FOR ENGLISH, GRADE 
1, UNITS 1-12. 
ED 013 806 


A CURRICULUM FOR ENGLISH, GRADE 
2, UNITS 13-22. 
ED 013 807 


A CURRICULUM FOR ENGLISH, GRADE 
3, UNITS 23-33. 
ED 013 808 


A CURRICULUM FOR ENGLISH, GRADE 
4, UNITS 34-44. 
ED 013 809 


A CURRICULUM FOR ENGLISH, GRADE 
5, UNITS 45-57. 
ED 013810 


A CURRICULUM FOR ENGLISH, GRADE 
6, UNITS 58-70. 
ED 013811 


LITERATURE APPRECIATION 
READING FOR THE GIFTED--GUIDED EX. 
TENSION OF READING SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 
LACS-INSTR-BULL-EC-112 ED 013 706 

THOSE PESKY BOOK REPORTS. 

ED 013 747 


LITERATURE GUIDES 
TEACHING LITERATURE IN GRADES 
SEVEN THROUGH NINE. INDIANA UNIV- 
ERSITY ENGLISH CURRICULUM STUDY 
SERIES. 
ED 013 804 


LITERATURE REVIEWS 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 
BR-6-1722-29 ED 013 351 
COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 
NDEA-VIIA-806 ED 013 377 
UNIT COST STUDIES. 
ED 013 492 


STRATEGIES FOR INSTRUCTIONAL 
CHANGE--PROMISING IDEAS AND PER- 
PLEXING PROBLEMS. 

ED 013 799 


TEACHERS’ ATTITUDES ABOUT CREAT- 
IVITY. 
ED 013 803 


VOCATIONAL AGRICULTURE. 
ED 013 957 


VOCATIONAL CHOICE AND JOB SATISF- 
ACTION. 
ED 013 958 


LOW ABILITY STUDENTS 
GUIDED STUDIES MEASUREMENT AND 
EVALUATION REPORT FOR FIRST SEM- 
ESTER, 1966-67. 
ED 013 641 


THE JUNIOR COLLEGE REMEDIAL 
PROGRAM. 
ED 013 661 


LOW ACHIEVERS 
AN ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 
ON PROBATION FROM OTHER INSTITU- 
TIONS OF HIGHER LEARNING. 


ECC-RR-65-1 ED 013 601 





GUIDED STUDIES MEASUREMENT AND 
EVALUATION REPORT FOR FIRST SEM- 
ESTER, 1966-67. 

ED 013 641 


THE JUNIOR COLLEGE REMEDIAL 
PROGRAM. 
ED 013 661 


LOWER CLASS 
THE AMERICAN LOWER CLASSES--A 
TYPOLOGICAL APPROACH. 
ED 013 848 


LUNCH PROGRAMS 
SCHOOL LUNCH AND LEARNING. 
ED 013 694 


MACHINE TOOL OPERATORS 
MACHINE TOOL OPERATOR--GENERAL, 
ENTRY, SUGGESTED GUIDE FOR A 
TRAINING COURSE. 

ED 013931 


MAINTENANCE 
PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


MANPOWER INVENTORY AND TRAIN- 
ING NEEDS ANALYSIS. LOUISIANA DE- 
PARTMENT OF HIGHWAYS MAINTEN- 
ANCE RESEARCH PROJECT, REPORT 
NUMBER 2. 


PB-174-962 ED 013 425 


MALES 
PERSISTENCE IN TEACHING AMONG 
MALE SPECIAL AREA GRADUATES IN 
EDUCATION. 
ED 013 773 


THE PREDICTION OF DROPOUT BEHA- 
VIOR AMONG URBAN NEGRO BOYS. 
FINAL REPORT. 


CRP-2848 ED 013 847 


MANAGEMENT 
INTRODUCTION TO MANAGEMENT FOR 
INDUSTRIAL SUPERVISORS. 
ED 013 947 


MANAGEMENT DEVELOPMENT 
PRINCIPLES AND STRATEGIES OF DI- 
RECTING ORGANIZATIONAL CHANGE 
VIA LABORATORY TRAINING. 

ED 013 398 


A REPORT TO THE HOUSE INTERSTATE 
AND FOREIGN COMMERCE COMMITTEE 
ON EDUCATIONAL TELEVISION LEGIS- 
LATION. 

ED 013 418 


MANAGEMENT DEVELOPMENT, NUM- 
BER 1. CURRENT INFORMATION 
SOURCES. 

ED 013 430 


MANDARIN CHINESE 
MANDARIN DIALECTS--A PROBLEM IN 
CLASSIFICATION. 
ED 013 431 


MANPOWER DEVELOPMENT 


TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 

BR-6-1685 ED 013 361 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--INSTITUTIONAL PROGRAMS. 

ED 013 390 


INTERNAL LABOR MARKETS, TECH- 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 
PB-174-614 ED 013 401 
MANPOWER, EMPLOYMENT, AND ED- 
UCATION IN THE RURAL ECONOMY OF 
TANZANIA. 


IIEP-AFR-RES-MONOGR-9 ED 013 402 


MANPOWER UTILIZATION 
TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 
BR-6-1685 ED 013 361 


MANPOWER, EMPLOYMENT, AND ED- 
UCATION IN THE RURAL ECONOMY OF 
TANZANIA. 
ILEP-AFR-RES-MONOGR-9 ED 013 402 
THE NEW ROLE OF THE EMPLOYMENT 
SERVICE IN SERVING THE DISADVANT- 
AGED. 

ED 013 463 


MANUALS 
HELP THROUGH LEARNING WOODW- 
ORKING. 
ED 013 677 


MARANAO 
A MARANAO DICTIONARY. 


BR-6-8470 ED 013 450 


MARKETING 
AUTO PARTS MAN, WORKBOOK. 
ED 013941 


MASS MEDIA 


THE MASS MEDIA AS AN EDUCATIONAL 
INSTITUTION. 
ED 013 844 


MASTER PLANS 
A MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA. 
ED 013 620 


MASTER TAPES 
TECHNIQUES OF TAPE PREPARATION 
AND DUPLICATION, WITH SUGGESTIONS 
FOR A LANGUAGE LABORATORY. 
ED 013 588 


MASTER TEACHERS 
TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


MASTERS THESES 
ABSTRACTS OF GRADUATE STUDIES ON 
THE COMMUNITY (JUNIOR) COLLEGE, 
1961-66. 
ED 013 607 


MATERIAL DEVELOPMENT 
CURRICULUM MATERIALS FOR ADULT 
BASIC EDUCATION. 

ED 013 689 


MATHEMATICAL APPLICATIONS 
COMMERCIAL FOODS, MATHEMATICS - 
I. 

ED 013937 


MATHEMATICAL MODELS 
AN ECONOMETRIC MODEL OF THE CALI- 
FORNIA PUBLIC JUNIOR COLLEGE OP- 
ERATING YEAR-ROUND. 
ED 013 654 


MATHEMATICS 
COST-EFFECTIVENESS--SOME TRENDS 
IN ANALYSIS. 


P-3529 ED 013 491 


MATHEMATICS INSTRUCTION 
COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 


NDEA-VITIA-806 ED 013377 


COMMERCIAL FOODS, MATHEMATICS - 
I. 


ED 013 937 


MEASUREMENT 
DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
BR-5-8462 ED 013 467 


AN ANNOTATED BIBLIOGRAPHY ON 
PROFICIENCY MEASUREMENT FOR 
TRAINING QUALITY CONTROL. 


AD-613-522 ED 013 495 


MEASUREMENT INSTRUMENTS 
IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 
EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 
BR-5-8466 ED 013 362 


POSTTRAINING PERFORMANCE CRI- 
TERION DEVELOPMENT AND APPLICAT- 
ION. 


AD-653-712 ED 013 411 


MEASUREMENT TECHNIQUES 
METHODS OF COMPUTING AND EVALU- 
ATING RESIDUAL GAIN SCORES IN THE 
READING PROGRAM. 

ED 013 742 


MECHANICAL TEACHING AIDS 
EXPERIMENTAL USE OF MACHINES IN 
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THE TRAINING OF INTERPRETERS. 
ED 013 590 


MEDIA RESEARCH 
EDUCATIONAL MEDIA IN_INSTRUC- 
TIONAL SYSTEMS DEVELOPMENT AT 
THE OHIO STATE UNIVERSITY. 


BR-5-1078 ED 013 781 


MEDICAL SCHOOLS 
RESEARCH IN PROFESSIONAL EDUCAT- 
ION, WITH SPECIAL REFERENCE TO 
MEDICAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 22. 
BR-6-1722-22 ED 013 347 
A DESCRIPTION OF MEDICAL COLLEGE 
ENVIRONMENTS. 
ED 013 489 


MEDICAL SERVICES 
PRACTICAL NURSING IN ILLINOIS--A 
PROFILE. 
ED 013 645 


FLORIDA MIGRANT HEALTH PROJECT. 
FOURTH ANNUAL PROGRESS REPORT, 
1966-1967. 

ED 013 699 


MEDICAL STUDENTS 
RESEARCH IN PROFESSIONAL EDUCAT- 
ION, WITH SPECIAL REFERENCE TO 
MEDICAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 22. 
BR-6-1722-22 ED 013 347 
A DESCRIPTION OF MEDICAL COLLEGE 
ENVIRONMENTS. 
ED 013 489 


MEDICAL TREATMENT 
THE MENTALLY RETARDED. 
ED 013 506 


MENTAL HEALTH CLINICS 
SCHOOL CAREER ADJUSTMENT PAT- 
TERNS OF CHILDREN UTILIZING MEN- 
TAL HEALTH SERVICES. 

ED 013 466 


MENTAL HEALTH PROGRAMS 
TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 
BR-6-1685 ED 013 361 


MENTAL RETARDATION 
THE MENTALLY RETARDED. 
ED 013 506 


TERMINOLOGY AND CONCEPTS IN MEN- 
TAL RETARDATION. TC SERIES IN SPE- 
CIAL EDUCATION. 

ED 013 513 


CHILDREN’S BUREAU ACTIVITIES IN 


MENTAL RETARDATION. 
ED 013 522 
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MENTALLY HANDICAPPED 
THE MENTALLY RETARDED. 
ED 013 506 


METHODS COURSES 
PROFESSIONAL INSECURITIES OF 
PROSPECTIVE TEACHERS. 
ED 013 802 


METHODS RESEARCH 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 


BR-6-1722-16 ED 013 341 


METHODS TEACHERS 

INSTITUTE FOR COLLEGE AND UNIV- 
ERSITY TRAINERS OF PROSPECTIVE 
MODERN LANGUAGE TEACHERS (UNIV- 
ERSITY OF MINNESOTA, JUNE 20 TO AU- 
GUST 5, 1966). FINAL TECHNICAL REP- 
ORT. 

ED 013 561 


MEXICAN AMERICANS 
AN EVALUATION OF OPERATION HEAD 
START BILINGUAL CHILDREN, SUM- 
MER, 1965. 
ED 013 667 


ASSESSMENT OF RURAL MEXICAN-AM- 
ERICAN STUDENTS IN GRADES PRE- 
SCHOOL THROUGH TWELFTH. 

ED 013 690 


MICROTEACHING 
MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 

ED 013 560 


MICROTEACHING AS A TEACHING MET- 
HODOLOGY. 
ED 013 791 


MIDDLE AGED 
CONTINUING EDUCATION PROGRAMS 
FOR WOMEN. 


DOL-WB-PAM-10 ED 013 933 


MIDDLE SCHOOLS 
MOBILE READING UNITS AND A TRA- 
VELING BOOKSTORE IN WASHINGTON, 
D.C. 
ED 013 736 


MIGRANT CHILDREN 
REALITY, RESPONSIBILITY AND RES- 
PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 


CROPS. 
ED 013 675 


READING PROGRAMS FOR MEXICAN- 
AMERICAN CHILDREN OF TEXAS. 
ED 013 737 


MIGRANT EDUCATION 
REALITY, RESPONSIBILITY AND RES- 
PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 
CROPS. 
ED 013 675 


TESTING. IN ADULT BASIC EDUCATION 
PROGRAMS CATERING TO SEASONAL 
AND MIGRANT FARMERS. 


ED 013 692 


MIGRANT HEALTH SERVICES 
TEXAS STATE DEPARTMENT OF 
HEALTH MIGRANT PROJECT. ANNUAL 
REPORT. 

ED 013 680 


FLORIDA MIGRANT HEALTH PROJECT. 
FOURTH ANNUAL PROGRESS REPORT, 
1966-1967. 

ED 013 699 


MIGRANT HOUSING 
TEXT OF STATEMENT PRESENTED TO 
U.S. SENATE SUB-COMMITTEE ON EMPL- 
OYMENT, MANPOWER AND POVERTY. 
ED 013 682 


MIGRANT PROBLEMS 
FARM WORKERS IN A SPECIALIZED 
SEASONAL CROP AREA, STANISLAUS 
COUNTY, CALIFORNIA. 


GF-RR-289 ED 013 676 


MIGRANT WELFARE SERVICES 
STATE OF CALIFORNIA MIGRANT MAST- 
ER PLAN. 


ED 013 681 


MIGRANT WORKER PROJECTS 
STATE OF CALIFORNIA MIGRANT MAST- 
ER PLAN. 

ED 013 681 


FLORIDA MIGRANT HEALTH PROJECT. 
FOURTH ANNUAL PROGRESS REPORT, 
1966-1967. 

ED 013 699 


MIGRANT WORKERS 

REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 

ED 013 673 


MIGRANTS 
FARM WORKERS IN A SPECIALIZED 
SEASONAL CROP AREA, STANISLAUS 
COUNTY, CALIFORNIA. 
GF-RR-289 ED 013 676 
STATE OF CALIFORNIA MIGRANT MAST- 
ER PLAN. 
ED 013 681 


MILITARY TRAINING 
AN EXPERIMENTAL ASSESSMENT OF A, 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
FAA-ADS-61-TR ED 013 410 
POSTTRAINING PERFORMANCE CRI- 
TERION DEVELOPMENT AND APPLICAT- 
ION. 


AD-653-712 ED 013 411 





U.S. ARMY HUMAN FACTORS RESEARCH 
AND DEVELOPMENT ANNUAL CONFER- 
ENCE, INDIVIDUAL AND SMALL-UNIT 
TRAINING FOR COMBAT OPERATIONS 
(12TH, FORT BENNING, GEORGIA, OCTO- 
BER 1966). 

PROF. PAPER 21-67 ED 013 413 
LEADERSHIP IN SMALL MILITARY 
UNITS--SOME RESEARCH FINDINGS. 
HUMRRO-PP-24-67 ED 013 426 


MINIMALLY BRAIN INJURED 
COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH 
IN THE BANNERSTONE DIVISION OF 
AMERICAN LECTURES IN SPEECH AND 
HEARING. 
AMER-LECT-SER-660 ED 013519 

THE BRAIN-INJURED CHILD, A SUMM- 

ARY REPORT OF CONFERENCE ON THE 

CHILD WITH LEARNING DISABILITIES 

(JERSEY CITY, MARCH 25, 1965). 

ED 013 520 


en EDUCATIONAL SERVIC- 


MOBILE READING UNITS AND A TRA- 
VELING BOOKSTORE IN WASHINGTON, 
D.C. 

ED 013 736 


MOBILITY AIDS 
PROCEEDINGS OF THE ROTTERDAM MO- 
BILITY RESEARCH CONFERENCE (ROT- 
TERDAM, THE NETHERLANDS, AUGUST 
3-7, 1964). 
ED 013512 


MODELS 
NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 


BR-6-1722-15 ED 013 340 


EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 
UO-BUS-PUB-1 ED 013 497 
STRATEGIES FOR INSTRUCTIONAL 
CHANGE--PROMISING IDEAS AND PER- 
PLEXING PROBLEMS. 

ED 013 799 


COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


MODERN LANGUAGE CURRICU- 
LUM 


ON RUSSIAN IN SECONDARY SCHOOLS 
OF WESTERN CANADA. 
ED 013 575 


THE TEACHING OF RUSSIAN--A RES- 
PONSE TO NATHAN ROSEN. 
ED 013577 


MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES 7-12)- 
FRENCH, GERMAN, SPANISH. 
NCSDPI-PUB-364 ED 013581 
GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 

ED 013 592 


MODERN LANGUAGES 
THE FOREIGN LANGUAGE ATTAIN- 
MENTS OF LANGUAGE MAJORS IN THE 
SENIOR YEAR--A SURVEY CONDUCTED 
IN U.S. COLLEGES AND UNIVERSITIES. 
BR-5-1255 ED 013 343 


“ENATION” AND “AGNATION.” 
ED 013 543 


A NEW LOOK AT THE LINGUAL APP- 
ROACH. 
ED 013 547 


VOICE CULTURE AND THE FOREIGN 
LANGUAGE TEACHER, TOWARD A 
GREATER ALLIANCE. 

ED 013 548 


INSTITUTE FOR COLLEGE AND UNIV- 
ERSITY TRAINERS OF PROSPECTIVE 
MODERN LANGUAGE TEACHERS (UNIV- 
ERSITY OF MINNESOTA, JUNE 20 TO AU- 
GUST 5, 1966). FINAL TECHNICAL REP- 
ORT. 

ED 013 561 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES. 

ED 013 586 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES - CONCLUDED. 

ED 013 587 


MORPHOLOGY (LANGUAGES) 
A DESCRIPTION OF CEBUANO VISAYAN. 
NDEA-VI-370 ED 013 369 


A DESCRIPTIVE INDONESIAN GRAM- 
MAR--PRELIMINARY EDITION. 


BR-5-1219 ED 013 432 


MOTHERS 


WHO ARE THE WORKING MOTHERS. 
DOL-WB-LEAFL-37 ED 013 960 


MOTIVATION 
ADMINISTRATIVE CLIMATE. 
ED 013 392 


MOTOR VEHICLES 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING, A STUDY 
GUIDE AND PROGRESSION RECORD IN 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING. 
US-FILE-316 ED 013 929 
AUTO PARTS MAN, WORKBOOK. 
ED 013 941 


MUSIC ACTIVITIES 
AN INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUN- 
ITY RESOURCES TO PROVIDE SERVICES 
TO ARTS ORGANIZATIONS AND 
THROUGH THEM TO SCHOOLS AND 
COLLEGES. FINAL REPORT. 


BR-6-8039 ED 013 367 


NATIONAL COMPETENCY TESTS 


MLA FOREIGN LANGUAGE PROFICIE- 
NCY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS. 

ED 013 574 


NATIONAL PROGRAMS 
THE CANADA NEWSTART PROGRAM. 
ED 013 404 


NATIONAL SURVEYS 
FOREIGN LANGUAGES IN PUBLIC SEC- 
ONDARY SCHOOLS, A NATIONAL SURV- 
EY, FALL 1959. INTERIM REPORT. 
ED 013 550 


AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 

ED 013 869 


NATURAL RESOURCES 
CAUSES OF RURAL POVERTY. 
ED 013 695 


NAVIGATION 


SMALL CRAFT OPERATION AND NAVI- 
GATION, INSTRUCTOR’S GUIDE. 


ED 013 950 


SMALL CRAFT OPERATION AND NAVI- 
GATION. 
ED 013 953 


NEEDLE TRADES 
NEEDLE TRADES, MATHEMATICS - I. 
ED 013 939 


NEEDS 
THE NAVAHO. 
ED 013672 


NEGRO DIALECTS 


CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 


ED 013 455 


NEGRO HISTORY 


THE TWO WORLDS OF RACE--A HISTORI- 
CAL VIEW. 
ED 013 841 


NEGRO STUDENTS 


THE HIGHER EDUCATION OF THE DIS- 
ADVANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28. 

BR-6-1722-28 ED 013 350 
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101 BOOKS FOR TEACHING THE DISADV- 
ANTAGED. 
ED 013 743 


ART PROGRAMS IN NEGRO COLLEGES. 
FINAL REPORT. 


CRP-3159 ED 013 859 


NEGROES 
RETRAINING OF THE UNDERPRIVI- 
LEGED, THE NEIGHBORHOOD HOUSE 
STORY. 
ED 013 388 


RACE RELATIONS AND SOCIAL CHANGE. 
ED 013 493 


EMPLOYMENT, INCOME, AND THE OR- 
DEAL OF THE NEGRO FAMILY. 
ED 013 836 


THE SOCIAL AND ECONOMIC STATUS OF 
THE NEGRO IN THE UNITED STATES. 
ED 013 837 


AN ECONOMIC AND SOCIAL PROFILE OF 
THE NEGRO AMERICAN. 
ED 013 838 


DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 
ED 013 839 


ON IMPROVING THE ECONOMIC STATUS 
OF THE NEGRO. 
ED 013 840 


TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 
BR-5-1035 ED 013 849 
A STUDY OF INTEGRATION IN RACIA- 
LLY IMBALANCED URBAN PUBLIC 
SCHOOLS-A DEMONSTRATION AND 
EVALUATION. FINAL REPORT. 
CRP-D-125 ED 013 857 
ART PROGRAMS IN NEGRO COLLEGES. 
FINAL REPORT. 
CRP-3159 ED 013 859 
SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 
AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


NEUROLOGICAL ORGANIZATION 
A CRITIQUE OF EXPERIMENTS ON THE 
ROLE OF NEUROLOGICAL ORGANIZA- 
TION IN READING PERFORMANCE. 

ED 013 523 


NEWSPAPERS 
KURDISH READERS. PART I, NEWSPA- 
PER KURDISH. 


BR-5-1257-1 ED 013 440 


NONPROFESSIONAL PERSON- 
NEL 
TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 
BR-6-1685 ED 013 361 


THE NONPROFESSIONAL WORKER IN 
YOUTH EMPLOYMENT PROGRAMS. 
ED 013 674 
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NONSTANDARD DIALECTS 
ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 


NDEA-VI-138 ED 013 373 


NORTHERN SCHOOLS 
A STUDY OF INTEGRATION IN RACIA- 
LLY IMBALANCED URBAN PUBLIC 
SCHOOLS--A DEMONSTRATION AND 
EVALUATION. FINAL REPORT. 


CRP-D-125 ED 013 857 


NURSES 
NURSING EDUCATION THROUGH 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 
BER 8, 1966). 
ED 013 652 


NURSING 

RESEARCH IN PROFESSIONAL EDUCAT- 

ION, WITH SPECIAL REFERENCE TO 

MEDICAL EDUCATION. NEW DIMEN- 

SIONS IN HIGHER EDUCATION, NUM- 

BER 22. 

BR-6-1722-22 ED 013 347 
MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREPARED BY PRACTICAL 
NURSING INSTRUCTORS DURING CON- 
FERENCE (UNIVERSITY OF _  TEN- 
NESSEE, AUGUST 14-18, 1961). 

ED 013 940 


OBJECTIVES 


TEACHERS--THEIR 
AND ASPIRATIONS. 


ORGANIZATIONS 
ED 013 772 


ESEA TITLE I PROJECTS IN THE BERKE- 
LEY UNIFIED SCHOOL DISTRICT--A 
SHORT SUMMARY OF ACTIVITIES AND 
EVALUATION FOR THE SPRING SEMEST- 
ER, 1966. 

ED 013 865 


OCCUPATIONAL CHOICE 
AN EMPIRICAL CRITERION VALIDA- 
TION STUDY ON SOME PSYCHOLOGICAL 
INVENTORY FINDINGS RELATED TO 
ELEMENTARY SCHOOL TEACHERS. 
ED 013775 


THE EDUCATIONAL AND VOCATIONAL 
ASPIRATIONS OF PRISONERS. 
UND-CRVTE-RR-5 ED 013917 
VOCATIONAL CHOICE AND JOB SATISF- 
ACTION. : 

ED 013 958 


OCCUPATIONAL GUIDANCE 
DEVELOPMENTAL CAREER GUIDANCE 
IN ACTION, THE FIRST YEAR. 

ED 013 456 


i apa aoe HOME ECONOM- 


A SURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 


TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS. 


ED 013 868 


COMPANION TO AN ELDERLY PERSON, 
A SUGGESTED TRAINING PROGRAM. 
OE-87006 ED 013 925 


OCCUPATIONAL INFORMATION 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 

RESURVEY OF FOREIGN LANGUAGE 

NEEDS OF SELECTED FEDERAL AGENC. 

IES. 

NDEA-VI-32-5 ED 013 355 

USE AND EVALUATION OF OCCUPA- 

TIONAL INFORMATION MATERIALS, 


ED 013 462 


DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME I, DEFINITIONS OF 
TITLES. 

ED 013 963 


DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME II, OCCUPATIONAL 
CLASSIFICATION AND INDUSTRY 
INDEX. 

ED 013 964 


SELECTED CHARACTERISTICS OF OCC- 
UPATIONS (PHYSICAL DEMANDS, WORK- 
ING CONDITIONS, TRAINING TIME), A 
SUPPLEMENT TO THE DICTIONARY OF 
OCCUPATIONAL TITLES. 

ED 013 965 


OCCUPATIONAL SURVEYS 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 
NYSDL-SB-239-VOL-1 ED 013 876 

TECHNICAL MANPOWER IN NEW YORK 

STATE. VOLUME I, SUPPLEMENT A, AP- 

PENDIX TABLES. 

NYSDL-SB-239-VOL-1-SUPPL-A §£D 013877 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 
PROJECTIONS IN TECHNICAL OCCUPAT- 
IONS. 

NYSDL-SB-239-VOL-1-SUPPL-B —D013878 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 
NYSDL-SB-239-VOL-2 ED 013 879 
MANPOWER NEEDS AND EMPLOYMENT 
OPPORTUNITIES FOR WORKERS NEED- 
ING KNOWLEDGE AND SKILL IN AGRIC- 
ULTURE. TECHNICAL EDUCATION IN 
AND FOR RURAL AREAS, REPORT NUM- 
BER 2. 

ED 013 881 


HANDBOOK ON EMPLOYMENT SECURI- 
TY, JOB MARKET, RESEARCH METHODS- 
-AREA SKILL SURVEY. 


BES-E-252 ED 013 928 


OCCUPATIONS 
RESEARCH ON GENERAL VOCATIONAL 
CAPABILITIES (SKILLS AND KNOWLE- 
DGES). FINAL REPORT. 
ED 013870 








DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME I, DEFINITIONS OF 
TITLES. 

ED 013 963 


DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME II, OCCUPATIONAL 
CLASSIFICATION AND INDUSTRY 
INDEX. 

ED 013 964 


SELECTED CHARACTERISTICS OF OCC- 
UPATIONS (PHYSICAL DEMANDS, WORK- 
ING CONDITIONS, TRAINING TIME), A 
SUPPLEMENT TO THE DICTIONARY OF 
OCCUPATIONAL TITLES. 

ED 013 965 


CONVERSION TABLE OF CODE AND 
TITLE CHANGES BETWEEN SECOND 
AND THIRD EDITION, DICTIONARY OF 


OCCUPATIONAL TITLES. 
ED 013 966 
OFF FARM AGRICULTURAL OC- 
CUPATIONS 


EVALUATION OF THE EFFECTIVENESS 
OF INSTRUCTION IN AGRICULTURAL 
MECHANICS FOR VOCATIONAL AGRI- 
CULTURE STUDENTS IN ARKANSAS 
WHO ENTER NON-FARMING OCCUPAT- 
IONS. 

UA-MONOGR-67 ED 013 875 
MANPOWER NEEDS AND EMPLOYMENT 
OPPORTUNITIES FOR WORKERS NEED- 
ING KNOWLEDGE AND SKILL IN AGRIC- 
ULTURE. TECHNICAL EDUCATION IN 
AND FOR RURAL AREAS, REPORT NUM- 


BER 2. 
ED 013 881 


OFFICE OCCUPATIONS EDUCA- 
TION 
THE POTENTIAL ROLE OF THE JUNIOR 
COLLEGE IN EDUCATION FOR BUSIN- 


ESS, MONOGRAPH C-15. 
ED 013 646 


BUSINESS LETTER WRITING FOR 
“PRACTICAL BUSINESS CORRESPOND- 
ENCE FOR COLLEGES,” THIRD EDITION, 
ROBERTSON AND WALKER, SOUTH- 
WESTERN PUBLISHING COMPANY, 1966, 


INSTRUCTOR’S GUIDE. 
ED 013 942 


OLDER ADULTS 
COMPANION TO AN ELDERLY PERSON, 
A SUGGESTED TRAINING PROGRAM. 
OE-87006 


ED 013 925 





ON THE JOB TRAINING 
RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--ON-THE-JOB PROGRAMS. 

ED 013 391 


CONANT ON TEACHER EDUCATION, A 
CRITICAL ANALYSIS. 
ED 013 783 


YOUTH OPPORTUNITY CAMPAIGN - SUM- 
MER 1966, A REPORT OF TRAINING CON- 
DUCTED BY FEDERAL AGENCIES FOR 
NON-COLLEGE YOUTHS EMPLOYED 
DURING THE SUMMER OF 1966. 

ED 013 961 





OPERATING ENGINEERING 


MANPOWER INVENTORY AND TRAIN- 
ING NEEDS ANALYSIS. LOUISIANA DE- 
PARTMENT OF HIGHWAYS MAINTEN- 
ANCE RESEARCH PROJECT, REPORT 
NUMBER 2. 


PB-174-962 ED 013 425 


OPINIONS 


PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES--AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 


CDCCE-OP-2 ED 013 630 


ORAL COMMUNICATION 


A BIBLIOGRAPHY OF SPOKEN LATIN. 
ED 013 565 


ORGANIZATION 


FARM LABOR ORGANIZING 1905-1967, A 


BRIEF HISTORY. 
ED 013 679 


ORGANIZATIONAL CHANGE 


PRINCIPLES AND STRATEGIES OF DI- 
RECTING ORGANIZATIONAL CHANGE 
VIA LABORATORY TRAINING. 

ED 013 398 


CRUCIAL ISSUES IN ORGANIZATIONAL 
DEVELOPMENT. 
ED 013 486 


ORGANIZATIONAL CLIMATE 


ADMINISTRATIVE CLIMATE. 
ED 013 392 


ORGANIZATIONS (GROUPS) 
EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 


UO-BUS-PUB-1 ED 013 497 


ORNAMENTAL HORTICULTURE 
PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 


ED 013 891 
THE LANDSCAPE AIDE, A SUGGESTED 
TRAINING PROGRAM. 
OE-87010 ED 013 918 


TRANSPLANTING SHADE TREES. 
UI-VAS-5002 ED 013921 





ORTHOGRAPHIC SYMBOLS 
THE EFFECTIVENESS OF TEACHING BE- 
GINNING READING WITH THE INITIAL 
TEACHING ALPHABET (I/T/A), A FINAL 
REPORT. 
ED 013 735 


OUT OF SCHOOL YOUTH 
YOUTH OPPORTUNITY CAMPAIGN - SUM- 
MER 1966, A REPORT OF TRAINING CON- 
DUCTED BY FEDERAL AGENCIES FOR 
NON-COLLEGE YOUTHS EMPLOYED 
DURING THE SUMMER OF 1966. 

ED 013 961 





OUTDOOR EDUCATION 
INLAND BIOLOGICAL FIELD STATIONS 
OF THE UNITED STATES. 
ED 013 758 


PAIRED ASSOCIATE LEARNING 
LEARNING EFFICIENCY AS A FUNC- 
TION OF DEPICTION, VERBALIZATION, 
GRADE AND SOCIAL CLASS. 

ED 013 854 


PANJA 
A REFERENCE GRAMMAR OF PANJABI. 


NDEA-VI-314-3 ED 013 359 


PARAMEDICAL OCCUPATIONS 
PRACTICAL NURSING IN ILLINOIS-A 
PROFILE. 

ED 013 645 


NURSING EDUCATION THROUGH 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 
BER 8, 1966). 

ED 013 652 


PARENT ATTITUDES 
PARENTAL PERCEPTIONS OF THE STU- 
DENT AS RELATED TO ACADEMIC ACHI- 
EVEMENT IN JUNIOR COLLEGE. 
ED 013 609 


PARENT CHILD RELATIONSHIP 
MOTHER AND BLIND CHILD, THE IN- 
FLUENCE OF CHILD-REARING PRACTIC- 
ES ON THE BEHAVIOR OF PRESCHOOL 
BLIND CHILDREN. 


AFB-RES-SER-14 ED 013 509 


PARENT INFLUENCE 
PARENTAL PERCEPTIONS OF THE STU- 
DENT AS RELATED TO ACADEMIC ACHI- 
EVEMENT IN JUNIOR COLLEGE. 
ED 013 609 


PARENT PARTICIPATION 

AN EVALUATION OF STAR, OR THE EF- 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA. 

ED 013 852 






PARENT ROLE 
THE CHILDHOOD ROMANCE THEORY OF 
TEACHER DEVELOPMENT. 
ED 013779 
WHO IS THE TEACHER. 
ED 013 789 
PARKING AREAS 


A SURVEY OF PARKING LOT UTILIZA- 
TION AT THE SOUTH CAMPUS, MACOMB 
COUNTY COMMUNITY COLLEGE. 

ED 013 621 
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PAROCHIALSCHOOLS §. 
FOREIGN LANGUAGE ENROLLMENTS 
IN SEVENTH-DAY ADVENTIST AND 
CATHOLIC PAROCHIAL SECONDARY 
SCHOOLS, FALL, 1959. 

ED 013 564 


PART TIME TEACHERS 
REMEDIAL READING TEACHERS 
WHERE DO YOU FIND THEM. 
ED 013 728 


DISTRIBUTIVE EDUCATION FOR AD- 
ULTS, GUIDE FOR PART-TIME INS. 
TRUCTORS. DISTRIBUTIVE EDUCATION 
SERIES, NUMBER 21. 


OE-82003 ED 013 889 


PARTICIPATION 
DYNAMICS OF PARTICIPATIVE GROUPS. 
ED 013 382 


PATTERN DRILLS (LANGUAGE) 
“ENATION” AND “AGNATION.” 
ED 013 543 


IMPROVING THE STRUCTURE DRILL IN 
RUSSIAN. 
ED 013 576 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013 585 


PERCEPTION 

ICONIC SIGNS AND SYMBOLS IN AUDIO- 

VISUAL COMMUNICATION, AN ANALY- 

TICAL SURVEY OF SELECTED WRITINGS 

AND RESEARCH FINDINGS. FINAL REP- 

ORT. 

NDEA-VIIB-449 ED 013 371 
PERCEPTION AND CEREBRAL PALSY, 
STUDIES IN FIGURE-BACKGROUND 
RELATIONSHIP. SYRACUSE UNIVERS- 
ITY SPECIAL EDUCATION AND REHAB- 
ILITATION MONOGRAPH SERIES 2. 

ED 013 505 


ASSESSMENT OF RURAL MEXICAN-AM- 
ERICAN STUDENTS IN GRADES PRE- 
SCHOOL THROUGH TWELFTH. 

ED 013 690 


PERCEPTION TESTS 
PERCEPTION AND CEREBRAL PALSY, 
STUDIES IN FIGURE-BACKGROUND 
RELATIONSHIP. SYRACUSE UNIVERS- 
ITY SPECIAL EDUCATION AND REHAB- 
ILITATION MONOGRAPH SERIES 2. 
ED 013 505 


PERCEPTUAL DEVELOPMENT 
THE DEVELOPMENT OF GRAPHIC AC- 
TIVITY IN THE CHILD--A THEORY AND A 
FIRST EXPERIMENT. 
BR-5-1213-1 


ED 013717 


PERCEPTUAL MOTOR LEARNING 
THE DEVELOPMENT OF GRAPHIC AC- 
TIVITY IN THE CHILD--A THEORY AND A 
FIRST EXPERIMENT. 
BR-5-1213-1 
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ED 013717 


PERFORMANCE 
THE UTILIZATION OF EDUCATED MAN- 
POWER IN INDUSTRY, A PRELIMINARY 
REPORT. 
ED 013 416 


SCHOOL AND FAMILY BACKGROUND 
CORRELATES OF CHILDREN’S SCHOOL 
ANXIETY. 

ED 013 473 


SCHOOL ANXIETY AND THE FACILITA- 
TION OF PERFORMANCE. 
ED 013 475 


PERFORMANCE TESTS 
CLASSROOM EXPERIMENT TO MEAS- 
URE THE RELATIVE EFFICIENCY OF 
TWO DIFFERENT LINGUISTIC MODELS 
IN THEIR APPLICATION TO THE TEACH- 
ING OF ENGLISH AS A FOREIGN 
LANGUAGE. 


BR-6-8200 ED 013 449 


PERSONAL VALUES 
DO WE REALLY WANT STUDENTS TO 
LEARN. 
ED 013 556 


PERSONALITY ASSESSMENT 
PERSONALITY AND CONFORMITY. 
CRP-S-021 ED 013 360 


READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME--A_ THI- 
RTY-YEAR THEN AND NOW STUDY AT 
THE JUNIOR HIGH SCHOOL LEVEL. 
FINAL REPORT. 


BR-5-8027 ED 013 716 


PERSONALITY DEVELOPMENT 
EDUCATION FOR INDIVIDUAL DEVELO- 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 
BR-6-1722-31 ED 013 353 

MOTHER AND BLIND CHILD, THE IN- 

FLUENCE OF CHILD-REARING PRACTIC- 

ES ON THE BEHAVIOR OF PRESCHOOL 

BLIND CHILDREN. 

AFB-RES-SER-14 ED 013 509 

READING SUCCESS AND PERSONALITY 

VALUE-SYSTEMS SYNDROME--A THI- 

RTY-YEAR THEN AND NOW STUDY AT 

THE JUNIOR HIGH SCHOOL LEVEL. 

FINAL REPORT. 


BR-5-8027 ED 013 716 


PERSONALITY STUDIES 
READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME--A_THI- 
RTY-YEAR THEN AND NOW STUDY AT 
THE JUNIOR HIGH SCHOOL LEVEL. 
FINAL REPORT. 
BR-5-8027 ED 013 716 
AN EMPIRICAL CRITERION VALIDA- 
TION STUDY ON SOME PSYCHOLOGICAL 
INVENTORY FINDINGS RELATED TO 
ELEMENTARY SCHOOL TEACHERS. 
ED 013775 


THE CHILDHOOD ROMANCE THEORY OF 
TEACHER DEVELOPMENT. 
ED 013779 


WHO IS THE TEACHER. 
ED 013 789 


PERSONALITY TESTS 
A SURVEY OF LITERATURE RELATED 
TO SELECTED NONPROFESSIONAL 
OCCUPATIONS. 
ED 013915 


PERSONNEL 

LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL.- 
LEGE RESIDENCE PROGRAM, PROCEED. 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLIN’ “UGUST 5-9, 
1963). 

ED 013 626 


PERSONNEL NEEDS 
PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS-AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 
ED 013597 


PERSONNEL POLICY 
CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


PERSONNEL SELECTION 
PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS--AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 
ED 013 597 


PHONOLOGY 
INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 
CAL COMPARISON OF SPANISH AND 
ENGLISH). 
NDEA-VI-123 ED 013 356 

A REFERENCE GRAMMAR OF PANJABI. 

NDEA-VI-314-3 ED 013 359 


SERBO-CROATIAN BASIC COURSE, VO- 
LUME I, UNITS 1-25. 
ED 013 452 


PHYSICAL FACILITIES 
CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


PHYSICS 
A STUDY OF THE RELATIONSHIP BE- 
TWEEN ACHIEVEMENT IN PSSC PHY- 
SICS AND EXPERIENCE IN RECENTLY 
DEVELOPED COURSES IN SCIENCE AND 
MATHEMATICS. 
ED 013 756 


THE COMPARATIVE EFFECTS OF PSSC 
PHYSICS AND TRADITIONAL PHYSICS 
ON STUDENT ACHIEVEMENT. 

ED 013 757 


THE PROCEEDINGS OF THE BOULDER 
CONFERENCE ON PHYSICS FOR NON- 





SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964). 
ED 013 765 


PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


PICTORIAL STIMULI 
ICONIC SIGNS AND SYMBOLS IN AUDIO- 
VISUAL COMMUNICATION, AN ANALY- 
TICAL SURVEY OF SELECTED WRITINGS 
AND RESEARCH FINDINGS. FINAL REP- 
ORT. 
NDEA-VIIB-449 


ED 013 371 


PILOT PROJECTS 
THE CANADA NEWSTART PROGRAM. 
ED 013 404 


DEVELOPMENTAL CAREER GUIDANCE 
IN ACTION, THE FIRST YEAR. 
ED 013 456 


PLANE GEOMETRY 
NINTH GRADE PLANE AND SOLID 
GEOMETRY FOR THE ACADEMICALLY 
TALENTED, TEACHERS GUIDE. 
ED 013517 


PLANNING 
ORIGIN AND HISTORY OF PROGRAM 
BUDGETING. 
P-3427 ED 013 494 
PLANNING FOR INSTRUCTIONAL TELE- 
VISION. 
ED 013 602 


REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 

ED 013 673 


PLANT GROWTH 
THE USE OF CHEMICALS AS PLANT REG- 
ULATORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 8. 
ED 013 902 


PLANT PATHOLOGY 
THE USE OF CHEMICALS AS FUNGI- 
CIDES, BACTERICIDES AND NEMATOC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 4. 
ED 013 898 


PLANTING 
THE PLANTER--SELECTION, ADJUSTM- 
ENT, MAINTENANCE, AND USE. 
UI-VAS-3021 ED 013 923 


PLAYGROUNDS 
SCHOOL SITE ANALYSIS AND DEVELO- 
PMENT. 
ED 013 532 


POETRY 
A CURRICULUM FOR ENGLISH, POETRY 
FOR THE ELEMENTARY GRADES. 
ED 013813 


POLICY FORMATION 
BEYOND NEGOTIATIONS. 
ED 013 503 


FOREIGN LANGUAGE PROGRAM POLI- 
CY. (TITLE SUPPLIED). 
ED 013 572 


RELATIONSHIPS OF FACULTY SENATES 
(COUNCILS) TO THE ADMINISTRATIVE 
STAFF, PRESIDENTS AND/OR SUPERIN- 
TENDENTS, AND BOARD OF TRUSTEES 
IN SIXTY-EIGHT CALIFORNIA JUNIOR 
COLLEGES AS REPORTED BY THE PRES- 
IDENTS OR VICE PRESIDENTS. 

ED 013 640 


POPULATION DISTRIBUTION 
AGE OF TRANSITION, RURAL YOUTH IN 
A CHANGING SOCIETY. 


USDA-AGR-HB-347 ED 013 696 


POPULATION GROWTH 
DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 

ED 013 839 


POST SECONDARY EDUCATION 
CITIZENS LEAGUE REPORT ON COM- 
MUNITY COLLEGES FOR THE TWIN 
CITIES AREA. 

ED 013631 


THE LANDSCAPE AIDE, A SUGGESTED 
TRAINING PROGRAM. 


OE-87010 ED 013918 


POST TESTING 
EVALUATION OF HEADSTART EDUCA- 
TIONAL PROGRAM IN CAMBRIDGE, 
MASSACHUSETTS. FINAL REPORT. 
ED 013 668 


POVERTY PROGRAMS 

PROJECT HEAD START AND THE CULT- 

URALLY DEPRIVED IN ROCHESTER, 

NEW YORK, A STUDY OF PARTICIPATING 

AND NON-PARTICIPATING FAMILIES IN 

AREAS SERVED BY PROJECT HEAD 

START IN ROCHESTER, FINAL REPORT. 
ED 013 669 


SUMMARY AND OBSERVATIONS IN THE 
DAKOTAS AND MINNESOTA. INDIAN 
COMMUNITIES AND PROJECT HEAD 
START. 
OEO-520 ED 013 670 
AN APPRAISAL OF POSSIBILITIES FOR 
A HEAD START PROGRAM AMONG THE 
POTAWATOMI INDIANS OF KANSAS. IN- 
DIAN COMMUNITIES AND PROJECT 
HEAD START. 
OEO-520 ED 013 671 
THE NEIGHBORHOOD YOUTH CORPS.- 
HELP OR HANDOUT. 

ED 013 846 


THE NEIGHBORHOOD YOUTH CORPS 
AND THE COMMUNITY, AN EXPLORAT- 
ORY STUDY OF THE IMPLICATIONS OF A 
FEDERAL ANTI-POVERTY PROGRAM 
FOR MILWAUKEE, WISCONSIN. - 

ED 013 968 


PRACTICAL ARTS 
THEORIES AND PRACTICES IN THE ED- 
UCATION OF WOMEN DURING THE AGE 
OF ENLIGHTMENT IN FRANCE. 


BR-5-8230 ED 013 363 


PRACTICAL MATHEMATICS 
NEEDLE TRADES, MATHEMATICS - I. 
ED 013 939 


PRACTICAL NURSES 
PRACTICAL NURSING IN ILLINOIS-A 
PROFILE. 
ED 013 645 


MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREPARED BY PRACTICAL 
NURSING INSTRUCTORS DURING CON- 
FERENCE (UNIVERSITY OF TEN- 
NESSEE, AUGUST 14-18, 1961). 

ED 013940 


PREDICTION 
EVALUATING TRANSFER APPLICAT- 


IONS. 
ED 013 610 


PREDICTING STUDENT ACCOMPLISH- 
MENT IN COLLEGE FROM THE ACT ASS- 
ESSMENT. 

ACT-RR-21-AUG-67 ED 013 628 
THE PREDICTION OF DROPOUT BEHA- 
VIOR AMONG URBAN NEGRO BOYS. 
FINAL REPORT. 
CRP-2848 ED 013 847 
PREDICTING ACHIEVEMENT IN TECH- 
NICAL PROGRAMS AT THE NORTH DAK- 
OTA STATE SCHOOL OF SCIENCE. 

UND-CRVTE-RR-2 ED 013 905 


PREDICTIVE ABILITY (TESTING) 
THE PREDICTION OF CREATIVITY AND 
ACADEMIC ACHIEVEMENT FROM A CON- 
CRETE PERCEPTUAL-COGNITIVE TASK. 

ED 013 470 


THE PREDICTION OF JUNIOR COLLEGE 
ACHIEVEMENT FROM ADJUSTED SEC- 
ONDARY SCHOOL GRADE AVERAGES. 

ED 013 643 


PREGNANCY 

MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREPARED BY PRACTICAL 
NURSING INSTRUCTORS DURING CON- 
FERENCE (UNIVERSITY OF TEN- 
NESSEE, AUGUST 14-18, 1961). 

ED 013 940 


PRESCHOOL CHILDREN 
SCHOOL CAREER ADJUSTMENT PAT- 
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TERNS OF CHILDREN UTILIZING MEN- 
TAL HEALTH SERVICES. 
ED 013 466 


AAIB NATIONAL CONFERENCE ON PRE- 
SCHOOL SERVICES FOR VISUALLY HAN- 
DICAPPED CHILDREN AND THEIR FAMI- 
LIES. (ST. LOUIS, MARCH 28-30, 1965). 

ED 013511 


THE DEVELOPMENT OF GRAPHIC AC- 
TIVITY IN THE CHILD--A THEORY ANDA 
FIRST EXPERIMENT. 


BR-5-1213-1 ED 013717 


PRESCHOOL EDUCATION 
EVALUATION OF HEADSTART EDUCA- 
TIONAL PROGRAM IN CAMBRIDGE, 
MASSACHUSETTS. FINAL REPORT. 

ED 013 668 


PRESCHOOL PROGRAMS 
THE EFFECTS OF ASSESSMENT AND 
PERSONALIZED PROGRAMMING ON 
SUBSEQUENT INTELLECTUAL DEVEL- 
OPMENT OF PREKINDERGARTEN AND 
KINDERGARTEN CHILDREN. 


BR-6-1328 ED 013 663 


PRESCHOOL TESTS 
EVALUATION OF HEADSTART EDUCA- 
TIONAL PROGRAM IN CAMBRIDGE, 
MASSACHUSETTS. FINAL REPORT. 
ED 013 668 


PRESERVICE EDUCATION 
VOICE CULTURE AND THE FOREIGN 
LANGUAGE TEACHER, TOWARD A 
GREATER ALLIANCE. 
ED 013 548 


ASSISTANT TEACHERS AND TEACHERS’ 
AIDES--TRAINING AND ROLES OF AUX- 
ILIARY PERSONNEL FOR EARLY CHILD- 
HOOD EDUCATION PROGRAMS. 

ED 013 605 


SIMULATION IN READING. 
ED 013 703 


PRESIDENTS 
LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 

SHIP PROGRAM. 
ED 013 623 


PRETECHNOLOGY PROGRAMS 
PHY 300 PRE-TECHNICAL PHYSICS, 
COURSE OUTLINE. 

ED 013 938 


PRIMARY GRADES 
INTRODUCING ENGLISH, AN ORAL PRE- 
READING PROGRAM FOR SPANISH- 
SPEAKING PRIMARY PUPILS. 
ED 013 454 


AN INDIVIDUALIZED SCIENCE LABORA- 
TORY. 
UP-RD-CTR-REPRINT-17 ED 013 664 
INDIVIDUALIZED READING WITH THE 
EDUCABLES. 

ED 013 740 
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A VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 
SCIENCE TEXTS. 

ED 013 748 


PRINCIPALS 
A MODEL FOR SHARED DECISION MAK- 
ING IN THE SCHOOL PRINCIPALSHIP. 
CEMREL-OP-NO-2-1967 ED 013 480 


EVALUATION OF TEACHERS--THE 
PRINCIPAL’S DILEMMA. 
ED 013 490 


PRISONERS 
THE EDUCATIONAL AND VOCATIONAL 
ASPIRATIONS OF PRISONERS. 


UND-CRVTE-RR-5 ED 013917 


PRIVATE AGENCIES 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 


NDEA-VI-31-5 ED 013 354 


PRIVATE SCHOOLS 
PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS--AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 
ED 013 597 


PROBLEMS 
RURAL YOUTH-WORK PROGRAMS-~ 
PROBLEMS OF SIZE AND SCOPE. 
‘ ED 013 688 


PRODUCTIVITY 
PRELIMINARY STUDY OF PROFES- 
SIONAL CONTRIBUTIONS AND PRODUC- 
TIVITY OF WOMEN WITH DOCTORATES. 
BR-5-8189 ED 013 458 


PROFESSIONAL ASSOCIATIONS 
ANNOUNCEMENT OF THE INTERNA- 
TIONAL ASSOCIATION OF APPLIED 
LINGUISTICS (L’AILA). (TITLE SUPP- 
LIED). 

ED 013 545 


THE FOREIGN LANGUAGE PROGRAM IN 
1964. 
ED 013 573 


REPORT OF THE EXECUTIVE SECRETA- 
RY, DEPARTMENT OF RURAL EDUCAT- 
ION, NATIONAL EDUCATION ASSOCIAT- 
ION, OCTOBER, 1967. 

ED 013 686 


THE RISE OF THE AMERICAN CHEMIS- 
7 TY PROFESSION, 1850-1900. 
ED 013 753 


TEACHERS--THEIR ORGANIZATIONS 
AND ASPIRATIONS. 


ED 013 772 


PROFESSIONAL NEGOTIATION WITH 
SCHOOL BOARDS. 


1965-R3 ED 013 774 


PROFESSIONAL CONTINUING 
EDUCATION 
A REPORT TO THE HOUSE INTERSTATE 
AND FOREIGN COMMERCE COMMITTEE 
ON EDUCATIONAL TELEVISION LEGIS- 
LATION. 
ED 013 418 


PROFESSIONAL EDUCATION 
RESEARCH IN PROFESSIONAL EDUCAT.- 
ION, WITH SPECIAL REFERENCE TO 
MEDICAL EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 22. 
BR-6-1722-22 ED 013 347 

SCIENCE INFORMATION PERSONNEL. 

THE NEW PROFESSION OF INFORMA- 

TION COMBINING SCIENCE, LIBRARI- 

ANSHIP AND FOREIGN LANGUAGE. 

NDEA-VI-33 ED 013 365 


PROFESSIONAL SERVICES 
SCHOOL PSYCHOLOGY--PAST, PRESENT 
AND FUTURE. 

ED 013 461 


PROFESSIONAL TRAINING 


SPECIAL ENGLISH. 
ED 013 434 


PROFESSORS 
NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 


BR-6-1722-15 ED 013 340 


PROGRAM BUDGETING 
ORIGIN AND HISTORY OF PROGRAM 
BUDGETING. 


P-3427 ED 013 494 


PROGRAM COSTS 

THE EXPANDED USE OF DATA PROCESS- 
ING EQUIPMENT IN THE LOS ANGELES 
COLLEGES, AN INFORMATIONAL RE- 
PORT OF THE DIVISION OF COLLEGE 
AND ADULT EDUCATION, LOS ANGELES 
CITY SCHOOLS. 

ED 013 600 


PROGRAM DESCRIPTIONS 
RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--INSTITUTIONAL PROGRAMS. 

ED 013 390 


CRUCIAL ISSUES IN ORGANIZATIONAL 
DEVELOPMENT. 
ED 013 486 


REPORT ON THE SUMMER 1966 ‘N- 
DUSTRIAL ARTS INSTITUTES. 
ED 013 910 


YOUTH OPPORTUNITY CAMPAIGN - SUM- 
MER 1966, A REPORT OF TRAINING CON- 
DUCTED BY FEDERAL AGENCIES FOR 
NON-COLLEGE YOUTHS EMPLOYED 
DURING THE SUMMER OF 1966. 

ED 013 961 





PROGRAM DESIGN 
PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


PROGRAM DEVELOPMENT 
THE CANADA NEWSTART PROGRAM. 
ED 013 404 


A PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS 
OF FLORIDA DIVISION OF CORRECT- 
IONS, IN COOPERATION WITH FLORIDA 
STATE UNIVERSITY ADULT EDUCATION 
DEPARTMENT. 

ED 013 406 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES - CONCLUDED. 

ED 013 587 


QUALITY EDUCATION FOR APPALACH- 
IA, A TITLE IV REGIONAL EDUCATION- 
AL LABORATORY. FINAL REPORT. 

ED 013 678 


THE RHETORIC PROGRAM AT THE UNIV- 


ERSITY OF ILLINOIS. 
ED 013 833 


PROGRAM EFFECTIVENESS 
CRUCIAL ISSUES IN ORGANIZATIONAL 


DEVELOPMENT. 
ED 013 486 


THE LINGUISTIC METHOD AS IT IS CUR- 
RENTLY BEING APPLIED TO THE 
TEACHING OF FOREIGN LANGUAGES. 
PANEL DISCUSSION. 

ED 013 559 


THE NEIGHBORHOOD YOUTH CORPS 
AND THE COMMUNITY, AN EXPLORAT- 
ORY STUDY OF THE IMPLICATIONS OF A 
FEDERAL ANTI-POVERTY PROGRAM 
FOR MILWAUKEE, WISCONSIN. 

ED 013 968 


PROGRAM EVALUATION 
EDUCATIONAL APPLICATIONS OF MAN- 
AGEMENT GAMES. FINAL REPORT. 
BR-5-0842 ED 013 372 


TRAINING TYPIST IN THE INDUSTRIAL 
ENVIRONMENT, AN EVALUATIONAL 
REPORT. 

ED 013 427 


A SURVEY OF THE TEACHING OF EN- 
GLISH TO NON-ENGLISH SPEAKERS IN 
THE UNITED STATES. 
BR-5-0620 ED 013 447 
EVALUATION STRATEGIES FOR ESEA 
TITLE I PROJECTS. 

ED 013 476 


GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 
ED 013 592 


HEALTH EDUCATION BY EDUCATIONAL 
TELEVISION, A PRELIMINARY EVAL- 
UATION, 1964-65 FALL SEMESTER. 

ED 013 593 


A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM. 


OE-29034-A ED 013 755 


THE RHETORIC PROGRAM AT THE UNIV- 
ERSITY OF ILLINOIS. 
ED 013 833 


THE FOUR-YEAR COMPREHENSIVE 
HIGH SCHOOL--NINTH-YEAR TRANSFER 
PROGRAM. 

ED 013 850 


AN EVALUATION OF STAR, OR THE EF- 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA. 

ED 013 852 


PUPIL, STAFF, AND EDUCATIONAL FAC- 
ILITY CHARACTERISTICS ASSOCIATED 
WITH PUBLIC LAW 89-10 TITLE I PRO- 
JECTS IN IOWA. INTERIM REPORT, 1 
JUNE 1966-31 MAY 1967. 

ED 013 853 


WHERE THE ACTION IS-AN EVALUAT- 
ION, PROJECT 64-1. 
ED 013 856 


EVALUATION OF THE MORE EFFECTIVE 
SCHOOLS PROGRAM. SUMMARY REP- 


ORT. 
ED 013 864 


ESEA TITLE I PROJECTS IN THE BERKE- 
LEY UNIFIED SCHOOL DISTRICT--A 
SHORT SUMMARY OF ACTIVITIES AND 
EVALUATION FOR THE SPRING SEMEST- 
ER, 1966. 

ED 013 865 


EVALUATION OF THE EFFECTIVENESS 
OF INSTRUCTION IN AGRICULTURAL 
MECHANICS FOR VOCATIONAL AGRI- 
CULTURE STUDENTS IN ARKANSAS 
WHO ENTER NON-FARMING OCCUPAT- 
IONS. 
UA-MONOGR-67 ED 013 875 
REPORT ON THE SUMMER 1966 IN- 
DUSTRIAL ARTS INSTITUTES. 

ED 013 910 


FOLLOW-UP STUDY OF PROJECT UPLI- 
FT, THE MDTA E AND D PROJECT CON- 
DUCTED BY FLORIDA A AND M UNIVE- 
RSITY. 


BSSR-369 ED 013 967 


PROGRAM IMPROVEMENT 

U.S. ARMY HUMAN FACTORS RESEARCH 

AND DEVELOPMENT ANNUAL CONFER- 

ENCE, INDIVIDUAL AND SMALL-UNIT 

TRAINING FOR COMBAT OPERATIONS 

(12TH, FORT BENNING, GEORGIA, OCTO- 

BER 1966). 

PROF. PAPER 21-67 ED 013 413 
FROM JUNIOR TO SENIOR COLLEGE--A 
NATIONAL STUDY OF THE TRANSFER 
STUDENT. 

ED 013 632 


PROGRAM PLANNING 
STRENGTHENING STATE 
MENTS OF EDUCATION. 


DEPART- 
ED 013 502 


A SURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 
TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS. 

ED 013 868 


AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 


UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 

ED 013 869 


PROGRAM PROPOSALS 
THE TRANSCULTURAL RESEARCH AND 

TRAINING INSTITUTE (TCI). 
ED 013 394 


PROGRAMED INSTRUCTION 
COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 
NDEA-VIIA-806 ED 013377 

COMPARISON OF THREE MODES OF IN- 

STRUCTION FOR THE OPERATION OF A 

COMPLEX OSCILLOSCOPE. 

ED 013 412 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 14TH PROGRESS REPORT. 
ED 013 423 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 15TH PROGRESS REPORT. 
ED 013 424 


THE EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION. 
CRP-S-478 ED 013 537 
THE RELATIVE EFFECTIVENESS OF 
SUPPLEMENTING PROGRAMED _IN- 
STRUCTION WITH BLOCKED VERSUS 
SPACED REVIEW. 
BR-7-8068 ED 013 538 
AN APPROACH TO THE USE OF COMPU- 
TERS IN THE INSTRUCTIONAL PROCESS 
AND EVALUATION. 
RR-RC-1432 ED 013 539 
THE RELATIONSHIP OF LEARNER 
CHARACTERISTICS TO MEDIA STIMULI 
AND PROGRAMING SEQUENCES. 

SP-2718-000-01 ED 013 541 


ENGLISH A--AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 
SDCC-RR-67-7 ED 013 619 
THE DEVELOPMENT OF A BEGINNING 
READING SKILLS PROGRAM USING THE 
EDISON RESPONSIVE ENVIRONMENTS 
INSTRUMENT. SECOND PROGRESS REP- 
ORT. 
BR-5-0749 ED 013 720 
A COMPARISON OF PROGRAMED AND 
LECTURE-DISCUSSION METHODS OF 
TEACHING FARM CREDIT TO HIGH 
SCHOOL YOUTH AND ADULTS. 


PSU-BULL-722 ED 013 872 


PROGRAMED TEXTS 
AN APPROACH TO THE USE OF COMPU- 
TERS IN THE INSTRUCTIONAL PROCESS 
AND EVALUATION. 
RR-RC-1432 


ED 013 539 


ENGLISH A--AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 


SDCC-RR-67-7 ED 013619 
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PROGRAMING *, 
CAN COMPUTERS WRITE 
ADMISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 


COLLEGE 


ED 013 488 


PROGRAMS 

REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 

ED 013 673 


PROMOTION (PUBLICIZE) 
GUIDE TO PUBLIC RELATIONS FOR JU- 
NIOR COLLEGES, MONOGRAPH C-8. 
ED 013 647 


PRONUNCIATION 
INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 
CAL COMPARISON OF SPANISH AND 
ENGLISH). 


NDEA-VI-123 ED 013 356 


PSYCHIATRISTS 
THE ETHICS AND POLITICS OF COLLEGE 
PSYCHIATRY. 
ED 013 465 


PSYCHOLOGICAL CHARACTER- 
ISTICS 
ADULT BASIC EDUCATION, A GUIDE 
FOR TEACHERS AND TEACHER TRAINE- 
RS. 
ED 013 400 


PSYCHOLOGICAL STUDIES 
PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


PSYCHOLOGICAL TESTS 
THE MENTALLY RETARDED. 
ED 013 506 


PSYCHOLOGY 
AN INVESTIGATION OF CLOSED-CIR- 
CUIT TELEVISION FOR TEACHING UNIV- 
ERSITY COURSES. INSTRUCTIONAL 
TELEVISION RESEARCH, PROJECT NUM- 
BER ONE. 
ED 013 540 


PUBLIC HEALTH 
TEXAS STATE DEPARTMENT OF 
HEALTH MIGRANT PROJECT. ANNUAL 
REPORT. 
ED 013 680 


PUBLIC RELATIONS 
GUIDE TO PUBLIC RELATIONS FOR JU- 
NIOR COLLEGES, MONOGRAPH C-8. 
ED 013 647 


EFFECTIVE JUNIOR COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES--RA- 
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TIONALE, GUIDELINES, PRACTICES. 
UCLA-JCLP-OR-10 ED 013 660 


PUBLIC SCHOOL SYSTEMS 
COOPERATION IN STUDENT TEACHING. 
CIRC-4-1964 ED 013 768 


PUBLIC SCHOOLS 
BARRIERS TO CHANGE IN 
SCHOOLS. 


PUBLIC 
ED 013 483 


DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS--THE SCHOOL SYSTEM. 
ED 013 484 


SEMINAR ON CHANGE PROCESSES IN 
THE PUBLIC SCHOOLS. 
ED 013 485 


PUERTO RICANS 
101 BOOKS FOR TEACHING THE DISADV- 
ANTAGED. 
ED 013 743 


QSORT 
ATTITUDES TOWARD EDUCATION AND 
GENERAL SOCIAL ATTITUDES-A “Q” 

STUDY. 
ED 013 498 


QUALITY CONTROL 
AN ANNOTATED BIBLIOGRAPHY ON 
PROFICIENCY MEASUREMENT FOR 
TRAINING QUALITY CONTROL. 


AD-613-522 ED 013 495 


QUARTER SYSTEM 
AN ECONOMETRIC MODEL OF THE CALI- 
FORNIA PUBLIC JUNIOR COLLEGE OP- 
ERATING YEAR-ROUND. 
ED 013 654 


QUESTIONNAIRES 
SCHOOL ANXIETY AND THE FACILITA- 
TION OF PERFORMANCE. 
ED 013 475 


RACE RELATIONS 
RACE RELATIONS AND SOCIAL CHANGE. 
ED 013 493 


RACIAL DISCRIMINATION 
THE SOCIAL AND ECONOMIC STATUS OF 
THE NEGRO IN THE UNITED STATES. 
ED 013 837 


RACIAL INTEGRATION 
DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 

ED 013 839 


RACIAL SEGREGATION 
THE TWO WORLDS OF RACE--A HISTORI- 
CAL VIEW. 
ED 013 841 


RACISM 
THE TWO WORLDS OF RACE--A HISTORI- 
CAL VIEW. 
ED 013841 


RADIATION 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, RE- 
SOURCE MANUAL, 
OE-84019-CIRC-657 ED 013 903 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
STUDY GUIDE. 
OE-84021-CIRC-659 ED 013 909 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT--INSTRUCTOR’S GUIDE. 
OE-84014-CIRC-641 ED 013911 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT-STUDENT MANUAL. 
OE-84015-CIRC-642 ED 013 913 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
INSTRUCTOR’S GUIDE. 


OE-84020-CIRC-658 ED 013914 


RADIATION BIOLOGY 
RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 

ED 013 754 


RATING SCALES 
EVALUATION OF TEACHERS-THE 
PRINCIPAL'S DILEMMA. 
ED 013 490 


READABILITY 
A VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 

SCIENCE TEXTS. 
ED 013 748 


READINESS (MENTAL) 
DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
BR-5-8462 ED 013 467 


YOUNG CHILDREN’S THINKING, 
STUDIES OF SOME ASPECTS OF 
PIAGET’S THEORY. 

ED 013 662 


READING 
A READING CURRICULUM FOR A COM- 
PUTER-ASSISTED INSTRUCTIONAL SYS- 
TEM--THE STANFORD PROJECT. PRO- 
GRESS REPORT. 


BR-5-0684-PR ED 013 722 


READING ABILITY 
AN INVESTIGATION OF FACTORS ASSO- 
CIATED WITH THE PUMROY CONCEN- 
TRATION TEST. 


UM-RSSL-RR-66-03 ED 013 782 


READING ACHIEVEMENT 
A STUDY OF THE RELATIONSHIPS BE- 





TWEEN THE READING DONE BY COL- 
LEGE FRESHMEN AND APTITUDE AND 
SCHOLASTIC ACHIEVEMENT. 
BR-5-8421 


COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 
CRP-3231 


ED 013 712 


ED 013713 


COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 
CRP-X-001 


READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME--A_ THI- 
RTY-YEAR THEN AND NOW STUDY AT 
THE JUNIOR HIGH SCHOOL LEVEL. 
FINAL REPORT. 
BR-5-8027 


ED 013714 


ED 013 716 


THE EFFECT OF A SUMMER TELEVI- 
SION READING PROGRAM ON THE READ- 
ING ACHIEVEMENT OF CHILDREN. IN- 
TERIM REPORT. 
CRP-2647 ED 013 723 
DOES JOHNNY KNOW MORE WORDS 
THAN IVAN. 

ED 013725 


VOCABULARY AND CONCEPT DEVELO- 


PMENT. 
ED 013 730 


THE USE OF ORIGINAL INSTRUCTIONAL 
MATERIALS AS A STIMULUS FOR IM- 
PROVED READING. 

ED 013 731 


A STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING. 


NDEA-VIIA-1127 ED 013 749 


READING ASSIGNMENTS 
READING ASSIGNMENT OUTLINES FOR 


INDUSTRIAL TECHNOLOGY I, THE 
WORLD OF CONSTRUCTION. 


BR-5-0059-D ED 013 956 


READING CENTERS 
A CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12. 


CRP-D-068 ED 013719 


READING COMPREHENSION 
CAN COMPUTERS WRITE COLLEGE 
ADMISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 ED 013 488 
A THREE-PRONGED ATTACK ON VOCA- 
BULARY DEVELOPMENT. 
ED013711 


COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 
CRP-3231 


EFFECTIVENESS OF FOUR METHODS OF 
INCREASING READING RATE, COMPRE- 
HENSION, AND FLEXIBILITY. 
BR-6-8187 


ED 013 713 


ED 013718 


VOCABULARY AND CONCEPT DEVELO- 
PMENT. 
ED 013 730 


READING DIFFICULTIES 
A BIBLIOGRAPHY ON THE NATURE, 
RECOGNITION AND TREATMENT OF 
LANGUAGE DIFFICULTIES. 
ED 013701 


READING DIFFICULTY 
A CRITIQUE OF EXPERIMENTS ON THE 
ROLE OF NEUROLOGICAL ORGANIZA- 
TION IN READING PERFORMANCE. 
ED 013 523 


WHAT MATERIALS SHOULD BE USED IN 
COLLEGE READING COURSES. 
ED 013 709 


READING IMPROVEMENT 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 13TH PROGRESS REPORT. 
ED 013 422 


A CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12. 
CRP-D-068 ED 013719 
READING PROGRAMS FOR MEXICAN- 
AMERICAN CHILDREN OF TEXAS. 

ED 013 737 


READING IN APPALACHIA. 
ED 013 738 


TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 
ED 013 739 


TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 
ED 013 744 


READING INSTRUCTION 
READING TECHNOLOGY. 
ED013 704 


READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING’ SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 
LACS-INSTR-BULL-EC-112 ED 013 706 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING ’_ SKILLS 
THROUGH LITERATURE. PART 2, APPRE- 
CIATING THE CONTRIBUTIONS OF 
SCIENCE THROUGH BIOGRAPHY... 
LACS-INSTR-BULL-EC-118 ED 013 707 


THE JOPLIN PLAN AND CROSS GRADE 
GROUPING. 
ED 013 708 


FOUR PATHS TO READING. 
ED 013 724 


DOES JOHNNY KNOW MORE WORDS 
THAN IVAN. 
ED 013 725 


MOBILITY OF STUDENTS IN READING 
GROUPS. 
ED 013 727 


TEACHING READING TO THE CULTURA- 
LLY DISADVANTAGED IN SECONDARY 
SCHOOLS. 

ED 013 729 


INDIVIDUALIZED READING WITH THE 


EDUCABLES. 
ED 013 740 


READING INTERESTS 
WHY DO HIGH SCHOOL STUDENTS READ. 
ED 013 746 


READING LEVEL 
A VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 
SCIENCE TEXTS. 
ED 013 748 


READING MATERIAL SELECTION 
AND NOW - THE PACKAGE DEAL. 
ED 013 726 


READING MATERIALS 

A MANUAL OF JAPANESE WRITING, 

BOOK 1. 

BR-5-1297-BK-1 ED 013 444 
A MANUAL OF JAPANESE WRITING, 
BOOK 2. 
BR-5-1297-BK-2 ED 013 445 
A MANUAL OF JAPANESE WRITING, 
BOOK 3. 
BR-5-1297-BK-3 ED 013 446 
WHAT MATERIALS SHOULD BE USED IN 
COLLEGE READING COURSES. 

ED 013 709 


THE USE OF ORIGINAL INSTRUCTIONAL 
MATERIALS AS A STIMULUS FOR IM- 
PROVED READING. 

ED 013 731 


TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 
ED 013 744 


READING PROGRAMS 
FOUR PATHS TO READING. 
ED 013 724 


AN EVALUATION OF THE UNIVERSITY 
OF MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM. 
UM-RSSL-RR-6502 ED 013 733 
READING IN APPALACHIA. 

ED 013 738 


READING IN FLORIDA SECONDARY 
SCHOOLS, A GUIDE. 
FSDE-BULL-35C ED013 751 
ESEA TITLE I PROJECTS IN THE BERKE- 
LEY UNIFIED SCHOOL DISTRICT--A 
SHORT SUMMARY OF ACTIVITIES AND 
EVALUATION FOR THE SPRING SEMEST- 
ER, 1966. 

ED 013 865 


READING READINESS 

AN EVALUATION OF STAR, OR THE EF- 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA. 

ED 013 852 
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READING RESEARCH’. 
RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, 
VOLUME 1, BIBLIOGRAPHY 1. 
ED 013 344 


PROCEEDINGS OF THE WEST COAST RE- 
GIONAL CONFERENCE ON RESEARCH 
RELATED TO BLIND AND SEVERELY VI- 
SUALLY IMPAIRED CHILDREN (SAN 
FRANCISCO, MARCH 8-10, 1965). 

ED 013510 


A CRITIQUE OF EXPERIMENTS ON THE 
ROLE OF NEUROLOGICAL ORGANIZA- 
TION IN READING PERFORMANCE. 

ED 013 523 


SIMULATION IN READING. 
ED 013 703 


THE JOPLIN PLAN AND CROSS GRADE 


GROUPING. 
ED 013 708 


A STUDY OF THE RELATIONSHIPS BE- 
TWEEN THE READING DONE BY COL- 
LEGE FRESHMEN AND APTITUDE AND 
SCHOLASTIC ACHIEVEMENT. 
BR-5-8421 


COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 
CRP-3231 


COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 
CRP-X-001 


TRANSFER EFFECTS OF TRAINING IN- 
TERMEDIATE GRADE PUPILS TO AD- 
JUST READING SPEED TO READING 
PURPOSE. 
CRP-3137 


READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME--A_ THI- 
RTY-YEAR THEN AND NOW STUDY AT 
THE JUNIOR HIGH SCHOOL LEVEL. 
FINAL REPORT. 
BR-5-8027 


ED 013 712 


ED 013713 


ED 013714 


ED 013715 


ED 013716 


EFFECTIVENESS OF FOUR METHODS OF 
INCREASING READING RATE, COMPRE- 
HENSION, AND FLEXIBILITY. 
BR-6-8187 


THE DEVELOPMENT OF A BEGINNING 
READING SKILLS PROGRAM USING THE 
EDISON RESPONSIVE ENVIRONMENTS 
INSTRUMENT. SECOND PROGRESS REP- 
ORT. 

BR-5-0749 


ED 013 718 


ED 013 720 


THE USE OF ORIGINAL INSTRUCTIONAL 
MATERIALS AS A STIMULUS FOR IM- 
PROVED READING. 

ED 013731 


AN INVESTIGATION OF FACTORS ASSO- 
CIATED WITH THE PUMROY CONCEN- 
TRATION TEST. 
UM-RSSL-RR-66-03 ED 013 732 
THE ORGANIZATION, ADMINISTRATION 
AND EVALUATION OF A READING AND 
STUDY SKILLS PROGRAM FOR STU- 
DENTS ENROLLED IN A MEDICAL LABO- 
RATORY ASSISTANTS TRAINING PROG- 
RAM. 
UM-RSSL-RR-66-01 ED 013 734 
THE EFFECTIVENESS OF TEACHING BE- 
GINNING READING WITH THE INITIAL 
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TEACHING ALPHABET (I/T/A), A FINAL 
REPORT. 
ED 013 735 


VISUAL TRAINING AND READING PERF- 
ORMANCE. 
. ED 013741 


METHODS OF COMPUTING AND EVALU- 
ATING RESIDUAL GAIN SCORES IN THE 
READING PROGRAM. 

ED 013 742 


A CITY-WIDE VOCABULARY PROJECT 
FOR NINTH-GRADE STUDENTS. 
ED 013 745 


A VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 
SCIENCE TEXTS. 

ED 013 748 


A STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING. 
NDEA-VIIA-1127 ED 013 749 
TEN MORE IMPORTANT SOURCES OF 
INFORMATION ON VISUAL PERCEPTION 
IN RELATION TO READING, 

ED 013 750 


READING SKILLS 
TRANSFER EFFECTS OF TRAINING IN- 
TERMEDIATE GRADE PUPILS TO AD- 
JUST READING SPEED TO READING 
PURPOSE. 
CRP-3137 ED 013715 
TRAINING COLLEGE READING SPECIA- 
LISTS. 
ED 013721 


AN EVALUATION OF THE UNIVERSITY 
OF MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM. 
UM-RSSL-RR-6502 ED 013 733 
TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 

ED 013 744 


READING SPEED 
TRANSFER EFFECTS OF TRAINING IN- 
TERMEDIATE GRADE PUPILS TO AD- 
JUST READING SPEED TO READING 
PURPOSE. 
CRP-3137 ED 013715 
EFFECTIVENESS OF FOUR METHODS OF 
INCREASING READING RATE, COMPRE- 
HENSION, AND FLEXIBILITY. 


BR-6-8187 ED 013 718 


READING TESTS 
A GUIDE TO HIGH SCHOOL AND COL- 
LEGE READING TESTS. 
ED 013 702 


RECREATIONAL FACILITIES 
SCHOOL SITE ANALYSIS AND DEVELO. 
PMENT. 

ED 013 532 


RECREATIONAL READING 
MOBILE READING UNITS AND A TRA- 


VELING BOOKSTORE IN WASHINGTON, 
D.C, 
ED 013 736 


THOSE PESKY BOOK REPORTS. 
ED 013 747 


REGIONAL LABORATORIES 
QUALITY EDUCATION FOR APPALACH. 
IA, A TITLE IV REGIONAL EDUCATION. 
AL LABORATORY. FINAL REPORT. 

ED 013678 


REGIONAL PLANNING 


RETRAINING AND MIGRATION AS FAC. 
TORS IN REGIONAL ECONOMIC DEVELO. 


PMENT. 
ED 013 399 


REINFORCEMENT 


THE EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 


OF A TEACHING SKILL. 
ED 013 782 


REMEDIAL INSTRUCTION 


A BIBLIOGRAPHY ON THE NATURE, 
RECOGNITION AND TREATMENT OF 
LANGUAGE DIFFICULTIES. 

ED 013701 


REMEDIAL PROGRAMS 


GUIDED STUDIES MEASUREMENT AND 
EVALUATION REPORT FOR FIRST SEM- 
ESTER, 1966-67. 

ED 013 641 


THE JUNIOR COLLEGE REMEDIAL 
PROGRAM. 
ED 013 661 


REMEDIAL READING PROGRAMS 
IN-CLASS GROUPING TO CARE FOR INDI- 
VIDUAL NEEDS. 

ED 013710 


REMEDIAL READING TEACHERS 
WHERE DO YOU FIND THEM. 
ED 013 728 


MOBILE READING UNITS AND A TRA- 
VELING BOOKSTORE IN WASHINGTON, 
D.C. 

ED 013 736 


READING PROGRAMS FOR MEXICAN- 
AMERICAN CHILDREN OF TEXAS. 
ED 013 737 


TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 
ED 013 739 


REMEDIAL TEACHERS 


REMEDIAL READING TEACHERS 
WHERE DO YOU FIND THEM. 
ED 013 728 


RESEARCH 
THE FOREIGN LANGUAGE ATTAIN- 
MENTS OF LANGUAGE MAJORS IN THE 
SENIOR YEAR-A SURVEY CONDUCTED 





IN U.S. COLLEGES AND UNIVERSITIES. 
BR-5-1255 ED 013 343 


INSTITUTIONAL RESEARCH AND THE 
ACADEMIC PROGRAM. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 20. 
BR-6-1722-20 ED 013 381 
UNIT COST STUDIES. 

ED 013 492 


FOSTERING AND REINFORCING INNO- 
VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
SELECTED PAPERS PRESENTED AT TWO 
INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 
BR-6-2827 ED 013 683 
SURVEY OF RESEARCH ON GROUPING 
AS RELATED TO PUPIL LEARNING. 

OE-20089 ED 013 697 


THE DEVELOPMENT OF GRAPHIC AC- 
TIVITY IN THE CHILD--A THEORY AND A 
FIRST EXPERIMENT. 

BR-5-1213-1 ED 013717 


FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 
ED 013 801 


RESEARCH AND DEVELOPMENT 
CENTERS 


PROGRAM OF EDUCATIONAL REQUIRE- 
MENTS FOR EXPERIMENTAL LEARN- 
ING CENTERS IN STATE COLLEGES IN 
PENNSYLVANIA. 

ED 013 529 


UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 
ED 013 530 


RESEARCH DESIGN 


LET’S LOOK AT RESEARCH. 
ED 013591 


RESEARCH METHODOLOGY 
CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 

ED 013 455 


A CRITIQUE OF EXPERIMENTS ON THE 
ROLE OF NEUROLOGICAL ORGANIZA- 
TION IN READING PERFORMANCE. 

ED 013 523 


HANDBOOK ON EMPLOYMENT SECURI- 
TY, JOB MARKET, RESEARCH METHODS- 
-AREA SKILL SURVEY. 


BES-E-252 ED 013 928 


RESEARCH NEEDS 
PROCEEDINGS OF THE WEST COAST RE- 
GIONAL CONFERENCE ON RESEARCH 
RELATED TO BLIND AND SEVERELY VI- 
SUALLY IMPAIRED CHILDREN (SAN 
FRANCISCO, MARCH 8-10, 1965). 
ED 013 510 


PROCEEDINGS OF THE ROTTERDAM MO- 
BILITY RESEARCH CONFERENCE (ROT- 
TERDAM, THE NETHERLANDS, AUGUST 
3-7, 1964). 

ED 013 512 


LET’S LOOK AT RESEARCH. 
ED 013 591 


RESEARCH AND DEVELOPMENT 
PRIORITIES IN TECHNICAL EDUCAT- 
ION, A REPORT OF A NATIONAL RE- 
SEARCH PLANNING CONFERENCE IN 
TECHNICAL EDUCATION (THE OHIO 
STATE UNIVERSITY, JANUARY 10-11, 
1967). 

ED 013 888 


RESEARCH PROBLEMS 
PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES-AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 


CDCCE-OP-2 ED 013630 


RESEARCH PROJECTS 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--RESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 
67 SURVEY. 
ED 013 366 


COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 
NDEA-VIIA-806 ED 013377 
SCHOOL CAREER ADJUSTMENT PAT- 
TERNS OF CHILDREN UTILIZING MEN- 
TAL HEALTH SERVICES. 

ED 013 466 


SCHOOL AND FAMILY BACKGROUND 
CORRELATES OF CHILDREN’S SCHOOL 
ANXIETY. 

ED 013 473 


RESEARCH DESIGN FOR EVALUATING 
PROJECT MISSION. 
ED 013771 


RESEARCH PROPOSALS 
RESEARCH DESIGN FOR EVALUATING 
PROJECT MISSION. 

ED 013771 


RESEARCH REVIEWS (PUBLICA- 
TIONS) 


RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, 
VOLUME 1, BIBLIOGRAPHY 1. 


ED 013 344 


U.S. ARMY HUMAN FACTORS RESEARCH 
AND DEVELOPMENT ANNUAL CONFER- 
ENCE, INDIVIDUAL AND SMALL-UNIT 
TRAINING FOR COMBAT OPERATIONS 
(12TH, FORT BENNING, GEORGIA, OCTO- 
BER 1966). 
PROF. PAPER 21-67 ED 013 413 
RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 

ED 013 659 


THE 1957 UNIVERSITY OF UTAH RE- 
SEARCH CONFERENCE ON THE IDENT- 
IFICATION OF CREATIVE SCIENTIFIC 
TALENT (2D, BRIGHTON, UTAH, AUGUST 
17-20, 1957). 

ED 013 762 


RESEARCH SKILLS 
FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 
ED 013801 


RESIDENTIAL PROGRAMS 
LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 
LEGE RESIDENCE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLINA, AUGUST 5-9, 
1963). 

ED 013 626 


RESOURCE ALLOCATION 
ORIGIN AND HISTORY OF PROGRAM 
BUDGETING. 


P-3427 ED 013 494 


RESOURCES 
SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64. 
BB-51-R452 ED 013 374 


RESPONSE MODE 
THE EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION. 


CRP-S-478 ED 013 537 


RESPONSIBILITY 
THE STATUS AND FUNCTIONS OF THE 
LOCAL SCHOOL BUSINESS ADMINI- 
STRATOR. 
ED 013 478 


REALITY, RESPONSIBILITY AND RES- 
PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 
CROPS. 

ED 013 675 


RETARDED READERS 
MOBILE READING UNITS AND A TRA- 
VELING BOOKSTORE IN WASHINGTON, 
D.C. 
ED 013 736 


RETENTION 
EFFECTIVENESS OF TRAFFIC SAFETY 
FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 
ITTE-RR-40 ED 013 542 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 


IMSSS-TR-109 ED 013 665 


RETENTION STUDIES 
YOUNG CHILDREN’S _ THINKING, 
STUDIES OF SOME ASPECTS OF 
PIAGET'S THEORY. 

ED 013 662 


RETRAINING 
ADULT EDUCATION AS A MEANS TO 
SKILL DEVELOPMENT. 
ED 013 384 
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TECHNOLOGICAL CHANGE’IN THE GOV- 
ERNMENT ENTERPRISE, RETRAINING 
IN THE FEDERAL SERVICE, 

ED 013 385 


RETRAINING BY PRIVATE INDUSTRY. 
ED 013 386 


UNION-SPONSORED RETRAINING PROG- 
RAMS. 
ED 013 387 


RETRAINING OF THE UNDERPRIVI- 
LEGED, THE NEIGHBORHOOD HOUSE 
STORY. 

ED 013 388 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--INSTITUTIONAL PROGRAMS. 

ED 013 390 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 


1962--ON-THE-JOB PROGRAMS. 
ED 013 391 


REVIEW (REEXAMINATION) 

THE RELATIVE EFFECTIVENESS OF 
SUPPLEMENTING PROGRAMED _IN- 
STRUCTION WITH BLOCKED VERSUS 
SPACED REVIEW. 


BR-7-8068 ED 013 538 


READING TECHNOLOGY. 
ED 013 704 


RHETORIC 
THE RHETORIC PROGRAM AT THE UNIV- 
ERSITY OF ILLINOIS. 
ED 013 833 


RODENTICIDES 
THE USE OF CHEMICALS TO CONTROL 
FIELD RODENTS AND OTHER PREDAT- 
ORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 5. 
ED 013 899 


ROLE CONFLICT 
THE ETHICS AND POLITICS OF COLLEGE 
PSYCHIATRY. 
ED 013 465 


THE EVENING COLLEGE AND THE COM- 
MUNITY COLLEGE-AN EXAMINATION 
OF THE CONFLICT IN NEW YORK AND A 
PROJECTION FOR NEW JERSEY. 

ED 013 617 


RURAL AREAS 
CAUSES OF RURAL POVERTY. 
ED 013 695 


RURAL EDUCATION 
REPORT OF THE EXECUTIVE SECRETA- 
RY, DEPARTMENT OF RURAL EDUCAT- 
ION, NATIONAL EDUCATION ASSOCIAT- 
ION, OCTOBER, 1967. 
ED 013 686 


RURAL ENVIRONMENT 


REPORT OF THE EXECUTIVE SECRETA- 
RY, DEPARTMENT OF RURAL EDUCAT- 


188 


ION, NATIONAL EDUCATION ASSOCIAT- 
ION, OCTOBER, 1967. 
ED 013 686 


RURAL EXTENSION 
MANPOWER, EMPLOYMENT, AND ED- 
UCATION IN THE RURAL ECONOMY OF 
TANZANIA. 


IIEP-AFR-RES-MONOGR-9 ED 013 402 


RURAL POPULATION 
AGE OF TRANSITION, RURAL YOUTH IN 
A CHANGING SOCIETY. 


USDA-AGR-HB-347 ED 013 696 


RURAL SCHOOL SYSTEMS 
TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 
ED 013 739 


RURAL SCHOOLS 
REPORT OF THE EXECUTIVE SECRETA- 
RY, DEPARTMENT OF RURAL EDUCAT- 
ION, NATIONAL EDUCATION ASSOCIAT- 

ION, OCTOBER, 1967. 
ED 013 686 


RURAL YOUTH 
REPORT OF THE EXECUTIVE SECRETA- 
RY, DEPARTMENT OF RURAL EDUCAT- 
ION, NATIONAL EDUCATION ASSOCIAT- 
ION, OCTOBER, 1967. 
ED 013 686 


RURAL YOUTH-WORK PROGRAMS-- 
PROBLEMS OF SIZE AND SCOPE. 
ED 013 688 


AGE OF TRANSITION, RURAL YOUTH IN 
A CHANGING SOCIETY. 


USDA-AGR-HB-347 ED 013 696 


RUSSIAN 


RUSSIAN FOR SECONDARY SCHOOLS-.- 
THE NEW YORK STATE SYLLABUS. AN 
EVALUATION. 

ED 013 551 


ORDER OF PRESENTATION OF GRAMMA- 
TICAL STRUCTURES IN THE TEACHING 
OF RUSSIAN. 

ED 013 554 


ON RUSSIAN IN SECONDARY SCHOOLS 
OF WESTERN CANADA. 
ED 013 575 


IMPROVING THE STRUCTURE DRILL IN 
RUSSIAN. 


ED 013 576 


THE TEACHING OF RUSSIAN--A RES- 
PONSE TO NATHAN ROSEN. 


ED 013 577 


RUSSIAN FOR SECONDARY SCHOOLS. 
ED 013 583 


SABBATICAL LEAVES 
A STUDY OF SABBATICAL LEAVE PRAC- 
TICES IN CALIFORNIA PUBLIC JUNIOR 
COLLEGES. 
ED 013613 


SALARIES 
THE STATUS AND FUNCTIONS OF THE 
LOCAL SCHOOL BUSINESS ADMINI- 
STRATOR. 
ED 013 478 


SALARY STRUCTURES IN PUBLIC Ju. 

NIOR COLLEGES WHICH DO NOT HAVE 

THE USUAL ACADEMIC RANKS, 1965-66, 
ED 013 612 


SANITATION 
TEXAS STATE DEPARTMENT OF 
HEALTH MIGRANT PROJECT. ANNUAL 
REPORT. 
ED 013 680 


SCHOOL ADMINISTRATION 
PROBLEMS OF SCHOOL DECENTRALIZA- 
TION IN NEW YORK CITY. 


ED 013 843 


SCHOOL ARCHITECTURE 
SCHOOLS AND INNOVATION--A PROLO. 
GUE TO PLANNING. 


ED 013 525 


PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEED- 
INGS OF A CONFERENCE SPONSORED 
BY THE COLLEGE OF ARCHITECTURE 
AND URBAN PLANNING AND THE CEN- 
TER FOR THE DEVELOPMENT OF COM- 
MUNITY COLLEGE EDUCATION (UNIV- 
ERSITY OF WASHINGTON, APRIL 24-25, 
1967). 

ED 013 639 


SCHOOL COMMUNITY RELA- 
TIONSHIP 


GUIDE TO PUBLIC RELATIONS FOR JU- 
NIOR COLLEGES, MONOGRAPH C-8, 


ED 013 647 


EFFECTIVE JUNIOR COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES--RA- 
TIONALE, GUIDELINES, PRACTICES. 

UCLA-JCLP-OR-10 ED 013660 


PROBLEMS OF SCHOOL DECENTRALIZA- 
TION IN NEW YORK CITY. 
ED 013 843 


SCHOOL CONSTRUCTION 
COST MODEL FOR LARGE URBAN 
SCHOOLS. 


NCES-TN-30 ED 013 527 


SCHOOL DESIGN 
GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 

ED 013 608 


SCHOOL DISTRICTS 
SCHOOL DISTRICT INNOVATIVENESS 
AND EXPECTATIONS FOR THE SCHOOL 
BOARD ROLE. 
ED 013 499 


THE EQUALIZING IMPACT OF STATE AID 
TO EDUCATION. 


WP-EDA-3 ED 013 501 





SCHOOL ENVIRONMENT 
SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 
ED 013 851 


SCHOOL INTEGRATION 
A STUDY OF INTEGRATION IN RACIA- 
LLY IMBALANCED URBAN PUBLIC 
SCHOOLS-A DEMONSTRATION AND 
EVALUATION. FINAL REPORT. 
CRP-D-125 ED 013 857 
SCHOOL INTEGRATION--A COMPREHEN- 
SIVE CLASSIFIED BIBLIOGRAPHY OF 
3,100 REFERENCES. 
ED 013 860 


SCHOOL LOCATION 
THE SCHOOLHOUSE IN THE CITY. 
ED 013 524 


UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 
ED 013 530 


SCHOOL SITE ANALYSIS AND DEVELO- 
PMENT. 
ED 013 532 


A GENERAL SITE LOCATION STUDY FOR 
A REGIONAL COLLEGE FOR THE OKANA- 
GAN AREA OF BRITISH COLUMBIA. 

ED 013 533 


SCHOOL ORGANIZATION 
CRUCIAL ISSUES IN ORGANIZATIONAL 
DEVELOPMENT. 
ED 013 486 


SCHOOL PERSONNEL 


PROFESSIONAL NEGOTIATION WITH 
SCHOOL BOARDS. 


1965-R3 ED 013 774 


CONCEPTS, STRATEGIES, AND PRIORI- 
TIES FOR RESEARCH IN EDUCATIONAL 
MANPOWER, A SYMPOSIUM ON EDUCA- 
TIONAL MANPOWER. FINAL REPORT. 

BR-7-8207 ED 013 778 


SCHOOL PLANNING 


SCHOOL SITE ANALYSIS AND DEVELO- 
PMENT. 
' ED 013 532 


SCHOOL PSYCHOLOGISTS 


SCHOOL PSYCHOLOGY--PAST, PRESENT 
AND FUTURE. 
ED 013 461 


SCHOOL SERVICES 


WHERE THE ACTION IS--AN EVALUAT- 
ION, PROJECT 64-1. 


ED 013 856 


VANGUARD OF EDUCATION IN TEXAS. 
ED 013 866 


SCHOOLS 


EVALUATION STRATEGIES FOR ESEA 
TITLE I PROJECTS. 


ED 013 476 


THE MASS MEDIA AS AN EDUCATIONAL 
INSTITUTION. 
ED 013 844 


SCIENCE ACTIVITIES 
RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 

ED 013 754 


IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


SCIENCE COURSES 
THE PROCEEDINGS OF THE BOULDER 
CONFERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964). 


ED 013 765 


SCIENCE CURRICULUM 
AN INDIVIDUALIZED SCIENCE LABORA- 
TORY. 


UP-RD-CTR-REPRINT-17 ED 013 664 


SCIENCE EDUCATION 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING~ SKILLS 
THROUGH LITERATURE. PART 2, APPRE- 
CIATING THE CONTRIBUTIONS OF 
SCIENCE THROUGH BIOGRAPHY... 
LACS-INSTR-BULL-EC-118 ED 013 707 


THE 1957 UNIVERSITY OF UTAH RE- 
SEARCH CONFERENCE ON THE IDENT- 
IFICATION OF CREATIVE SCIENTIFIC 
TALENT (2D, BRIGHTON, UTAH, AUGUST 
17-20, 1957). 

ED 013 762 


OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 

ED 013 763 


SCIENCE EQUIPMENT 
SCIENCE COURSE IMPROVEMENT PROJ- 
ECTS. 2, SCIENCE TEACHING EQUIPM- 
ENT. 


NSF-63-15 ED 013 760 


SCIENCE FACILITIES 
INLAND BIOLOGICAL FIELD STATIONS 
OF THE UNITED STATES. 
ED 013 758 


SCIENCE LABORATORIES 
AN INDIVIDUALIZED SCIENCE LABORA- 
TORY. 


UP-RD-CTR-REPRINT-17 ED 013 664 


SCIENCE PROJECTS 
IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


SCIENCES 
SCIENCE INFORMATION PERSONNEL. 
THE NEW PROFESSION OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
ANSHIP AND FOREIGN LANGUAGE. 
NDEA-VI-33 ED 013 365 


SCIENTIFIC ATTITUDES 
OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 

ED 013 763 


SCIENTIFIC MANPOWER 
THE 1957 UNIVERSITY OF UTAH RE- 
SEARCH CONFERENCE ON THE IDENT- 
IFICATION OF CREATIVE SCIENTIFIC 
TALENT (2D, BRIGHTON, UTAH, AUGUST 
17-20, 1957). 
ED 013 762 


PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


SCIENTISTS 
PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


SCORING 
THE RELIABILITY AND VALIDITY OF 
THE NEW HARRIS-GOODENOUGH DRAW- 
A-MAN TEST. 
ED 013 474 


SCREENING TESTS 
A GUIDE TO HIGH SCHOOL AND COL- 

LEGE READING TESTS. 
ED 013 702 


SECOND LANGUAGE LEARNING 
FULA BASIC COURSE. 
ED 013 453 


IN SEARCH OF A SYNTHESIS. 
ED 013 569 


WHAT CAN WE LEARN FROM THE PEACE 
CORPS. 
ED 013 578 


MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES __ 7-12)- 
FRENCH, GERMAN, SPANISH. 


NCSDPI-PUB-364 ED 013581 


SECONDARY GRADES 
A CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12. 
CRP-D-068 ED 013719 

READING IN APPALACHIA. 
ED 013 738 


SECONDARY SCHOOL SCIENCE 
AN EVALUATION OF NINTH-GRADE 
SCIENCE FOR THE ACADEMICALLY 
TALENTED. 

ED 013 752 


RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 

ED 013 754 


A SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM. 
OE-29034-A ED 013 755 
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A STUDY OF THE RELATIONSHIP BE- 
TWEEN ACHIEVEMENT IN PSSC PHY- 
SICS AND EXPERIENCE IN RECENTLY 
DEVELOPED COURSES IN SCIENCE AND 
MATHEMATICS. 

ED 013 756 


THE COMPARATIVE EFFECTS OF PSSC 
PHYSICS AND TRADITIONAL PHYSICS 
ON STUDENT ACHIEVEMENT. 

ED 013 757 


IDEAS FOR SCIENCE INVESTIGATIONS. 


ED 013 759. 


SCIENCE COURSE IMPROVEMENT PROJ- 
ECTS. 2, SCIENCE TEACHING EQUIPM- 
ENT. 
NSF-63-15 ED 013 760 
TESTING AND EVALUATION FOR THE 
SCIENCES IN THE SECONDARY SCHOOL. 
ED 013 761 


OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 

ED 013 763 


PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


SECONDARY SCHOOL STUDENTS 
TRANSITION FROM SCHOOL TO COLL- 
EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17. 


BR-6-1722-17 ED 013 378 


SECONDARY SCHOOLS 
STUDY CONFERENCE ON TEACHING AR- 
ABIC AT THE SECONDARY SCHOOL 
LEVEL. FINAL REPORT. 
NDEA-VI-14-5 ED 013 357 
USE AND EVALUATION OF OCCUPA- 
TIONAL INFORMATION MATERIALS. 
ED 013 462 


TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


FOREIGN LANGUAGES IN PUBLIC SEC- 
ONDARY SCHOOLS, A NATIONAL SURV- 
EY, FALL 1959. INTERIM REPORT. 

ED 013 550 


RUSSIAN FOR SECONDARY SCHOOLS-- 
THE NEW YORK STATE SYLLABUS. AN 
EVALUATION. 

ED 013 551 


THE LANGUAGE LABORATORY, 1966--AN 
APPRAISAL. PANEL DISCUSSION. 
ED 013 558 


CLASSICS IN THE INNER CITY SCHOOL- 
-EXPERIMENTS AND PROPOSALS. 
ED 013 562 


THE PLACE OF LANGUAGE AND LITERA- 
TURE IN THE ARTICULATION OF COL- 
LEGE AND HIGH SCHOOL LANGUAGE 
PROGRAMS. 

ED 013 563 


FOREIGN LANGUAGE ENROLLMENTS 
IN SEVENTH-DAY ADVENTIST AND 
CATHOLIC PAROCHIAL SECONDARY 
SCHOOLS, FALL, 1959. 

ED 013 564 
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A BIBLIOGRAPHY OF SPOKEN LATIN. 
ED 013 565 


THE FOREIGN LANGUAGE PROGRAM IN 
‘WASHOE COUNTY AND THE UNIVERS- 
ITY OF NEVADA. 


ED 013 571 


ON RUSSIAN IN SECONDARY SCHOOLS 
OF WESTERN CANADA. 
ED 013 575 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013 579 


MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES _ 7-12)- 
FRENCH, GERMAN, SPANISH. 


NCSDPI-PUB-364 ED 013 581 


GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


RUSSIAN FOR SECONDARY SCHOOLS. 
ED 013 583 


THE LANGUAGE LABORATORY--WORK 
SHEET. 
ED 013 584 


HIGH SCHOOL ENROLLMENTS IN LATIN, 
1964-65. 
ED 013 589 


READING IN FLORIDA SECONDARY 
SCHOOLS, A GUIDE. 


FSDE-BULL-35C ED 013 751 


SECTARIAN COLLEGES 
REPORT OF A SURVEY OF POTENTIALI- 
TIES FOR A COLLEGE IN MOBILE, 
ALABAMA. 
ED 013534 


SELF CONCEPT 
REALITY, RESPONSIBILITY AND RES- 
PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 
CROPS. 
ED 013 675 


SELF EVALUATION 
THE AUTO-CRITIQUE METHOD OF INS- 
TRUCTIONAL EVALUATION. 
ED 013 634 


SEMESTER DIVISION 
AN ECONOMETRIC MODEL OF THE CALI- 
FORNIA PUBLIC JUNIOR COLLEGE OP- 
ERATING YEAR-ROUND. 
ED 013 654 


SENSITIVITY TRAINING 

HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN AD- 
VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 

ED 013 616 


NEEDED RESEARCH IN TEACHER ED- 
UCATION--SENSITIVITY TRAINING AND 
THE PROCESS OF CHANGE. 

ED 013 797 


SERBOCROATIAN 


SERBO-CROATIAN BASIC COURSE, VO- 
LUME I, UNITS 1-25. 


ED 013 452 


SEWING INSTRUCTION 
POWER SEWING. 
ED 013 936 


SEWING MACHINE OPERATORS 
POWER SEWING. 
ED 013 936 


SEX DIFFERENCES 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 
ED 013471 


THE EFFECT OF SEX IDENTIFICATION 
UPON TEACHER EVALUATION OF PUP. 
ILS. 

ED 013 793 


SHORT STORIES 


KURDISH READERS. PART III, KURDISH 
SHORT STORIES. 


BR-5-1257-3 ED 013 442 


SIMULATION 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 


FAA-ADS-61-TR ED 013 410 


SIMULATION IN READING. 
ED 013 703 


SKILL DEVELOPMENT 
INDUSTRIAL SKILLS. 
ED 013 383 


SKILLED OCCUPATIONS 
UNION-SPONSORED RETRAINING PROG- 


ED 013 387 


SLAVIC LANGUAGES 


ON RUSSIAN IN SECONDARY SCHOOLS 
OF WESTERN CANADA. 


ED 013 575 


SLUM SCHOOLS 
THE MORE EFFECTIVE SCHOOLS. 
ED 013 845 


SOCIAL AGENCIES 


THE NONPROFESSIONAL WORKER IN 
YOUTH EMPLOYMENT PROGRAMS. 


ED 013 674 


SOCIAL ATTITUDES 


ATTITUDES TOWARD EDUCATION AND 
GENERAL SOCIAL ATTITUDES--A “Q” 
STUDY. 

ED 013 498 





ASSESSMENT OF RURAL MEXICAN-AM- 
ERICAN STUDENTS IN GRADES PRE- 
SCHOOL THROUGH TWELFTH. 

ED 013 690 


SOCIAL CHANGE 
PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 
ED 013 477 


IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 

ED 013 479 


RACE RELATIONS AND SOCIAL CHANGE. 
ED 013 493 


SOCIAL DEVELOPMENT 
DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
BR-5-8462 ED 013 467 


SOCIAL DIFFERENCES 
LEARNING EFFICIENCY AS A FUNC- 
TION OF DEPICTION, VERBALIZATION, 

GRADE AND SOCIAL CLASS. 
ED 013 854 


SOCIAL DISADVANTAGEMENT 
AN EVALUATION OF OPERATION HEAD 
START BILINGUAL CHILDREN, SUM- 
MER, 1965. 

ED 013 667 


THE SOCIAL AND ECONOMIC STATUS OF 
THE NEGRO IN THE UNITED STATES. 


ED 013 837 


SOCIAL EXCHANGE THEORY 


DYNAMICS OF INTERPERSONAL INTER- 
ACTION, A STUDY OF CONSULTATION 
AMONG GRADUATE STUDENTS IN A BE- 
GINNING STATISTICS COURSE. 


ED 013 496 


SOCIAL MOBILITY 
RACE RELATIONS AND SOCIAL CHANGE. 
ED 013 493 


SOCIAL STRUCTURE 


THE SOCIAL AND ECONOMIC STATUS OF 
THE NEGRO IN THE UNITED STATES, 


ED 013 837 


SOCIAL STUDIES 
KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 
BULL-4-1967 ED 013 342 
THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN. 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 


BR-6-1722-27 ED 013 349 


THE PROFESSIONAL TRAINING, SPECI- 
FIC TEACHING ASSIGNMENTS, AND JOB 
SATISFACTIONS OF GEORGIA SOCIAL 
STUDIES TEACHERS. 

ED 013 792 


SOCIALIZATION 
THE MASS MEDIA AS AN EDUCATIONAL 
INSTITUTION. 
ED 013 844 


SOCIALIZATION FOR BICULTURAL AD- 
JUSTMENT--A CASE STUDY. 
ED 013 861 


SOCIALLY DISADVANTAGED 
THE HIGHER EDUCATION OF THE DIS- 
ADVANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28. 
BR-6-1722-28 ED 013 350 


A STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING. 
NDEA-VIIA-1127 ED 013 749 
SOCIOECONOMIC BACKGROUND 
SOME CHARACTERISTICS OF JUNIOR 
COLLEGE STUDENTS. 
ACE-RR-VOL-NO-2-1966 ED 013615 
SELECTED CHARACTERISTICS, SOCIOE- 
CONOMIC STATUS, AND LEVELS OF AT- 
TAINMENT OF STUDENTS IN PUBLIC JU- 
NIOR COLLEGE OCCUPATION-CEN- 
TERED EDUCATION. 
BR-6-8420 ED 013 644 
QUALITY EDUCATION FOR APPALACH- 
IA, A TITLE IV REGIONAL EDUCATION- 

AL LABORATORY. FINAL REPORT. 
ED 013 678 


SOCIOLINGUISTICS 
CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 

ED 013 455 


SOIL SCIENCE 
THE USE OF CHEMICALS AS SOIL ADDIT- 
IVES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 3. 
ED 013 897 


SOLID GEOMETRY 
NINTH GRADE PLANE AND. SOLID 
GEOMETRY FOR THE ACADEMICALLY 
TALENTED, TEACHERS GUIDE. 
ED 013517 


SOUTHERN STATES 

REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 

ED 013 673 


SPANISH 


INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 


CAL COMPARISON OF SPANISH AND 
ENGLISH). 
NDEA-VI-123 ED 013 356 
AUDITORY FACTORS IN FOREIGN 
LANGUAGE ACQUISITION. 
NDEA-VI-53-5 ED 013 364 
THE ROLE OF APPLIED LINGUISTICS IN 
THE TEACHING OF FRENCH AND SPANI- 
SH. 


ED 013 553 


OF SPANISH DEPARTMENTS AND 
TEACHING SPANISH. 
ED 013 557 


A PILOT STUDY TO DETERMINE THE IN- 
FLUENCE UPON TEACHERS AND UPON 
STUDENTS OF A TELEVISION PROGRAM 
DESIGNED TO PROVIDE IN-SERVICE 
TRAINING AND CLASSROOM INSTRUC- 
TION IN SPANISH. 


CRP-467 ED 013 685 


SPANISH SPEAKING 
INTRODUCING ENGLISH, AN ORAL PRE- 
READING PROGRAM FOR SPANISH- 
SPEAKING PRIMARY PUPILS. 
ED 013 454 


SPECIAL EDUCATION 
THE MENTALLY RETARDED. 
ED 013 506 


GUIDE TO PRACTICES AND PROCE- 
DURES FOR THE SLOW LEARNING PRO- 
GRAM IN SECONDARY SCHOOLS. 

ED 013 507 


COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH 
IN THE BANNERSTONE DIVISION OF 
AMERICAN LECTURES IN SPEECH AND 
HEARING. 


AMER-LECT-SER-660 ED 013 519 


SPECIAL LIBRARIES 
SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64. 
BB-51-R452 ED 013 374 


SPECIAL PROGRAMS 


ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 

ED 013 459 


THE TREATMENT OF DISRUPTIVE 
CLASSROOM BEHAVIOR PROBLEMS BY 
EMPLOYMENT OF A PARTIAL-MILIEU 
CONSISTENCY PROGRAM. FINAL REP- 
ORT. 


BR-6-8366 ED 013 468 


WHERE THE ACTION IS--AN EVALUAT- 
ION, PROJECT 64-1. 
ED 013 856 


SPEECH 
TEACHING DEAF CHILDREN TOTALK. 
ED 013 521 


SPEECH IMPROVEMENT 
VOICE CULTURE AND THE FOREIGN 
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LANGUAGE TEACHER, "JOWARD A 
GREATER ALLIANCE. 
ED 013 548 


SPEECH INSTRUCTION 
THE DEAF. PRENTICE-HALL FOUNDA- 
TIONS OF SPEECH PATHOLOGY SERIES. 
ED 013 508 


COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH 
IN THE BANNERSTONE DIVISION OF 
AMERICAN LECTURES IN SPEECH AND 
HEARING. 
AMER-LECT-SER-660 ED 013519 
TEACHING DEAF CHILDREN TO TALK. 
ED 013 521 


SPEECH SKILLS 
EXPERIMENTAL USE OF MACHINES IN 
THE TRAINING OF INTERPRETERS. 
ED 013 590 


STAFF UTILIZATION 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 


NCES-TN-38 ED 013 500 


STANDARDIZED TESTS 
UNIFORMITY OF GROWTH IN THE BASIC 
SKILLS THROUGHOUT THE SCHOOL 
YEAR AND DURING THE SUMMER. 

ED 013 705 


STATE AID 
THE EQUALIZING IMPACT OF STATE AID 
TO EDUCATION. 
WP-EDA-3 ED 013 501 
OUR SHORT-CHANGED CITY SCHOOLS. 
ED 013 785 


STATE CURRICULUM GUIDES 
RUSSIAN FOR SECONDARY SCHOOLS-- 
THE NEW YORK STATE SYLLABUS. AN 
EVALUATION. 

ED 013551 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013579 


MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES _ 7-12)- 
FRENCH, GERMAN, SPANISH. 
NCSDPI-PUB-364 ED 013581 
GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


RUSSIAN FOR SECONDARY SCHOOLS. 
ED 013 583 


READING IN FLORIDA SECONDARY 
SCHOOLS, A GUIDE. 


FSDE-BULL-35C ED 013 751 


STATE DEPARTMENTS OF ED- 

UCATION 
STRENGTHENING STATE 
MENTS OF EDUCATION. 


DEPART- 


ED 013 502 
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STATE FEDERAL SUPPORT 
IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 

- EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 
BR-5-8466 ED 013 362 


STATE GOVERNMENT 
SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64. 
BB-51-R452 ED 013374 


STATE LEGISLATION 
EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 


UO-BUS-PUB-1 ED 013 497 


PROFESSIONAL NEGOTIATION WITH 
SCHOOL BOARDS. 


1965-R3 ED 013774 


STATE LICENSING BOARDS 


IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 
EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 

BR-5-8466 ED 013 362 


STATE PROGRAMS 
PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 
ED 013 477 


IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 

ED 013 479 


PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (3D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 


A MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA. 
ED 013 620 


CITIZENS LEAGUE REPORT ON COM- 
MUNITY COLLEGES FOR THE TWIN 
CITIES AREA. 

ED 013 631 


STATE SURVEYS 


THE FOREIGN LANGUAGE PROGRAM IN 
WASHOE COUNTY AND THE UNIVERS- 
ITY OF NEVADA. 

ED 013 571 


STATISTICAL ANALYSIS 


ATTITUDES TOWARD EDUCATION AND 
GENERAL SOCIAL ATTITUDES--A “Q” 
STUDY. 


ED 013 498 


LET’S LOOK AT RESEARCH. 
ED 013 591 


METHODS OF COMPUTING AND EVALU- 
ATING RESIDUAL GAIN SCORES IN THE 
READING PROGRAM. 


ED 013 742 


THE EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 
OF A TEACHING SKILL. 


ED 013 782 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1964-65, Vo- 
LUMEI. 


ED 013814 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1965-66, Vo- 
LUMEII. 


ED 013815 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1966-67, Vo. 
LUMEIII. 


ED 013816 


PUPIL, STAFF, AND EDUCATIONAL FAC- 
ILITY CHARACTERISTICS ASSOCIATED 
WITH PUBLIC LAW 89-10 TITLE I PRO- 
JECTS IN IOWA. INTERIM REPORT, 1 


JUNE 1966-31 MAY 1967. 
ED 013 853 


STATISTICAL DATA 
WHO ARE THE WORKING MOTHERS. 
DOL-WB-LEAFL-37 ED 013 960 


STATISTICAL SURVEYS 
PROCEEDINGS OF THE WEST COAST RE- 
GIONAL CONFERENCE ON RESEARCH 
RELATED TO BLIND AND SEVERELY VI- 
SUALLY IMPAIRED CHILDREN (SAN 
FRANCISCO, MARCH 8-10, 1965). 

ED 013510 


FOREIGN LANGUAGE ENROLLMENTS 
IN SEVENTH-DAY ADVENTIST AND 
CATHOLIC PAROCHIAL SECONDARY 
SCHOOLS, FALL, 1959. 

ED 013 564 


REPORT OF WORK INJURIES TO MINORS 
UNDER 18 YEARS OF AGE, A STUDY OF 18 
MONTHS’ EXPERIENCE REPORTED BY 
28 STATES, 1964-65. 


DOL-BLS-BULL-282 ED 013 935 


STRUCTURAL ANALYSIS 
ORDER OF PRESENTATION OF GRAMMA- 
TICAL STRUCTURES IN THE TEACHING 
OF RUSSIAN. 


ED 013 554 


STUDENT ACTIVISM 
THE STUDENT ACTIVISTS--RIGHTS, 
NEEDS, AND POWERS OF UNDERGRAD- 
UATES. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 30. 


BR-6-1722-30 ED 013 352 


STUDENT ADJUSTMENT 
SCHOOL CAREER ADJUSTMENT PAT- 
TERNS OF CHILDREN UTILIZING MEN- 
TAL HEALTH SERVICES. 
ED 013 466 





STUDENT ATTITUDES 
SCHOOL AND FAMILY BACKGROUND 
CORRELATES OF CHILDREN’S SCHOOL 
ANXIETY. 
ED 013 473 


DO WE REALLY WANT STUDENTS TO 
LEARN. 
ED 013 556 


A SURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 
TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS. 

ED 013 868 


STUDENT BEHAVIOR 
THE EFFECT OF SEX IDENTIFICATION 
UPON TEACHER EVALUATION OF PUP- 
ILS. 
ED 013 793 


STUDENT CHARACTERISTICS 
GENERAL EDUCATION IN LIBERAL 
ARTS COLLEGES. NEW DIMENSIONS IN 
HIGHER EDUCATION, NUMBER 24. 
BR-6-1722-24 ED 013 348 


THE AMERICAN COLLEGE AND INTER- 
NATIONAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 27. 

BR-6-1722-27 ED 013 349 


STUDENTS WITH DIFFERENT VOCA- 
TIONAL CHOICES. A DESCRIPTION OF 
COLLEGE FRESHMEN, II. 
ACT-RR-NO-4-JUN-65 


A DESCRIPTION OF MEDICAL COLLEGE 
ENVIRONMENTS. 


ED 013 457 


ED 013 489 


ONE IN A THOUSAND--A COMPARATIVE 
STUDY OF MODERATELY AND HIGHLY 
GIFTED ELEMENTARY SCHOOL CHILD- 
REN. 

ED 013 518 


SOME CHARACTERISTICS OF JUNIOR 
COLLEGE STUDENTS. 
ACE-RR-VOL-NO-2-1966 ED 013615 
FROM JUNIOR TO SENIOR COLLEGE--A 
NATIONAL STUDY OF THE TRANSFER 
STUDENT. 

ED 013 632 


GUIDED STUDIES MEASUREMENT AND 
EVALUATION REPORT FOR FIRST SEM- 
ESTER, 1966-67. 

ED 013 641 


A SURVEY OF DROP-OUTS AND DISCONT- 
INUING STUDENTS AND THEIR ATTI- 
TUDES TOWARD SELECTED ASPECTS OF 
THE JUNIOR COLLEGE PROGRAM. 

ED 013 642 


THE SOURCE, SCHOLASTIC ABILITY, AP- 
TITUDE, ACHIEVEMENT, AND REAC- 
TIONS OF STUDENTS ADMITTED TO 
WHARTON COUNTY JUNIOR COLLEGE. 
ED 013 653 


THE COMPARATIVE EFFECTS OF PSSC 
PHYSICS AND TRADITIONAL PHYSICS 
ON STUDENT ACHIEVEMENT. 

ED 013 757 


A FOLLOW-UP STUDY OF 1963 COLORADO 
HIGH SCHOOL GRADUATES. 
ED 013 906 


arent COLLEGE RELATION- 
THE STUDENT AND CAMPUS CLIMATES 
OF LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18. 
BR-6-1722-18 ED 013 379 


STUDENT EVALUATION 
STUDENTS WITH DIFFERENT VOCA- 
TIONAL CHOICES. A DESCRIPTION OF 
COLLEGE FRESHMEN, II. 


ACT-RR-NO-4-JUN-65 ED 013 457 


STUDENT EXCHANGE PRO- 
GRAMS 
INTERNATIONAL EDUCATION AND THE 
JUNIOR COLLEGE, 1966, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
SUB-COMMITTEE ON INTERNATIONAL 
EDUCATION OF THE COMMISSION ON 
ADMINISTRATION, AAJC (ST. LOUIS FE- 
BRUARY 28, 1966). 
ED 013 596 


STUDENT EXPERIENCE 
THE STUDENT AND CAMPUS CLIMATES 
OF LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18. 
BR-6-1722-18 ED 013 379 


STUDENT LEADERSHIP 
THE STUDENT ACTIVISTS--RIGHTS, 
NEEDS, AND POWERS OF UNDERGRAD- 
UATES. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 30. 
BR-6-1722-30 


HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN AD- 
VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 


ED 013 352 


ED 013 616 


STUDENT MOTIVATION 
WHY DO HIGH SCHOOL STUDENTS READ. 
ED 013 746 


STUDENT OPINION 
THE SOURCE, SCHOLASTIC ABILITY, AP- 
TITUDE, ACHIEVEMENT, AND REAC- 
TIONS OF STUDENTS ADMITTED TO 
WHARTON COUNTY JUNIOR COLLEGE. 
ED 013 653 


STUDENT ORGANIZATIONS 

HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN AD- 
VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 

ED 013616 


oo PERSONNEL SERVIC- 


STUDENT PERSONNEL SERVICES FOR 


ADULTS IN HIGHER EDUCATION. 
ED 013 415 


CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 

ED 013 625 


ADMINISTERING COMMUNITY COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 
LEGE LEADERSHIP PROGRAM (5TH, ANN 
ARBOR, 1965). 

ED 013 636 


THE ESSENTIAL SUPPORTIVE FUNC- 
TIONS IN THE COLLEGE INSTRUC- 
TIONAL PROGRAM. 

ED 013 637 


STUDENT PLACEMENT 

GUIDANCE DATA FOR PROGRAM AS- 
SIGNMENT IN THE WARREN CITY 
SCHOOLS. 


WCS-ASBULL-O-1 ED 013 504 


STUDENT REACTION 
STUDENT REACTIONS TO STUDY FA- 
CILITIES WITH IMPLICATIONS FOR AR- 
CHITECTS AND COLLEGE ADMINI- 
STRATORS. 
ED 013535 


HEALTH EDUCATION BY EDUCATIONAL 
TELEVISION, A PRELIMINARY EVAL- 
UATION, 1964-65 FALL SEMESTER. 

ED 013 593 


STUDENT RESEARCH 
IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


STUDENT SCIENCE INTERESTS 
AN EVALUATION OF NINTH-GRADE 
SCIENCE FOR THE ACADEMICALLY 
TALENTED. 

ED 013 752 


STUDENT TEACHER RATIO 
INSTRUCTIONAL LOAD STUDY. 
ED 013 595 


a TEACHER RELATION- 
IP 
SCHOOL AND FAMILY BACKGROUND 
CORRELATES OF CHILDREN’S SCHOOL 
ANXIETY. 
ED 013 473 


WASHINGTON COUNTY CLOSED-CIR- 
CUIT TELEVISION REPORT. 
ED 013 536 


THE EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 
OF A TEACHING SKILL. 

ED 013 782 


THE TEACHER AND GROUP DEVELOPM- 


ENT. 
ED 013 787 
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” 
THE RELATIONSHIP BETWEEN CLASS- 
ROOM VERBAL BEHAVIOR OF STUDENT 
TEACHERS AND THE CLASSROOM VER- 
BAL BEHAVIOR OF THEIR COOPERAT- 
ING TEACHERS. 
ED 013 788 


STUDENT TEACHERS 
TWO HEADS ARE BETTER THAN ONE- 
REPORT ON AN EXPERIMENT. 
ED 013 549 


THE RELATIONSHIP BETWEEN CLASS- 
ROOM VERBAL BEHAVIOR OF STUDENT 
TEACHERS AND THE CLASSROOM VER- 
BAL BEHAVIOR OF THEIR COOPERAT- 
ING TEACHERS. 

ED 013 788 


INTERACTION ANALYSIS AS A FEED- 
BACK SYSTEM IN TEACHER PREPARAT- 
ION. 

ED 013 798 


STUDENT TEACHING 
COOPERATION IN STUDENT TEACHING. 
CIRC-4-1964 ED 013 768 


TEACHER EDUCATION PROJECT--FOL- 
LOW-UP OF SELECTED PRACTICES. 
ED 013770 


STUDENTS 
NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 


BR-6-1722-15 ED 013 340 


STUDY FACILITIES 
STUDENT REACTIONS TO STUDY FA- 
CILITIES WITH IMPLICATIONS FOR AR- 
CHITECTS AND COLLEGE ADMINI- 
STRATORS, 
ED 013535 


STUDY GUIDES 
COMBINES AND COMBINING. 
ED 013871 


FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. 
ED 013 890 


PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013891 


AGRICULTURAL MACHINERY--POWER. 
TEACHERS COPY. 
ED 013 892 


FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
STUDY GUIDE. 
OE-84021-CIRC-659 ED 013 909 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT-STUDENT MANUAL. 
OE-84015-CIRC-642 
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ED 013913 


AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING, A STUDY 
GUIDE AND PROGRESSION RECORD IN 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING. 
US-FILE-316 ED 013 929 
GLAZING WORKBOOK. 

ED 013 934 


POWER SEWING. 
ED 013 936 


NEEDLE TRADES, MATHEMATICS - I. 
ED 013 939 


AUTO PARTS MAN, WORKBOOK. 
ED 013 941 


BUSINESS LETTER WRITING FOR 
“PRACTICAL BUSINESS CORRESPOND- 
ENCE FOR COLLEGES,” THIRD EDITION, 
ROBERTSON AND WALKER, SOUTH- 
WESTERN PUBLISHING COMPANY, 1966, 
INSTRUCTOR'S GUIDE. 

ED 013 942 


BARBERING, A STUDY GUIDE AND PRO- 
GRESSION RECORD FOR BARBERING 
STUDENTS IN A COOPERATIVE TRAIN- 
ING PROGRAM. 


UA-FILE-1338 ED 013 948 


STUDY SKILLS 
AN EVALUATION OF THE UNIVERSITY 
OF MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM. 
UM-RSSL-RR-6502 ED 00013 733 


SUBPROFESSIONALS 
PROCEEDINGS OF THE TECHNICIAN 
MANPOWER CONFERENCE, A CONFER- 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES- 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 

ED 013 629 


PRACTICAL NURSING IN ILLINOIS.--A 
PROFILE. 
ED 013 645 


SUBURBAN SCHOOLS 
PERCEIVED PROBLEMS OF BEGINNING 
ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 
ED 013 784 


SUMMER PROGRAMS 
THE EFFECT OF A SUMMER TELEVI- 
SION READING PROGRAM ON THE READ- 
ING ACHIEVEMENT OF CHILDREN. IN- 
TERIM REPORT. 


CRP-2647 ED 013 723 


SUPERINTENDENT ROLE 
BARRIERS TO CHANGE IN 
SCHOOLS. 


PUBLIC 
ED 013 483 
SEMINAR ON CHANGE PROCESSES IN 


THE PUBLIC SCHOOLS. 
ED 013 485 


SUPERIOR STUDENTS 
EDUCATING THE HIGHLY ABLE, A POL. 
ICY STATEMENT. 
ED 013516 


SUPERVISED FARM PRACTICE 
IMPROVING SUPERVISED PRACTICE IN 
VOCATIONAL AGRICULTURE. 


NCSDPI-PUB-361 ED 013 904 


SUPERVISION 
THE STATUS AND FUNCTIONS OF THE 
LOCAL SCHOOL BUSINESS ADMINI- 
STRATOR. 
ED 013 478 


SUPERVISOR QUALIFICATIONS 
THE STATUS AND FUNCTIONS OF THE 
LOCAL SCHOOL BUSINESS ADMINI- 
STRATOR. 

ED 013 478 


SUPERVISORS 
COOPERATION IN STUDENT TEACHING. 
CIRC-4-1964 ED 013 768 


STRATEGIES FOR INSTRUCTIONAL 
CHANGE--PROMISING IDEAS AND PER. 
PLEXING PROBLEMS. 

ED 013 799 


INTRODUCTION TO MANAGEMENT FOR 
INDUSTRIAL SUPERVISORS. 
ED 013 947 


SUPERVISORY TRAINING 
MANPOWER INVENTORY AND TRAIN. 
ING NEEDS ANALYSIS. LOUISIANA DE- 
PARTMENT OF HIGHWAYS MAINTEN- 
ANCE RESEARCH PROJECT, REPORT 
NUMBER 2. 


PB-174-962 ED 013 425 


SURVEYS 
SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64. 
BB-51-R452 ED 013374 


A SURVEY OF THE TEACHING OF EN- 
GLISH TO NON-ENGLISH SPEAKERS IN 
THE UNITED STATES. 
BR-5-0620 ED 013 447 
USE AND EVALUATION OF OCCUPA- 
TIONAL INFORMATION MATERIALS. 

ED 013 462 


THE SOURCE, SCHOLASTIC ABILITY, AP- 
TITUDE, ACHIEVEMENT, AND REAC- 
TIONS OF STUDENTS ADMITTED TO 
WHARTON COUNTY JUNIOR COLLEGE. 
ED 013 653 


SYMBOLIC LANGUAGE 
ICONIC SIGNS AND SYMBOLS IN AUDIO- 
VISUAL COMMUNICATION, AN ANALY- 
TICAL SURVEY OF SELECTED WRITINGS 
AND RESEARCH FINDINGS. FINAL REP- 


ORT. 
NDEA-VIIB-449 


ED 013 371 





SYNTAX 
A DESCRIPTION OF CEBUANO VISAYAN. 


NDEA-VI-370 ED 013 369 


MATERIALS FOR A JAPANESE REF- 
ERENCE GRAMMAR. FIRST DRAFT. 
NDEA-VI-255 ED 013 375 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1964-65, VO- 


LUMEI. 
ED 013 814 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1965-66, VO- 


LUMEII. 
ED 013815 


THE NEBRASKA STUDY OF THE SYNTAX 
OF CHILDREN’S WRITING, 1966-67, VO- 


LUMEIII. 
ED 013816 


SYSTEMS ANALYSIS 
ORIGIN AND HISTORY OF PROGRAM 
BUDGETING. 
P-3427 


URBAN EDUCATION SYSTEMS ANALY- 
SIS. 
NCES-TN-24 


ED 013 494 


ED 013 528 


TGROUPS 
NEEDED RESEARCH IN TEACHER ED- 
UCATION--SENSITIVITY TRAINING AND 
THE PROCESS OF CHANGE. 
ED 013 797 


TALENT IDENTIFICATION 
SCIENTIFIC CREATIVITY - ITS RECOGNI- 
TION AND DEVELOPMENT. 

ED 013 767 


TAPE RECORDINGS 
TECHNIQUES OF TAPE PREPARATION 
AND DUPLICATION, WITH SUGGESTIONS 
FOR A LANGUAGE LABORATORY. 
ED 013 588 


TASK PERFORMANCE 
INDUSTRIAL SKILLS. 
ED 013 383 


ADMINISTRATIVE CLIMATE. 
ED 013 392 


COLLEGE MAJOR DIFFERENCES IN 
NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 
NAMI-SR-66-7 ED 013 396 
POSTTRAINING PERFORMANCE CRI- 
TERION DEVELOPMENT AND APPLICAT- 
ION. 
AD-653-712 ED 013 411 
COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 

ED 013 412 


TAXONOMY 
IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 


EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 

BR-5-8466 ED 013 362 


TERMINOLOGY AND CONCEPTS IN MEN- 
TAL RETARDATION. TC SERIES IN SPE- 
CIAL EDUCATION. 

ED 013 513 


A SELECTED AND ANNOTATED BIBLIO- 
GRAPHY OF STUDIES CONCERNING THE 
TAXONOMY OF EDUCATIONAL OBJEC- 
TIVES--COGNITIVE DOMAIN. 


UP-WP-13 ED 013 655 


TEACHER ADMINISTRATOR 
RELATIONSHIP 
A MODEL FOR SHARED DECISION MAK- 
ING IN THE SCHOOL PRINCIPALSHIP. 
CEMREL-OP-NO-2-1967 ED 013 480 


TEACHER AIDES 
ASSISTANT TEACHERS AND TEACHERS’ 
AIDES-TRAINING AND ROLES OF AUX- 
ILIARY PERSONNEL FOR EARLY CHILD- 
HOOD EDUCATION PROGRAMS. 
ED 013 605 


IMPROVEMENT OF INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


IT’S TIME FOR A MOON-SHOT IN EDU- 
CATION. 
ED 013777 


TEACHER ATTITUDES 
THE LINGUISTIC METHOD AS IT IS CUR- 
RENTLY BEING APPLIED TO THE 
TEACHING OF FOREIGN LANGUAGES. 
PANEL DISCUSSION. 
ED 013 559 


AN EMPIRICAL CRITERION VALIDA- 
TION STUDY ON SOME PSYCHOLOGICAL 


INVENTORY FINDINGS RELATED TO- 


ELEMENTARY SCHOOL TEACHERS. 
ED 013775 


PERCEIVED PROBLEMS OF BEGINNING 
ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 

ED 013 784 


THE IDENTIFICATION AND ANALYSIS 
OF PROBLEMS OF FIRST YEAR TEACHE- 
RS. 

ED 013 786 


THE TEACHER AND GROUP DEVELOPM- 
ENT. 
ED 013 787 


THE PROFESSIONAL TRAINING, SPECI- 
FIC TEACHING ASSIGNMENTS, AND JOB 
SATISFACTIONS OF GEORGIA SOCIAL 
STUDIES TEACHERS. 

ED 013 792 


THE EFFECT OF SEX IDENTIFICATION 
UPON TEACHER EVALUATION OF PUP- 
ILS. 

ED 013 793 


FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 
ED 013 801 


PROFESSIONAL INSECURITIES OF 
PROSPECTIVE TEACHERS. 
ED 013 802 


TEACHERS’ ATTITUDES ABOUT CREAT- 
IVITY. 
ED 013 803 


TEACHER BEHAVIOR 
THE RELATIONSHIP BETWEEN CLASS- 
ROOM VERBAL BEHAVIOR OF STUDENT 
TEACHERS AND THE CLASSROOM VER- 
BAL BEHAVIOR OF THEIR COOPERAT- 
ING TEACHERS. 
ED 013 788 


TEACHER CERTIFICATION 
CONANT ON TEACHER EDUCATION, A 
CRITICAL ANALYSIS. 

ED 013 783 


CHANGING THE PECKING ORDER. 
ED 013 790 


THE PROFESSIONAL TRAINING, SPECI- 
FIC TEACHING ASSIGNMENTS, AND JOB 
SATISFACTIONS OF GEORGIA SOCIAL 
STUDIES TEACHERS. 

ED 013 792 


AN EXPERIMENTAL PROJECT TO DET- 
ERMINE MORE EFFECTIVE VOCATION- 
AL TEACHER CERTIFICATION PROCE- 
DURES IN MICHIGAN BY COMPETENCY 
EXAMINATIONS. FINAL REPORT OF 
PHASE I. 

ED 013 884 


TEACHER CHARACTERISTICS 
AN EMPIRICAL CRITERION VALIDA- 
TION STUDY ON SOME PSYCHOLOGICAL 
INVENTORY FINDINGS RELATED TO 
ELEMENTARY SCHOOL TEACHERS. 
ED 013775 


FACTORS CONTRIBUTING TO STUDENT 
ACHIEVEMENT. 
ED 013 885 


TEACHER EDUCATION 
THE FOREIGN LANGUAGE ATTAIN- 
MENTS OF LANGUAGE MAJORS IN THE 
SENIOR YEAR-A SURVEY CONDUCTED 
IN U.S. COLLEGES AND UNIVERSITIES. 
BR-5-1255 ED 013 343 


ADULT BASIC EDUCATION, A GUIDE 
FOR TEACHERS AND TEACHER TRAINE- 
RS. 

ED 013 400 


INSTITUTE FOR COLLEGE AND UNIV- 
ERSITY TRAINERS OF PROSPECTIVE 
MODERN LANGUAGE TEACHERS (UNIV- 
ERSITY OF MINNESOTA, JUNE 20 TO AU- 
GUST 5, 1966). FINAL TECHNICAL REP- 
ORT. 

ED 013 561 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE 
ADVISORY COMMITTEE ON FOREIGN 
LANGUAGES. 

ED 013 586 
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SIMULATION IN READING, 
ED 013 703 


TRAINING COLLEGE READING SPECIA- 
LISTS. 
ED 013 721 


TEACHER EDUCATION PROJECT--FOL- 
LOW-UP OF SELECTED PRACTICES, 
ED 013 770 


INTERACTION ANALYSIS--RECENT DEV- 
ELOPMENTS. 
ED 013 776 


THE CHILDHOOD ROMANCE THEORY OF 
TEACHER DEVELOPMENT. 
ED 013 779 


CONANT ON TEACHER EDUCATION, A 
CRITICAL ANALYSIS. 
ED 013 783 


THE IDENTIFICATION AND ANALYSIS 
OF PROBLEMS OF FIRST YEAR TEACHE- 
RS. 

ED 013 786 


MICROTEACHING AS A TEACHING MET- 
HODOLOGY. 
ED 013 791 


THE TEACHER CORPS PROJECT AT NEW 
YORK UNIVERSITY. 
ED 013 795 


PLANNING FOR THE EDUCATION OF 
TEACHERS. 
ED 013 796 


PROFESSIONAL INSECURITIES OF 
PROSPECTIVE TEACHERS. 
ED 013 802 


TEACHER EDUCATION CURRI- 
CULUM 


INSTITUTE FOR COLLEGE AND UNIV- 
ERSITY TRAINERS OF PROSPECTIVE 
MODERN LANGUAGE TEACHERS (UNIV- 
ERSITY OF MINNESOTA, JUNE 20 TO AU- 
GUST 5, 1966). FINAL TECHNICAL REP- 
ORT. 

ED 013561 


TEACHER EVALUATION 
A SURVEY OF THE TEACHING OF EN- 
GLISH TO NON-ENGLISH SPEAKERS IN 
THE UNITED STATES. 
BR-5-0620 ED 013 447 
EVALUATION OF TEACHERS--THE 
PRINCIPAL’S DILEMMA. 
ED 013 490 


THE AUTO-CRITIQUE METHOD OF INS- 
TRUCTIONAL EVALUATION. 
ED 013 634 


IMPROVEMENT OF INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


CONANT ON TEACHER EDUCATION, A 
CRITICAL ANALYSIS. 
ED 013 783 


THE EFFECT OF SEX IDENTIFICATION 
UPON TEACHER EVALUATION OF PUP- 
ILS. 

ED 013 793 
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PLANNING FOR THE EDUCATION OF 
TEACHERS. 
ED 013 796 


TEACHER IMPROVEMENT 


SIMULATION IN READING. 
ED 013 703 


PROVISIONS FOR POTENTIAL DRO- 
POUTS THROUGH IN-SERVICE EDUCA- 
TION FOR TEACHERS. 

ED 013 769 


TEACHER INFLUENCE 
AND NOW - THE PACKAGE DEAL. 
ED 013 726 


TEACHER INTERNS 
THE EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 

OF A TEACHING SKILL. 
ED 013 782 


EFFECTS OF FEEDBACK AND PRACTICE 
CONDITIONS ON THE ACQUISITION OF A 
TEACHING STRATEGY. 

ED 013 794 


THE TEACHER CORPS PROJECT AT NEW 
YORK UNIVERSITY. 
ED 013 795 


TEACHER MOTIVATION 
FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 
ED 013 801 


TEACHER ORIENTATION 
REPORT OF THE STUDY MADE AS PART 
OF THE FIFTH ADMINISTRATIVE 
TEAMS INSTITUTE FROM JEFFERSON 
STATE JUNIOR COLLEGE. 
ED 013 650 


PROVISIONS FOR POTENTIAL DRO- 
POUTS THROUGH IN-SERVICE EDUCA- 
TION FOR TEACHERS. 

ED 013 769 


TEACHER PARTICIPATION 


A MODEL FOR SHARED DECISION MAK- 
ING IN THE SCHOOL PRINCIPALSHIP. 


CEMREL-OP-NO-2-1967 ED 013 480 


TEACHER PERSISTENCE 
PERSISTENCE IN TEACHING AMONG 
MALE SPECIAL AREA GRADUATES IN 
EDUCATION. 

ED 013773 


TEACHER QUALIFICATIONS 
VOICE CULTURE AND THE FOREIGN 
LANGUAGE TEACHER, TOWARD A 
GREATER ALLIANCE. 

ED 013 548 


TEACHER RATING 
FACTORS CONTRIBUTING TO STUDENT 
ACHIEVEMENT. 
ED 013 885 


TEACHER RECRUITMENT 
TEACHER EDUCATION PROJECT--FOL. 
LOW-UP OF SELECTED PRACTICES, 

ED 013 770 


CONCEPTS, STRATEGIES, AND PRIORI. 
TIES FOR RESEARCH IN EDUCATIONAL 
MANPOWER, A SYMPOSIUM ON EDUCA. 
TIONAL MANPOWER. FINAL REPORT. 

BR-7-8207 ED 013 778 


THE TEACHER CORPS PROJECT AT NEW 
YORK UNIVERSITY. 


ED 013 795 


TEACHER RESPONSIBILITY 
AND NOW - THE PACKAGE DEAL. 
ED 013 726 


TEACHER SALARIES 


SALARY STRUCTURES IN PUBLIC Ju. 
NIOR COLLEGES WHICH DO NOT HAVE 
THE USUAL ACADEMIC RANKS, 1965-66, 


ED 013 612 


TEACHER STEREOTYPES 


THE EFFECT OF SEX IDENTIFICATION 
UPON TEACHER EVALUATION OF PUP.- 


ILS. 
ED 013 793 


TEACHER SUPERVISION 
CONANT ON TEACHER EDUCATION, A 
CRITICAL ANALYSIS. 
ED 013 783 


EFFECTS OF FEEDBACK AND PRACTICE 
CONDITIONS ON THE ACQUISITION OF A 
TEACHING STRATEGY. 

ED 013 794 


INTERACTION ANALYSIS AS A FEED- 
BACK SYSTEM IN TEACHER PREPARAT- 
ION. 

ED 013 798 


TEACHER SUPPLY AND DEMAND 
CONCEPTS, STRATEGIES, AND PRIORI- 
TIES FOR RESEARCH IN EDUCATIONAL 
MANPOWER, A SYMPOSIUM ON EDUCA- 
TIONAL MANPOWER. FINAL REPORT. 
BR-7-8207 ED 013 778 


TEACHERS 


A MODEL FOR SHARED DECISION MAK- 
ING IN THE SCHOOL PRINCIPALSHIP. 


CEMREL-OP-NO-2-1967 ED 013 480 


BEYOND NEGOTIATIONS. 
ED 013 503 


COOPERATION IN STUDENT TEACHING. 
CIRC-4-1964 ED 013 768 


TEACHERS--THEIR ORGANIZATIONS 
AND ASPIRATIONS. 


ED 013 772 


THE MORE EFFECTIVE SCHOOLS. 
ED 013 845 


TEACHING 
STUDY CONFERENCE ON TEACHING AR- 





ABIC AT THE SECONDARY SCHOOL 
LEVEL. FINAL REPORT. 


NDEA-VI-14-5 ED 013 357 


TEACHING ASSIGNMENT 
THE PROFESSIONAL TRAINING, SPECI- 
FIC TEACHING ASSIGNMENTS, AND JOB 
SATISFACTIONS OF GEORGIA SOCIAL 
STUDIES TEACHERS. 
ED 013 792 


TEACHING CONDITIONS 
TEACHERS-THEIR = ORGANIZATIONS 
AND ASPIRATIONS. 

ED 013772 


ACHING GUIDES 
A TEACHER’S GUIDE FOR ADULT BASIC 
EDUCATION. 
MSBE-PUB-134-G ED 013 403 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING _ SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 
LACS-INSTR-BULL-EC-112 ED 013 706 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING’ SKILLS 
THROUGH LITERATURE. PART 2, APPRE- 
CIATING THE CONTRIBUTIONS OF 
SCIENCE THROUGH BIOGRAPHY... 
LACS-INSTR-BULL-EC-118 ED 013 707 


FOUR PATHS TO READING. 
ED 013 724 


READING IN FLORIDA SECONDARY 
SCHOOLS, A GUIDE. 
FSDE-BULL-35C ED 013 751 
A CURRICULUM FOR ENGLISH, LANGU- 
AGE EXPLORATIONS FOR THE ELE- 
MENTARY GRADES. 

ED 013812 


A CURRICULUM FOR ENGLISH, POETRY 
FOR THE ELEMENTARY GRADES. 
ED 013 813 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 7. 
ED 013 817 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 8. 
ED 013819 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 9. 
ED 013821 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 10. 
ED 013 823 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 11. 
ED 013 825 


A CURRICULUM FOR ENGLISH, TEACH- 
ER PACKET, GRADE 12. 
ED 013 827 


DISTRIBUTIVE EDUCATION FOR AD- 
ULTS, GUIDE FOR PART-TIME _INS- 
TRUCTORS. DISTRIBUTIVE EDUCATION 
SERIES, NUMBER 21. 


OE-82003 ED 013 889 


THE USE OF CHEMICALS AS FERTILIZE- 
RS. AGRICULTURAL CHEMICALS TECH- 
NOLOGY, NUMBER 1. 

ED 013 895 


THE USE OF CHEMICALS AS INSECTI- 
CIDES--PLANTS. AGRICULTURAL CHEM- 
ICALS TECHNOLOGY, NUMBER 2. 

ED 013 896 


THE USE OF CHEMICALS AS SOIL ADDIT- 
IVES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 3. 

ED 013 897 


THE USE OF CHEMICALS AS FUNGI- 
CIDES, BACTERICIDES AND NEMATOC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 4. 

ED 013 898 


THE USE OF CHEMICALS TO CONTROL 
FIELD RODENTS AND OTHER PREDAT- 
ORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 5. 

ED 013 899 


THE USE OF CHEMICALS AS HERBIC- 
IDES. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 6. 

ED 013 900 


THE USE OF CHEMICALS IN THE FIELD 
OF FARM ANIMAL HEALTH (NUTRITION, 
ENTOMOLOGY, PATHOLOGY). AGRICUL- 
TURAL CHEMICALS TECHNOLOGY, 
NUMBER 7. 

ED 013901 


THE USE OF CHEMICALS AS PLANT REG- 
ULATORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 8. 

ED 013 902 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT--INSTRUCTOR’S GUIDE. 
OE-84014-CIRC-641 ED 013911 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
INSTRUCTOR’S GUIDE. 
OE-84020-CIRC-658 ED 013914 
COMPANION TO AN ELDERLY PERSON, 
A SUGGESTED TRAINING PROGRAM. 

OE-87006 ED 013 925 


MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREPARED BY PRACTICAL 
NURSING INSTRUCTORS DURING CON- 
FERENCE (UNIVERSITY OF _  TEN- 
NESSEE, AUGUST 14-18, 1961). 

ED 013 940 


INTRODUCTION TO MANAGEMENT FOR 
INDUSTRIAL SUPERVISORS. 
ED 013 947 


SMALL CRAFT OPERATION AND NAVI- 
GATION, INSTRUCTOR’S GUIDE. 
ED 013 950 


TEACHING LOAD 


INSTRUCTIONAL LOAD STUDY. 
ED 013 595 


TEACHING MACHINES 


THE EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 


STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION. 
CRP-S-478 ED 013 537 
AN APPROACH TO THE USE OF COMPU- 
TERS IN THE INSTRUCTIONAL PROCESS 
AND EVALUATION. 
RR-RC-1432 ED 013 539 
THE RELATIONSHIP OF LEARNER 
CHARACTERISTICS TO MEDIA STIMULI 
AND PROGRAMING SEQUENCES. 

SP-2718-000-01 ED 013541 


THE DEVELOPMENT OF A BEGINNING 
READING SKILLS PROGRAM USING THE 
EDISON RESPONSIVE ENVIRONMENTS 
INSTRUMENT. SECOND PROGRESS REP- 
ORT. 


BR-5-0749 ED 013 720 


TEACHING METHODS 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 


BR-6-1722-16 ED 013 341 


THE PLACE OF LANGUAGE AND LITERA- 
TURE IN THE ARTICULATION OF COL- 
LEGE AND HIGH SCHOOL LANGUAGE 
PROGRAMS. 

ED 013 563 


FOUR PATHS TO READING. 
ED 013 724 


MICROTEACHING AS A TEACHING MET- 
HODOLOGY. 
ED 013 791 


TEACHING MODELS 
PROFESSIONAL INTEGRATION AND 
CLINICAL RESEARCH. 
ED 013 800 


TEACHING PROCEDURES 
TEACHING CRITICAL THINKING IN THE 
SECONDARY SCHOOL. 

ED 013 687 


TEACHING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 
ED 013 855 


TEACHING STYLES 
THE CHILDHOOD ROMANCE THEORY OF 
TEACHER DEVELOPMENT. 
ED 013779 


WHO IS THE TEACHER. 
ED 013 789 


TEACHING TECHNIQUES 
ADULT BASIC EDUCATION, A GUIDE 
FOR TEACHERS AND TEACHER TRAINE- 
RS. 


ED 013 400 


A TEACHER’S GUIDE FOR ADULT BASIC 
EDUCATION. 
MSBE-PUB-134-G ED 013 403 
ADULT EDUCATION TECHNIQUES IN 
DEVELOPING COUNTRIES, A GREEK 
CASE STUDY. PROBLEMS OF DEVELOP- 
MENT SERIES. 

ED 013 417 
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A NEW LOOK AT THE LINGUAL APP- 
ROACH. 

ED 013 547 
LITERARY TRANSLATION IN THE 
CLASSROOM. 

ED 013 555 


MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 
ED 013 560 


IN SEARCH OF A SYNTHESIS. 
ED 013 569 


IMPROVING THE STRUCTURE DRILL IN 
RUSSIAN. 
ED 013 576 


THE TEACHING OF RUSSIAN--A RES- 
PONSE TO NATHAN ROSEN 
ED 013 577 


PROGRAM PLANS FOR FAR WEST LABO- 
RATORY FOR EDUCATIONAL RESEARCH 
AND DEVELOPMENT, MARCH 1, 1967. 

ED 013 684 


A THREE-PRONGED ATTACK ON VOCA- 
BULARY DEVELOPMENT. 
ED 013711 


IT’S TIME FOR A MOON-SHOT IN EDU- 
CATION. 
ED 013777 


EFFECTS OF FEEDBACK AND PRACTICE 
CONDITIONS ON THE ACQUISITION OF A 
TEACHING STRATEGY. 

ED 013 794 


TEACHING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 
ED 013 855 


TEAM TEACHING 
TWO HEADS ARE BETTER THAN ONE-- 
REPORT ON AN EXPERIMENT. 
ED 013 549 


TECHNICAL ASSISTANCE 
REPORT ON THE INTERAMERICAN CO- 
NSULTATION ON URBAN COMMUNITY 
DEVELOPMENT (PANAMA CITY, PAN- 
AMA , JUNE 7-9, 1966). 
ED 013 393 


TECHNICAL EDUCATION 
IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 
EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 
BR-5-8466 ED 013 362 


PROCEEDINGS OF THE TECHNICIAN 
- MANPOWER CONFERENCE, A CONFER- 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES- 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 
ED 013 629 


A GUIDE TO THE FURTHER DEVELOP- 
MENT OF INDUSTRIAL EDUCATION 
CENTERS IN NORTH CAROLINA, A RE- 
PORT OF A STUDY OF THE NORTH CAR- 
OLINA INDUSTRIAL EDUCATION CENT- 
ERS. 

ED 013 873 
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EXPERIMENTAL PROGRAM FOR THE ID- 

ENTIFICATION, SELECTION, AND DE- 

VELOPMENT OF PERSONS FOR LEADER- 

SHIP ROLES IN THE ADMINISTRATION 

‘ AND SUPERVISION OF VOCATIONAL 
AND TECHNICAL EDUCATION. 

° ED 013 883 


A STUDY TO DETERMINE THE NEED 
AND TYPE OF TRAINING PROGRAM FOR 
AGRICULTURAL PUBLIC SERVICE 
TECHNICIANS. 

ED 013 886 


RESEARCH AND DEVELOPMENT 
PRIORITIES IN TECHNICAL EDUCAT- 
ION, A REPORT OF A NATIONAL RE- 
SEARCH PLANNING CONFERENCE IN 
TECHNICAL EDUCATION (THE OHIO 
STATE UNIVERSITY, JANUARY 10-11, 
1967). 

ED 013 888 


PREDICTING ACHIEVEMENT IN TECH- 
NICAL PROGRAMS AT THE NORTH DAK- 
OTA STATE SCHOOL OF SCIENCE. 

UND-CRVTE-RR-2 ED 013 905 


HIGHWAY ENGINEERING AIDE, A SUG- 
GESTED TRAINING PROGRAM. 


OE-87009 ED 013 927 


TECHNICAL OCCUPATIONS 
PROCEEDINGS OF THE TECHNICIAN 
MANPOWER CONFERENCE, A CONFER- 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES- 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 

ED 013 629 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 
NYSDL-SB-239-VOL-1 ED 013 876 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT A, AP- 
PENDIX TABLES. 
NYSDL-SB-239-VOL-1-SUPPL-A ED 013877 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 
PROJECTIONS IN TECHNICAL OCCUPAT- 
IONS. 

NYSDL-SB-239-VOL-1-SUPPL-B ED013878 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 
NYSDL-SB-239-VOL-2 ED 013879 
RESEARCH AND DEVELOPMENT 
PRIORITIES IN TECHNICAL EDUCAT- 
ION, A REPORT OF A NATIONAL RE- 
SEARCH PLANNING CONFERENCE IN 
TECHNICAL EDUCATION (THE OHIO 
STATE UNIVERSITY, JANUARY 10-11, 
1967). 

ED 013 888 


TECHNOLOGICAL ADVANCE- 
MENT 


AND THE 


FOREIGN LANGUAGES 
HUMANITIES. 
ED 013 570 


READING TECHNOLOGY. 
ED 013 704 


TELEVISED INSTRUCTION 
FOLLOW-UP OF ELEMENTARY FRENCH 


PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 
ED 013 567 


HEALTH EDUCATION BY EDUCATIONAL 
TELEVISION, A PRELIMINARY EVAL. 
UATION, 1964-65 FALL SEMESTER. 

ED 013 593 


CHILDREN AND TV, TELEVISION’S IM. 
PACT ON THE CHILD. 
ACEI-BULL-21-A ED 013 666 
A PILOT STUDY TO DETERMINE THE IN. 
FLUENCE UPON TEACHERS AND UPON 
STUDENTS OF A TELEVISION PROGRAM 
DESIGNED TO PROVIDE IN-SERVICE 
TRAINING AND CLASSROOM INSTRUC. 
TION IN SPANISH. 


CRP-467 ED 013 685 


TELEVISION 
CHILDREN AND TV, TELEVISION'S IM- 
PACT ON THE CHILD. 


ACEI-BULL-21-A ED 013 666 


TELEVISION COMMERCIALS 
CHILDREN AND TV, TELEVISION’S IM- 
PACT ON THE CHILD. 


ACEI-BULL-21-A ED 013 666 


TELEVISION RESEARCH 
PLANNING FOR INSTRUCTIONAL TELE- 
VISION. 

ED 013 602 


CHILDREN AND TV, TELEVISION’S IM- 
PACT ON THE CHILD. 


ACEI-BULL-21-A ED 013 666 


TELEVISION VIEWING 
CHILDREN AND TV, TELEVISION’S IM- 
PACT ON THE CHILD. 


ACEI-BULL-21-A ED 013 666 


TELUGU 
MATERIALS FOR INTERMEDIATE TELU- 
GU. 


BR-5-1222 ED 013 433 


TERMINAL STUDENTS 
SELECTED CHARACTERISTICS, SOCIOE- 
CONOMIC STATUS, AND LEVELS OF AT- 
TAINMENT OF STUDENTS IN PUBLIC JU- 
NIOR COLLEGE OCCUPATION-CEN- 
TERED EDUCATION. 
BR-6-8420 ED 013 644 


TERMINOLOGY 
TERMINOLOGY AND CONCEPTS IN MEN- 
TAL RETARDATION. TC SERIES IN SPE- 

CIAL EDUCATION. 
ED 013513 


TEST CONSTRUCTION 
CAN COMPUTERS WRITE COLLEGE 
ADMISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 ED 013 488 
TESTING AND EVALUATION FOR THE 
SCIENCES IN THE SECONDARY SCHOOL. 
ED 013 761 





AN EXPERIMENTAL PROJECT TO DET- 
ERMINE MORE EFFECTIVE VOCATION- 
AL TEACHER CERTIFICATION PROCE- 
DURES IN MICHIGAN BY COMPETENCY 
EXAMINATIONS. FINAL REPORT OF 
PHASE I. 

ED 013 884 


TEST INTERPRETATION 
UNIFORMITY OF GROWTH IN THE BASIC 
SKILLS THROUGHOUT THE SCHOOL 
YEAR AND DURING THE SUMMER. 

ED 013 705 


TEST RELIABILITY 
THE RELIABILITY AND VALIDITY OF 
THE NEW HARRIS-GOODENOUGH DRAW- 
A-MAN TEST. 
ED 013 474 


TEST VALIDITY 
PERSONALITY AND CONFORMITY. 
CRP-S-021 ED 013 360 


THE PREDICTION OF CREATIVITY AND 

ACADEMIC ACHIEVEMENT FROM A CON- 

CRETE PERCEPTUAL-COGNITIVE TASK. 
ED 013 470 


THE RELIABILITY AND VALIDITY OF 
THE NEW HARRIS-GOODENOUGH DRAW- 
A-MAN TEST. 

ED 013 474 


PREDICTING STUDENT ACCOMPLISH- 
MENT IN COLLEGE FROM THE ACT ASS- 
ESSMENT. 


ACT-RR-21-AUG-67 ED 013 628 


TESTING PROBLEMS 
TESTING IN ADULT BASIC EDUCATION 
PROGRAMS CATERING TO SEASONAL 
AND MIGRANT FARMERS. 
ED 013 692 


TESTS 
AN ANNOTATED BIBLIOGRAPHY ON 
PROFICIENCY MEASUREMENT FOR 
TRAINING QUALITY CONTROL. 
AD-613-522 ED 013 495 
PUBLISHED STANDARIZED TESTS - AN 
ANNOTATED LIST FOR JUNIOR COLL- 
EGES. FIELD STUDIES REPORT SERIES, 
3. 
EAS-FSR-3 ED 013 638 
TESTING AND EVALUATION FOR THE 
SCIENCES IN THE SECONDARY SCHOOL. 
ED013 761 


BUSINESS LETTER WRITING FOR 
“PRACTICAL BUSINESS CORRESPOND- 
ENCE FOR COLLEGES,” THIRD EDITION, 
ROBERTSON AND WALKER, SOUTH- 
WESTERN PUBLISHING COMPANY, 1966, 
INSTRUCTOR’S GUIDE. 

ED 013 942 


TEXTBOOKS 
A BIBLIOGRAPHY OF SPOKEN LATIN. 
ED 013 565 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, RE- 
SOURCE MANUAL. 


OE-84019-CIRC-657 ED 013 903 


PRODUCING HIGH CORN YIELDS. 
UI-VAS-4039A ED 013 920 


TRANSPLANTING SHADE TREES. 
UI-VAS-5002 ED 013921 


SETTING UP FARM RECORDS TO PRO- 
VIDE FOR ANALYSIS. 
UI-VAS-2037 ED 013 922 
THE PLANTER--SELECTION, ADJUSTM- 
ENT, MAINTENANCE, AND USE. 

UI-VAS-3021 ED 013 923 


SELECTING, FEEDING, AND CARING 
FOR LIGHT HORSES. 
UI-VAS-1040 ED 013 924 
ELECTRIC MOTORS FOR FARM USE. 

ED 013 943 


CONFERENCE LEADERSHIP. 
ED 013 946 


SMALL CRAFT OPERATION AND NAVI- 
GATION. 
ED 013 953 


THEATER ARTS 
AN EVALUATION OF THEATRE RE- 
SOURCES FOR YOUTH, PROJECT TRY. 
DPSC-66-691 ED 013 829 


THOUGHT PROCESSES 
YOUNG CHILDREN’S THINKING, 
STUDIES OF SOME ASPECTS OF 
PIAGET'S THEORY. 

ED 013 662 


TIME BLOCKS 
A STUDY OF THE RELATIONSHIPS BE- 
TWEEN THE READING DONE BY COL- 
LEGE FRESHMEN AND APTITUDE AND 
SCHOLASTIC ACHIEVEMENT. 


BR-5-8421 ED 013712 


TIME FACTORS (LEARNING) 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 
FAA-ADS-64-TR ED 013 407 
AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 


FAA-ADS-63-TR ED 013 409 


TRADE AND INDUSTRIAL ED- 
UCATION 
PROCEEDINGS OF THE TECHNICIAN 
MANPOWER CONFERENCE, A CONFER- 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES- 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 
ED 013 629 


AN EXPERIMENTAL PROJECT TO DET- 
ERMINE MORE EFFECTIVE VOCATION- 
AL TEACHER CERTIFICATION PROCE- 
DURES IN MICHIGAN BY COMPETENCY 
EXAMINATIONS. FINAL REPORT OF 
PHASE I. 

ED 013 884 


FACTORS CONTRIBUTING TO STUDENT 
ACHIEVEMENT. 
ED 013 885 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, RE- 
SOURCE MANUAL. 
OE-84019-CIRC-657 ED 013 903 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
STUDY GUIDE. 
OE-84021-CIRC-659 ED 013 909 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT--INSTRUCTOR’S GUIDE. 
OE-84014-CIRC-641 ED 013911 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT-STUDENT MANUAL. 
OE-84015-CIRC-642 ED 013 913 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
INSTRUCTOR’S GUIDE. 
OE-84020-CIRC-658 ED 013 914 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING, A STUDY 
GUIDE AND PROGRESSION RECORD IN 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING. 
US-FILE-316 ED 013 929 
ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 

ED 013 930 


MACHINE TOOL OPERATOR--GENERAL, 
ENTRY, SUGGESTED GUIDE FOR A 
TRAINING COURSE. 

ED 013 931 


GLAZING WORKBOOK. 
ED 013 934 


POWER SEWING. 
ED 013 936 


COMMERCIAL FOODS, MATHEMATICS - 
I. 


ED 013 937 


NEEDLE TRADES, MATHEMATICS - I. 
ED 013 939 


AUTO PARTS MAN, WORKBOOK. 
ED 013 941 


CONFERENCE LEADERSHIP. 
ED 013 946 


INTRODUCTION TO MANAGEMENT FOR 
INDUSTRIAL SUPERVISORS. 
ED 013 947 


BARBERING, A STUDY GUIDE AND PRO- 
GRESSION RECORD FOR BARBERING 
STUDENTS IN A COOPERATIVE TRAIN- 
ING PROGRAM. 
UA-FILE-1338 ED 013 948 
SMALL CRAFT OPERATION AND NAVI- 
GATION. 

ED 013 953 


TRADE AND INDUSTRIAL 
TEACHERS 
FACTORS CONTRIBUTING TO STUDENT 
achievement. 
ED 013 885 


TRAINING 


SCIENCE INFORMATION PERSONNEL. 
THE NEW PROFESSION OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
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ANSHIP AND FOREIGN LANGUAGE. 
NDEA-VI-33 “ ED 013 365 


THE EFFECT OF FEEDBACK TRAINING 
ON ACCURACY OF JUDGMENTS. 
NMSC-RR-VOL-3-NO-3-1967 ED 013 460 


AN ANNOTATED BIBLIOGRAPHY ON 
PROFICIENCY MEASUREMENT FOR 
TRAINING QUALITY CONTROL. 

AD-613-522 ED 013 495 


ASSISTANT TEACHERS AND TEACHERS’ 
AIDES--TRAINING AND ROLES OF AUX- 
ILIARY PERSONNEL FOR EARLY CHILD- 
HOOD EDUCATION PROGRAMS. 

ED 013 605 


PROJECT HEAD START, SUMMER 1966, 
LECTURES PRESENTED IN THE ORIE- 
NTATION SESSION FOR PERSONNEL IN 
THE CHILD DEVELOPMENT CENTERS 
(SAN FRANCISCO STATE COLLEGE, 
JUNE 19-24, 1966). 

ED 013 693 


TRAINING OBJECTIVES 
THE TRANSCULTURAL RESEARCH AND 
TRAINING INSTITUTE (TCI). 
ED 013 394 


MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 
SDC-SP-2812 ED 013 397 


U.S. ARMY HUMAN FACTORS RESEARCH 
AND DEVELOPMENT ANNUAL CONFER- 
ENCE, INDIVIDUAL AND SMALL-UNIT 
TRAINING FOR COMBAT OPERATIONS 
(12TH, FORT BENNING, GEORGIA, OCTO- 
BER 1966). 


PROF. PAPER 21-67 ED 013 413 


TRAINING TECHNIQUES 
DYNAMICS OF PARTICIPATIVE GROUPS. 
ED 013 382 


INDUSTRIAL SKILLS. 
ED 013 383 


THE TRANSCULTURAL RESEARCH AND 
TRAINING INSTITUTE (TCD). 
ED 013 394 


INTERNAL LABOR MARKETS, TECH- 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 

PB-174-614 ED 013 401 


AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 

FAA-ADS-64-TR ED 013 407 


PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


AN EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION. 

FAA-ADS-63-TR 


. COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 


ED 013 409 


ED 013 412 


METHODS AND TECHNIQUES OF ADULT 
TRAINING, NUMBER 1. CURRENT INFO- 
RMATION SOURCES. 

ED 013 429 


TRANFORMATION THEORY 
(LANGUAGE) 
CLASSROOM EXPERIMENT TO MEAS- 
URE THE RELATIVE EFFICIENCY OF 
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TWO DIFFERENT LINGUISTIC MODELS 
IN THEIR APPLICATION TO THE TEACH- 
ING OF ENGLISH AS A FOREIGN 
LANGUAGE. 


‘BR-6-8200 ED 013 449 


TRANSFER OF TRAINING 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 
IMSSS-TR-109 ED 013 665 
TRANSFER EFFECTS OF TRAINING IN- 
TERMEDIATE GRADE PUPILS TO AD- 
JUST READING SPEED TO READING 
PURPOSE. 


CRP-3137 ED 013 715 


TRANSFER POLICY 
EVALUATING TRANSFER APPLICAT- 
IONS. 
ED 013610 


TRANSFER PROGRAMS 
FROM JUNIOR TO SENIOR COLLEGE--A 
NATIONAL STUDY OF THE TRANSFER 
STUDENT. 
ED 013 632 


THE FOUR-YEAR COMPREHENSIVE 
HIGH SCHOOL--NINTH-YEAR TRANSFER 
PROGRAM. 

ED 013 850 


TRANSFER STUDENTS 
AN ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 
ON PROBATION FROM OTHER INSTITU- 
TIONS OF HIGHER LEARNING. 
ECC-RR-65-1 ED 013 601 
EVALUATING TRANSFER APPLICAT- 


IONS. 
ED 013 610 


FROM JUNIOR TO SENIOR COLLEGE--A 
NATIONAL STUDY OF THE TRANSFER 
STUDENT. 

ED 013 632 


A SURVEY OF DROP-OUTS AND DISCONT- 
INUING STUDENTS AND THEIR ATTI- 
TUDES TOWARD SELECTED ASPECTS OF 
THE JUNIOR COLLEGE PROGRAM. 

ED 013 642 


TRANSFORMATION THEORY 
(LANGUAGE) 
“ENATION” AND “AGNATION.” 
ED 013 543 


TRANSLATION 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 
NDEA-VI-31-5 ED 013 354 
LITERARY TRANSLATION IN THE 
CLASSROOM. 
ED 013 555 


TRANSPLANTING 
TRANSPLANTING SHADE TREES. 


UI-VAS-5002 ED 013921 


TREES 
TRANSPLANTING SHADE TREES. 
UI-VAS-5002 ED 013921 


TURKISH 
TURKISH BASIC COURSE, UNITS 1-30. 
BR-5-1211 ED 013 451 


TYPEWRITING 
TRAINING TYPIST IN THE INDUSTRIAL 
ENVIRONMENT, AN EVALUATIONAL 
REPORT. 
ED 013 427 


TRAINING TYPISTS IN THE INDUSTRIAL 
ENVIRONMENT--PRELIMINARY RE- 
PORT OF A PROTOTYPE SYSTEM OF SI. 
MULTANEOUS, MULTILEVEL, MULTI. 
PHASIC AUDIO PROGRAMMING. 

NAM-MIND-MONOGR-1 ED 013 428 


TYPOLOGY 
THE AMERICAN LOWER CLASSES--A 
TYPOLOGICAL APPROACH. 

ED 013848 


UKRAINIAN 
AN INVESTIGATION OF THE USE OF DI- 
GITAL COMPUTERS IN THE CREATION 
OF PROGRAMMED LANGUAGE IN. 
STRUCTION, WITH PARTICULAR REF- 
ERENCE TO STANDARD UKRAINIAN 
AND AMERICAN ENGLISH. 


BR-5-8212 ED 013 448 


UNDERACHIEVERS 
ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 

ED 013 459 


UNDERGRADUATE STUDY 
COLLEGE MAJOR DIFFERENCES IN 
NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 


NAMI-SR-66-7 ED 013 396 


UNEMPLOYMENT 
AN ECONOMIC AND SOCIAL PROFILE OF 
THE NEGRO AMERICAN. 
ED 013 838 


ON IMPROVING THE ECONOMIC STATUS 
OF THE NEGRO. 
ED 013 840 


UNIONS. 
BEYOND NEGOTIATIONS. 
ED 013 503 
TEACHERS-THEIR ORGANIZATIONS 
AND ASPIRATIONS. 
ED 013772 


UNITS OF STUDY (SUBJECT 


FIELDS) 
COLLEGE MAJOR DIFFERENCES IN 





NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 
NAMI-SR-66-7 ED 013 396 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT--INSTRUCTOR’S GUIDE. 


OE-84014-CIRC-641 ED 013911 


A TEACHING PROGRAM FOR INDUSTRI- 
AL TECHNOLOGY, THE WORLD OF CONS- 
TRUCTION. (TITLE SUPPLIED). 


BR-5-0059-C ED 013 959 


UNIVERSITY EXTENSION 
SURVEY OF UNIVERSITY ADULT ED- 
UCATION IN THE METROPOLITAN AREA 
OF NEW YORK. 
ED 013 405 


STUDENT PERSONNEL SERVICES FOR 
ADULTS IN HIGHER EDUCATION. 
ED 013 415 


URBAN AREAS 
REPORT ON THE INTERAMERICAN CO- 
NSULTATION ON URBAN COMMUNITY 
DEVELOPMENT (PANAMA CITY, PAN- 
AMA, JUNE 7-9, 1966). 
ED 013 393 


SURVEY OF UNIVERSITY ADULT ED- 
UCATION IN THE METROPOLITAN AREA 


OF NEW YORK. 
ED 013 405 


OUR SHORT-CHANGED CITY SCHOOLS. 
ED 013 785 


URBAN EDUCATION 
COST MODEL FOR LARGE URBAN 
SCHOOLS. 


NCES-TN-30 ED 013 527 


URBAN EDUCATION SYSTEMS ANALY- 
ED 013 528 


CLASSICS IN THE INNER CITY SCHOOL- 
-EXPERIMENTS AND PROPOSALS. 
ED 013 562 


URBAN ENVIRONMENT 
DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 

ED 013 839 


URBAN LANGUAGES 
CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 

ED 013 455 


URBAN SCHOOLS 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 
NCES-TN-38 ED 013 500 
THE SCHOOLHOUSE IN THE CITY. 
ED 013 524 


TEACHER EDUCATION PROJECT--FOL- 
LOW-UP OF SELECTED PRACTICES. 
ED 013 770 


PERCEIVED PROBLEMS OF BEGINNING 
ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 

ED 013 784 


OUR SHORT-CHANGED CITY SCHOOLS. 
ED 013 785 


THE MASS MEDIA AS AN EDUCATIONAL 
INSTITUTION. 
ED 013 844 


URBAN TEACHING 
101 BOOKS FOR TEACHING THE DISADV- 
ANTAGED. 
ED 013 743 


URDU 
A COURSE IN URDU, VOLUME ONE. 
BR-6-3061-VOL-1 ED 013 435 


A COURSE IN URDU, VOLUME TWO. 
BR-6-3061-VOL-2 ED 013 436 


A COURSE IN URDU, VOLUME THREE. 
BR-6-3061-VOL-3 ED 013 437 


VERBAL COMMUNICATION 
INTERACTION ANALYSIS--RECENT DEV- 
ELOPMENTS. 

ED 013776 


THE RELATIONSHIP BETWEEN CLASS- 
ROOM VERBAL BEHAVIOR OF STUDENT 
TEACHERS AND THE CLASSROOM VER- 
BAL BEHAVIOR OF THEIR COOPERAT- 
ING TEACHERS. 

ED 013 788 


VERBAL DEVELOPMENT 
IT’S TIME FOR A MOON-SHOT IN EDU- 
CATION. 
ED013777 


VETERINARY MEDICINE 
THE USE OF CHEMICALS IN THE FIELD 
OF FARM ANIMAL HEALTH (NUTRITION, 
ENTOMOLOGY, PATHOLOGY). AGRICUL- 
TURAL CHEMICALS TECHNOLOGY, 
NUMBER 7. 
ED 013901 


VIDEO TAPE RECORDINGS 
MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 

ED 013 560 


MICROTEACHING AS A TEACHING MET- 
HODOLOGY. 
ED 013791 


VISION 
VISUAL TRAINING AND READING PERF. 


ORMANCE. 
ED 013 741 


VISUAL DISCRIMINATION 
VISUAL TRAINING AND READING PERF- 
ORMANCE. 
ED 013741 


VISUAL LEARNING 
VISUAL TRAINING AND READING PERF- 
ORMANCE. 
ED 013741 


VISUAL PERCEPTION 
TEN MORE IMPORTANT SOURCES OF 
INFORMATION ON VISUAL PERCEPTION 
IN RELATION TO READING. 
ED 013 750 


VISUALLY HANDICAPPED 
PROCEEDINGS OF THE WEST COAST RE- 
GIONAL CONFERENCE ON RESEARCH 
RELATED TO BLIND AND SEVERELY VI- 
SUALLY IMPAIRED CHILDREN (SAN 
FRANCISCO, MARCH 8-10, 1965). 

ED 013510 


AAIB NATIONAL CONFERENCE ON PRE- 
SCHOOL SERVICES FOR VISUALLY HAN- 
DICAPPED CHILDREN AND THEIR FAMI- 
LIES. (ST. LOUIS, MARCH 28-30, 1965). 
ED013511 


PROCEEDINGS OF THE ROTTERDAM MO- 
BILITY RESEARCH CONFERENCE (ROT- 
TERDAM, THE NETHERLANDS, AUGUST 
3-7, 1964). 

ED 013 512 


VISUALLY HANDICAPPED MOB- 
ILITY : 
PROCEEDINGS OF THE ROTTERDAM MO- 
BILITY RESEARCH CONFERENCE (ROT- 
TERDAM, THE NETHERLANDS, AUGUST 
3-7, 1964). 
ED 013512 


VOCABULARY 
SPECIAL ENGLISH. 
ED 013 434 


A COURSE IN URDU, VOLUME THREE. 
BR-6-3061-VOL-3 ED 013 437 


A KURDISH-ENGLISH DICTIONARY, DI- 
ALECT OF SULAIMANIA, IRAQ. 
BR-5-1257-4 ED 013 438 
A VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 


SCIENCE TEXTS. 
ED 013 748 


VOCABULARY DEVELOPMENT 
A THREE-PRONGED ATTACK ON VOCA- 
BULARY DEVELOPMENT. 
ED 013711 


DOES JOHNNY KNOW MORE WORDS 
THAN IVAN. 
ED 013 725 


VOCABULARY AND CONCEPT DEVELO- 
PMENT. 
ED 013 730 


A CITY-WIDE VOCABULARY PROJECT 
FOR NINTH-GRADE STUDENTS. 
ED 013 745 


VOCABULARY SKILLS 
A THREE-PRONGED ATTACK ON VOCA- 
BULARY DEVELOPMENT. 
ED 013711 
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VOCATIONAL ADJUSTMENT 
INTERNAL LABOR MARKETS, TECH- 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 


PB-174-614 ED 013 401 


VOCATIONAL AGRICULTURE 
COMBINES AND COMBINING. 
ED 013 871 


A COMPARISON OF PROGRAMED AND 
LECTURE-DISCUSSION METHODS OF 
TEACHING FARM CREDIT TO HIGH 
SCHOOL YOUTH AND ADULTS. 
PSU-BULL-722 ED 013 872 
EVALUATION OF THE EFFECTIVENESS 
OF INSTRUCTION IN AGRICULTURAL 
MECHANICS FOR VOCATIONAL AGRI- 
CULTURE STUDENTS IN ARKANSAS 
WHO ENTER NON-FARMING OCCUPAT- 
IONS. 
UA-MONOGR-67 ED 013875 
FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. 

ED 013 890 


PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013 891 


AGRICULTURAL MACHINERY--POWER. 
TEACHERS COPY. 
ED 013 892 


FEED SALES AND SERVICEMAN. TEACH- 


ERS COPY. 
ED 013 893 


IMPROVING SUPERVISED PRACTICE IN 
VOCATIONAL AGRICULTURE. 
NCSDPI-PUB-361 ED 013 904 
THE AGRICULTURAL ADVISORY BOARD, 
A HANDBOOK FOR BOARDS OF EDUCAT- 
ION, SCHOOL ADMINISTRATORS ADVIS- 
ORY BOARD MEMBERS AND TEACHERS 
OF AGRICULTURE. 

ED 013912 


PRODUCING HIGH CORN YIELDS. 
UI-VAS-4039A ED 013 920 


TRANSPLANTING SHADE TREES. 
UI-VAS-5002 ED 013 921 


SETTING UP FARM RECORDS TO PRO- 
VIDE FOR ANALYSIS. 
UI-VAS-2037 


THE PLANTER-SELECTION, ADJUSTM- 
ENT, MAINTENANCE, AND USE. 
UI-VAS-3021 ED 013 923 


ED 013 922 


SELECTING, FEEDING, AND CARING 
FOR LIGHT HORSES. 
UI-VAS-1040 ED 013924 
‘ELECTRIC MOTORS FOR FARM USE. 

ED 013 943 


VOCATIONAL AGRICULTURE 

TEACHERS 
NEW PERSPECTIVES IN YOUNG AND 
ADULT FARMER AND RANCHER EDU- 
CATION, AN AGRICULTURAL EDUCA- 
TION SUMMARY REPORT OF THE 
SOUTHWESTERN CONFERENCE ON 
YOUNG-ADULT FARMER AND RANCHER 
EDUCATION (NEW MEXICO STATE UNIV- 
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ERSITY, JULY 15 - AUGUST 2, 1963). 
NMSU-BUR-EDUC-RES-PUB-4 ED013874 


VOCATIONAL COUNSELING 
ADULT EDUCATION AS A MEANS TO 
SKILL DEVELOPMENT. 

ED 013 384 


THE NEW ROLE OF THE EMPLOYMENT 
SERVICE IN SERVING THE DISADVANT- 
AGED. 

ED 013 463 


VOCATIONAL EDUCATION 
IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 
EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 
BR-5-8466 ED 013 362 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 11TH PROGRESS REPORT, 
COMMUNITY SPONSORSHIP PROGRAM. 
ED 013 420 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
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BR-6-1328 ED 013 663 


COHAN, LEONARD 
SCIENCE INFORMATION PERSONNEL. 
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THE NEW PROFESSION ‘OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
ANSHIP AND FOREIGN LANGUAGE. 

NDEA-VI-33 ED 013 365 


COLEMAN, JAMES S. 
RACE RELATIONS AND SOCIAL CHANGE. 
ED 013 493 


COLICCHIO, ANTOINETTE J. 
NEEDLE TRADES, MATHEMATICS - I. 
ED 013 939 


COLLINS, RONALD C. 
TREATMENT OF DISRUPTIVE CLASS- 
ROOM BEHAVIOR PROBLEMS BY EMP- 
LOYMENT OF A PARTIAL-MILIEU CON- 
SISTENCY PROGRAM. FINAL REPO- 
RT.,THE 


BR-6-8366 ED 013 468 


COMSTOCK, ALDYTHE T. 
REMEDIAL READING TEACHERS 
WHERE DO YOU FIND THEM. 

ED 013 728 


CONROY, WILLIAM 
KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 


BULL-4-1967 ED 013 342 


CORNETT, R. ORIN 
REPORT OF A SURVEY OF POTENTIALI- 
TIES FOR A COLLEGE IN MOBILE, 
ALABAMA. 
ED 013534 


CORRELL, MALCOLM 
PROCEEDINGS OF THE BOULDER CON- 
FERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964)., THE 

ED 013 765 


COX, RICHARD C. 
SELECTED AND ANNOTATED BIBLIO- 
GRAPHY OF STUDIES CONCERNING THE 
TAXONOMY OF EDUCATIONAL OBJEC- 
TIVES--COGNITIVE DOMAIN.,A 


UP-WP-13 ED 013 655 


CRAVEN, KENNETH 
SCIENCE INFORMATION PERSONNEL. 
THE NEW PROFESSION OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
ANSHIP AND FOREIGN LANGUAGE. 
NDEA-VI-33 ED 013 365 


CROSBIE, KEITH 


LANGUAGE LABORATORY--WORK 
SHEET.,THE 


ED 013 584 


CRUICKSHANK, DONALD R. 
IDENTIFICATION AND ANALYSIS OF 
PROBLEMS OF FIRST YEAR TEACHE- 
RS.,THE 

ED 013 786 
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CRUICKSHANK, WILLIAM M. 
PERCEPTION AND CEREBRAL PALSY, 
STUDIES IN FIGURE-BACKGROUND 
RELATIONSHIP. SYRACUSE UNIVERS- 
ITY SPECIAL EDUCATION AND REHAB- 
ILITATION MONOGRAPH SERIES 2. 

ED 013 505 


CUMMING, ELAINE 
TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 
BR-6-1685 ED 013 361 


CURTIS, ALICE 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 


LACS-INSTR-BULL-EC-112 ED 013 706 


CUSHENBERY, DONALD C. 
JOPLIN PLAN AND CROSS GRADE 
GROUPING.,THE 
ED 013 708 


CUSHMAN, HAROLD R. 
AGRICULTURAL ADVISORY BOARD, A 
HANDBOOK FOR BOARDS OF EDUCAT- 
ION, SCHOOL ADMINISTRATORS ADVIS- 
ORY BOARD MEMBERS AND TEACHERS 
OF AGRICULTURE.,THE 

ED 013912 


DAVENPORT, JUDITH K. 
EVALUATION OF THEATRE RESOURCES 
FOR YOUTH, PROJECT TRY.,AN 


DPSC-66-691 ED 013 829 


DAVIDSON, HELEN H. 
TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 


BR-5-1035 ED 013 849 


DAVIS, DOLORES 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--RESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 
67 SURVEY. 
ED 013 366 


DAVIS, GAROLD N. 
LINGUISTIC METHOD AS IT IS CURREN- 
TLY BEING APPLIED TO THE TEACHING 
OF FOREIGN LANGUAGES. PANEL DISC- 
USSION.,THE 
ED 013559 


DAVITZ, JOEL R. 
TERMINOLOGY AND CONCEPTS IN MEN- 
TAL RETARDATION. TC SERIES IN SPE- 

CIAL EDUCATION. 
ED 013513 


DEAN, C.E. 
IMPROVING SUPERVISED PRACTICE IN 
VOCATIONAL AGRICULTURE. 


NCSDPI-PUB-361 ED 013 904 


DEUTSCH, CYNTHIA P. 
STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING.,A 


NDEA VIIA-1127 ED 013 749 


DI CARLO, LOUIS M. 


DEAF. PRENTICE-HALL FOUNDATIONS 
OF SPEECH PATHOLOGY SERIES.,THE 


ED 013 508 


DIMITRY, JOHN RANDOLPH 
HOUSE PLAN IN HIGHER EDUCATION 
AND ITS APPLICATION TO THE COM- 
MUNITY COLLEGE.,THE 

ED 013627 


DOERINGER, PETER B. 
INTERNAL LABOR MARKETS, TECH. 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 


PB-174-614 ED 013 401 


DORNFIELD, BLANCHE E. 
COMMERCIAL FOODS, MATHEMATICS - 


ED 013 937 


DOVER, BUEL H. 
AUTO PARTS MAN, WORKBOOK. 
ED 013 941 


DRAKE, SAINT CLAIR 
SOCIAL AND ECONOMIC STATUS OF THE 
NEGRO IN THE UNITED STATES.,THE 


ED 013 837 


DROPKIN, STANLEY 
PERCEIVED PROBLEMS OF BEGINNING 
ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 
ED 013 784 


DUBOIS, EDWARD A.C. 


CASE FOR EMPLOYEE EDUCATION.,THE 
AMA-MANAGE-BULL-100 ED 013 414 


DUGAS, DONALD G. 
MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 

ED 013 560 


DULL, LLOYD W. 
TEACHING CRITICAL THINKING IN THE 
SECONDARY SCHOOL. 
ED 013 687 


DUNLAP, JAMES M. 
EFFECTS OF ASSESSMENT AND PERSO- 
NALIZED PROGRAMMING ON SUBSE- 
QUENT INTELLECTUAL DEVELOPMENT 
OF PREKINDERGARTEN AND KINDER- 
GARTEN CHILDREN.,THE 


BR-6-1328 ED 013 663 





DUNN, JAMES A. 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 
ED 013 471 


RELIABILITY AND VALIDITY OF THE 
NEW HARRIS-GOODENOUGH DRAW-A- 
MAN TEST.,THE 

ED 013 474 


SCHOOL AND FAMILY BACKGROUND 
CORRELATES OF CHILDREN’S SCHOOL 
ANXIETY. 

ED 013 473 


SCHOOL ANXIETY AND THE FACILITA- 
TION OF PERFORMANCE. 
ED 013 475 


SCHOOL PSYCHOLOGY--PAST, PRESENT 
AND FUTURE. 
ED 013 461 


DYEN, ISIDORE 
DESCRIPTIVE INDONESIAN GRAMMAR- 
-PRELIMINARY EDITION.,A 


BR-5-1219 ED 013 432 


DYKSTRA, ROBERT 
COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 


CRP-X-001 ED 013714 


EARLY, MARGARET J. 
CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12.,A 


CRP-D-068 ED 013 719 


EATON, ESTHER M. 
FOREIGN LANGUAGES IN PUBLIC SEC- 
ONDARY SCHOOLS, A NATIONAL SURV- 
EY, FALL 1959. INTERIM REPORT. 
ED 013 550 


ELKINS, DEBORAH 
TEACHING STRATEGIES FOR THE CULT- 
URALLY DISADVANTAGED. 
ED 013 855 


ELLIS, SUSANNE D. 
PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


ELLWOOD, CAROLINE 
SURVEY OF UNIVERSITY ADULT ED- 
UCATION IN THE METROPOLITAN AREA 
OF NEW YORK. 
ED 013 405 


EMANS, ROBERT 
WHY DO HIGH SCHOOL STUDENTS READ. 
ED 013 746 


EMERSON, LYNN.-A. 
GUIDE TO THE FURTHER DEVELOP- 
MENT OF INDUSTRIAL EDUCATION 
CENTERS IN NORTH CAROLINA, A RE- 


PORT OF A STUDY OF THE NORTH CAR- 
OLINA INDUSTRIAL EDUCATION CENT- 
ERS.,A 

ED 013 873 


ENDWRIGHT, D.K. 

PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS 
OF FLORIDA DIVISION OF CORRECT- 
IONS, IN COOPERATION WITH FLORIDA 
STATE UNIVERSITY ADULT EDUCATION 
DEPARTMENT.,A 

ED 013 406 


ESTARELLAS, JUAN 
AVIRS AND TECHNOLOGICAL INSTRUC- 
TION--EXPERIENCES WITH THE NEW 
EDUCATIONAL REVOLUTION. 
ED 013 544 


EVERTTS, ELDONNA 
NEBRASKA STUDY OF THE SYNTAX OF 
CHILDREN’S WRITING, 1964-65, VOLUME 
L,THE 
ED 013 814 


EWING, ALEXANDER 
TEACHING DEAF CHILDREN TO TALK. 
ED 013 521 


EWING, ETHEL C. 
TEACHING DEAF CHILDREN TO TALK. 
ED 013521 


EZOR, EDWIN 
BRAIN-INJURED CHILD, A SUMMARY 
REPORT OF CONFERENCE ON THE 
CHILD WITH LEARNING DISABILITIES 
(JERSEY CITY, MARCH 25, 1965)., THE 
ED 013 520 


FAGAN, EDWARD R. 
CONANT ON TEACHER EDUCATION, A 
CRITICAL ANALYSIS. 
ED 013 783 


FARMER, MARTHA L. 
STUDENT PERSONNEL SERVICES FOR 
ADULTS IN HIGHER EDUCATION. 
ED 013 415 


FEIN, RASHI 
ECONOMIC AND SOCIAL PROFILE OF 
THE NEGRO AMERICAN.,AN 
ED 013 838 


FELDMANN, SHIRLEY 
STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING.,A 


NDEA-VIIA-1127 ED 013 749 


FIELD, IRVING M. 
EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 


UO-BUS-PUB-1 ED 013 497 


FILEP, ROBERT T. 
RELATIONSHIP OF LEARNER CHARAC- 
TERISTICS TO MEDIA STIMULI AND 
PROGRAMING SEQUENCES.,THE 
SP-2718-000-01 ED 013 541 


FINCHER, CAMERON 
FACULTY PERCEPTIONS OF THE RE- 

SEARCH ENVIRONMENT. 
ED 013 801 


FITTS, JAMES 
PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013891 


FLICKINGER, GENEVA E. 
EDUCATING THE HIGHLY ABLE, A POL- 
ICY STATEMENT. 

ED 013 516 


FLINT, SHIRLEY HELENE 
RELATIONSHIP BETWEEN CLASSROOM 
VERBAL BEHAVIOR OF STUDENT 
TEACHERS AND THE CLASSROOM VER- 
BAL BEHAVIOR OF THEIR COOPERAT- 
ING TEACHERS.,THE 

ED 013 788 


FOLEY, WALTER J. 
PUPIL, STAFF, AND EDUCATIONAL FAC- 
ILITY CHARACTERISTICS ASSOCIATED 
WITH PUBLIC LAW 89-10 TITLE I PRO- 
JECTS IN IOWA. INTERIM REPORT, 1 

JUNE 1966-31 MAY 1967. 
ED 013 853 


FOLGUERAS, LUIS E. 
NURSING EDUCATION THROUGH 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 
BER 8, 1966). 
ED 013 652 


FOLLEY, JOHN D. 
COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 
ED 013 412 


FORBES, JACK D. 
EDUCATION OF THE CULTURALLY DIF- 
FERENT, A MULTI-CULTURAL APP- 
ROACH.,THE 


BR-6-2931 ED 013 698 


FOURRE, PIERRE 
ADULT EDUCATION TECHNIQUES IN 
DEVELOPING COUNTRIES, A GREEK 
CASE STUDY. PROBLEMS OF DEVELOP- 


MENT SERIES. 
ED 013 417 


FRANKEL, EDWARD 
FOUR-YEAR COMPREHENSIVE HIGH 
SCHOOL--NINTH-YEAR TRANSFER 
PROGRAM.,THE 

ED 013 850 
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FRANKLIN, JOHN HOPE 
TWO WORLDS OF RACE--A* HISTORICAL 


VIEW.,THE 
ED 013 841 


FRANSETH, JANE 
SURVEY OF RESEARCH ON GROUPING 
AS RELATED TO PUPIL LEARNING. 
OE-20089 ED 013 697 


FREEDMAN, MERVIN B. 
STUDENT AND CAMPUS CLIMATES OF 
LEARNING. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 18., THE 
BR-6-1722-18 ED 013 379 


FRENCH, RAYMOND W. 
EVENING COLLEGE AND THE COMMUN- 
ITY COLLEGE--AN EXAMINATION OF 
THE CONFLICT IN NEW YORK AND A 
PROJECTION FOR NEW JERSEY.,THE 
ED 013617 


FRIEDMAN, LEONARD M. 
THEORIES AND PRACTICES IN THE ED- 
UCATION OF WOMEN DURING THE AGE 
OF ENLIGHTMENT IN FRANCE. 


BR-5-8230 ED 013 363 


FUGATE. JOE K. 
TWO HEADS ARE BETTER THAN ONE- 
REPORT ON AN EXPERIMENT. 
ED 013 549 


FURNO, ORLANDO F. 
RESEARCH DESIGN FOR EVALUATING 
PROJECT MISSION. 
ED 013771 


GALLAHER, ART, JR. 
DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS--THE SCHOOL SYSTEM. 
ED 013 484 


GANS, HERBERT J. 
MASS MEDIA AS AN EDUCATIONAL INS- 
TITUTION.,THE 
ED 013 844 


GAVIN, WILLIAM J. 
SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 
ED 013 851 


GERBER, JOHN 
CHAIRMAN AND HIS DEPARTMENT.,THE 
ED 013 830 


GIACALONE, CAROLYN 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--KESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 


67 SURVEY. 
ED 013 366 
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GIBB, JACK R. 
DYNAMICS OF PARTICIPATIVE GROUPS. 
ED 013 382 


GIBSON, JAMES J. 


DEVELOPMENT OF GRAPHIC ACTIVITY 
IN THE CHILD--A THEORY AND A FIRST 
EXPERIMENT.,THE 


BR-5-1213-1 ED 013 717 


GILES, FREDERIC T. 
GENERAL SITE LOCATION STUDY FORA 
REGIONAL COLLEGE FOR THE OKANA- 
GAN AREA OF BRITISH COLUMBIA.,A 
ED 013 533 


PROCEEDINGS OF THE TECHNICIAN 
MANPOWER CONFERENCE, A CONFER- 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES- 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 

ED 013 629 


GILL, CLARK C. 
KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 


BULL-4-1967 ED 013 342 


GILL, HARJEET S. 
REFERENCE GRAMMAR OF PANJABI.,A 
NDEA-VI-314-3 ED 013 359 


GITTELL, MARILYN 
PROBLEMS OF SCHOOL DECENTRALIZA- 
TION IN NEW YORKCITY. 
ED 013 843 


GLADMON, WILLIAM T. 
REPORT TO THE HOUSE INTERSTATE 
AND FOREIGN COMMERCE COMMITTEE 
ON EDUCATIONAL TELEVISION LEGISL- 
ATION.,A 
ED 013 418 


GLASS, GENE V. 


CRITIQUE OF EXPERIMENTS ON THE 
ROLE OF NEUROLOGICAL ORGANIZA- 
TION IN READING PERFORMANCE.,A 

ED 013 523 


GLEASON, HENRY A., JR. 
REFERENCE GRAMMAR OF PANJABI.,A 
NDEA-VI-314-3 ED 013 359 


GODDARD, MERL LEE 
POTENTIAL ROLE OF THE JUNIOR COL- 
LEGE IN EDUCATION FOR BUSINESS, 
MONOGRAPH C-15., THE 
ED 013 646 


GOLDBERG, SAMUEL A. 
HIGH SCHOOL ENROLLMENTS IN LATIN, 
1964-65. 
ED 013589 


GOODALE, EUNICE C. 
ASSISTANT TEACHERS AND TEACHERS’ 
AIDES-TRAINING AND ROLES OF AUX. 
ILIARY PERSONNEL FOR EARLY CHILD. 
HOOD EDUCATION PROGRAMS. 
ED 013 605 


GORDON, EDMUND W. 
COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL op. 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


HIGHER EDUCATION OF THE DISADV- 
ANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28.,THE 

BR-6-1722-28 ED 013 350 


GORLOW, LEON 
PERSONALITY AND CONFORMITY. 
CRP-S-021 ED 013 360 


GOTKIN, LASSAR G. 
DEVELOPMENT OF A BEGINNING READ- 
ING SKILLS PROGRAM USING THE EDI- 
SON RESPONSIVE ENVIRONMENTS 
INSTRUMENT. SECOND PROGRESS REP. 
ORT.,THE 


BR-5-0749 ED 013 720 


GRACE, GLORIA L. 
MULTI-MEDIA TRAINING FOR CROSS. 
CULTURAL INTERACTION. 


SDC-SP-2812 ED 013397 


GRAY, NAN 
CHILDREN AND TV, TELEVISION'S IM- 
PACT ON THE CHILD. 


ACEI-BULL-21-A ED 013 666 


GREENBERG, JUDITH W. 
TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 


BR-5-1035 ED 013 849 


GREENHILL, L.P. 
INVESTIGATION OF CLOSED-CIRCUIT 
TELEVISION FOR TEACHING UNIVERS- 
ITY COURSES. INSTRUCTIONAL TELEVI- 
SION RESEARCH, PROJECT NUMBER 
ONE.,AN 
ED 013 540 


GUNDERSON, RALPH 
TEXT OF STATEMENT PRESENTED TO 
U.S. SENATE SUB-COMMITTEE ON EMPL- 
OYMENT, MANPOWER AND POVERTY. 
ED 013 682 


GUNN, VIRLAH 
GUIDE FOR COURSE OF STUDY FOR 
COOK (HOTEL AND RESTAURANT) (ENT- 
RY). 
ED 013 952 





HACKETT, D.F. 
REPORT ON THE SUMMER 1966 IN- 
DUSTRIAL ARTS INSTITUTES. 

ED 013910 


HAFNER, LAWRENCE E. 
WHAT MATERIALS SHOULD BE USED IN 
COLLEGE READING COURSES. 
ED 013 709 


HAIN, JOHN H. 
EVALUATION OF TEACHERS--THE 
PRINCIPAL'S DILEMMA. 
ED 013 490 


HAINES, PETER G. 
HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 


MSU-ER-34 ED 013 919 


HAKANSON, JOHN W. 
SELECTED CHARACTERISTICS, SOCIOE- 
CONOMIC STATUS, AND LEVELS OF AT- 
TAINMENT OF STUDENTS IN PUBLIC JU- 
NIOR COLLEGE OCCUPATION-CEN- 
TERED EDUCATION. 


BR-6-8420 ED 013 644 


HALLMAN, CLEMENS L. 
LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 
ED 013 568 


HALTERMAN, JERRY 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, A SUGGESTED TWO-YEAR POST 
HIGH SCHOOL CURRICULUM AND 
COURSE OUTLINES. 

ED 013 894 


HAMILTON, ROBERT S. 
ENGLISH A-AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 


SDCC-RR-67-7 ED 013619 


HANSEN, DUNCAN N. 


READING CURRICULUM FOR A COMPU- 
TER-ASSISTED INSTRUCTIONAL SYS- 
TEM--THE STANFORD PROJECT. PRO- 
GRESS REPORT.,A 


BR-5-0684-PR ED 013 722 


HARLACHER, ERVIN L. 


EFFECTIVE JUNIOR COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES--RA- 
TIONALE, GUIDELINES, PRACTICES. 

UCLA-JCLP-OR-10 ED 013 660 


HARRIS, BEN M. 
STRATEGIES FOR INSTRUCTIONAL 
CHANGE--PROMISING IDEAS AND PER- 
PLEXING PROBLEMS. 
ED 013 799 


HARRIS, THEODORE L. 
TRANSFER EFFECTS OF TRAINING IN- 
TERMEDIATE GRADE PUPILS TO AD- 
JUST READING SPEED TO READING 
PURPOSE. 


CRP-3137 ED 013 715 


HARSHENIN, ALEX P. 
RUSSIAN IN SECONDARY SCHOOLS OF 
WESTERN CANADA.,ON 
ED 013 575 


HASKEW, LAURENCE D. 
PLANNING FOR THE EDUCATION OF 
TEACHERS. 
ED 013 796 


HAUSER, PHILIP M. 
DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 
ED 013 839 


HAVLIK, ROBERT J. 
SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64. 
BB-51-R452 ED 013 374 


HAWKINS, MICHAEL L. 
MOBILITY OF STUDENTS IN READING 
GROUPS. 


ED 013 727 


HAWLEY, D.C. 
SEARCH OF A SYNTHESIS.,IN 
ED 013 569 


HAWLEY, JANE STOUDER 
TEACHING LITERATURE IN GRADES 
SEVEN THROUGH NINE. INDIANA UNIV- 
ERSITY ENGLISH CURRICULUM STUDY 
SERIES. 

ED 013 804 


HAYDEN, HILARY 
CLASSICS IN THE INNER CITY SCHOOL- 
-EXPERIMENTS AND PROPOSALS. 
ED 013 562 


HAYES, ROBERT B. 

EXPERIMENTAL PROJECT TO MEASURE 
CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT.- 
AN 


NDEA-VIIA-759 ED 013 376 


HEDGES, WILLIAM D. 
TESTING AND EVALUATION FOR THE 
SCIENCES IN THE SECONDARY SCHOOL. 
ED 013 761 


HEFFERNAN, HELEN 
REALITY, RESPONSIBILITY AND RES- 


PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 
CROPS. 

ED 013 675 


HEIM, PEGGY 
SALARY STRUCTURES IN PUBLIC JU- 
NIOR COLLEGES WHICH DO NOT HAVE 
THE USUAL ACADEMIC RANKS, 1965-66. 
ED 013612 


HEINKEL, OTTO A. 
ENGLISH A--AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 


SDCC-RR-67-7 ED 013 619 


HERSLOW, NINA G. 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 


HIERONYMUS, ALBERT N. 
UNIFORMITY OF GROWTH IN THE BASIC 
SKILLS THROUGHOUT THE SCHOOL 
YEAR AND DURING THE SUMMER. 

ED 013 705 


HILL, DURWIN 
AGRICULTURAL MACHINERY--POWER. 

TEACHERS COPY. 
ED 013 892 


HILLINGER, YVONNE M. 
POWER SEWING. 
ED 013 936 


HILLS, JOHN R. 
EVALUATING TRANSFER APPLICAT- 
IONS. 


ED 013610 


HODGE, CARLETON T. 
SERBO-CROATIAN BASIC COURSE, VO- 
LUME I, UNITS 1-25. 

ED 013 452 


HODGES, LEWIS H. 

EXPERIMENTAL PROGRAM FOR THE ID- 
ENTIFICATION, SELECTION, AND DE- 
VELOPMENT OF PERSONS FOR LEADER- 
SHIP ROLES IN THE ADMINISTRATION 
AND SUPERVISION OF VOCATIONAL 
AND TECHNICAL EDUCATION. 

ED 013 883 


HOFLAND, N.A. 
MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 


SDC-SP-2812 ED 013 397 


HOLLAND, JOHN L. 
STUDENTS WITH DIFFERENT VOCA- 
TIONAL CHOICES. A DESCRIPTION OF 
COLLEGE FRESHMEN, II. 
ACT-RR-NO-4-JUN-65 ED 013 457 
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HOLMES, JACK A. ° 
READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME-A THI- 
RTY-YEAR THEN AND NOW STUDY AT 
THE JUNIOR HIGH SCHOOL LEVEL. 
FINAL REPORT. 


BR-5-8027 ED 013 716 


HOOS, IDA R. 
ADULT EDUCATION AS A MEANS TO 
SKILL DEVELOPMENT. 
ED 013 384 


RETRAINING BY PRIVATE INDUSTRY. 
ED 013 386 


RETRAINING OF THE UNDERPRIVI- 
LEGED, THE NEIGHBORHOOD HOUSE 
STORY. 

ED 013 388 


RETRAINING OF THE UNDERPRIVI- 
LEGED--THE JOB CORPS AND PROGRAMS 
FOR WELFARE RECIPIENTS. 

ED 013 389 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--INSTITUTIONAL PROGRAMS. 

ED 013 390 


RETRAINING UNDER THE MANPOWER 
DEVELOPMENT AND TRAINING ACT OF 
1962--ON-THE-JOB PROGRAMS. 

ED 013 391 


TECHNOLOGICAL CHANGE IN THE GOV- 
ERNMENT ENTERPRISE, RETRAINING 
IN THE FEDERAL SERVICE. 

ED 013 385 


UNION-SPONSORED RETRAINING PROG- 
RAMS. 
ED 013 387 


HORWITZ, MILTON J. 
RESEARCH IN PROFESSIONAL EDUCAT- 
ION, WITH SPECIAL REFERENCE TO 
MEDICAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 22. 


BR-6-1722-22 ED 013 347 


HOWARD, JACK 
NEIGHBORHOOD YOUTH CORPS-HELP 
OR HANDOUT.,THE 
ED 013 846 


HOWARD, LAWRENCE C. 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 


BR-6-1722-21 ED 013 346 


HOWE, ELLIOT C. 
PILOT STUDY TO DETERMINE THE IN- 
FLUENCE UPON TEACHERS AND UPON 
STUDENTS OF A TELEVISION PROGRAM 
DESIGNED TO PROVIDE IN-SERVICE 
TRAINING AND CLASSROOM INSTRUC- 
TION IN SPANISH.,A 


CRP-467 ED 013 685 


HOWE, HAROLD, II 
CHANGING THE PECKING ORDER. 
ED 013 790 


214 


OUR SHORT-CHANGED CITY SCHOOLS. 
ED 013 785 


HOYT, HOMER 
FOUR PATHS TO READING. 
‘ ED 013 724 


HULL, WILLIAM L. 
COMPARISON OF PROGRAMED AND LEC- 
TURE-DISCUSSION METHODS OF TEACH- 
ING FARM CREDIT TO HIGH SCHOOL 
YOUTH AND ADULTS.,A 


PSU-BULL-722 ED 013 872 


HUMPHREY, JACK W. 
CLASS GROUPING TO CARE FOR INDIVI- 
DUAL NEEDS.,IN- 
ED 013 710 


HUNTER, GUY 
MANPOWER, EMPLOYMENT, AND ED- 
UCATION IN THE RURAL ECONOMY OF 
TANZANIA. 


IIEP-AFR-RES-MONOGR-9 ED 013 402 


HUNTER, PAULINE F. 
ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, 1966). BUFFALO 
STUDI 


ES. 
SUNY-B-VOL-2-NO-1-JUN-66 ED 013 633 


HURLBURT, EVELYN M. 
RADIOISOTOPE EXPERIMENTS IN HIGH 
SCHOOL BIOLOGY, AN ANNOTATED SE- 
LECTED BIBLIOGRAPHY. 

ED 013 754 


IMAMURA, SADAKO 
MOTHER AND BLIND CHILD, THE IN- 
FLUENCE OF CHILD-REARING PRACTIC- 
ES ON THE BEHAVIOR OF PRESCHOOL 
BLIND CHILDREN. 


AFB-RES-SER-14 ED 013 509 


ISENBERG, ROBERT M. 
REPORT OF THE EXECUTIVE SECRETA- 
RY, DEPARTMENT OF RURAL EDUCAT- 
ION, NATIONAL EDUCATION ASSOCIAT- 
ION, OCTOBER, 1967. 
ED 013 686 


JABLONSKY, ADELAIDE 
COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 

ED 013 863 


JACOBS, T.O. 
U.S. ARMY HUMAN FACTORS RESEARCH 
AND DEVELOPMENT ANNUAL CONFER- 


ENCE, INDIVIDUAL AND SMALL-UNIT 
TRAINING FOR COMBAT OPERATIONS 
(12TH, FORT BENNING, GEORGIA, OCTo. 
BER 1966). 


PROF. PAPER 21-67 ED 013 413 


JANES, EDITH 
CITY-WIDE VOCABULARY PROJECT FOR 
NINTH-GRADE STUDENTS.,A 
ED 013 745 


JANKOVIC, JANKON. 
SERBO-CROATIAN BASIC COURSE, VO. 
LUME I, UNITS 1-25. 

ED 013 452 


JAY, CHARLES D. 
GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 
ED 013 592 


JENKINSON, EDWARD B. 
TEACHING LITERATURE IN GRADES 
SEVEN THROUGH NINE. INDIANA UNIV- 
ERSITY ENGLISH CURRICULUM STUDY 
SERIES. 

ED 013 804 


JENSEN, VERNA 
SCHOOL LUNCH AND LEARNING. 
ED 013 694 


JOHNSON, BYRON LAMAR 

NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A 
NATIONAL CONFERENCE SPONSORED 
BY UCLA, AAJC, AND THE ACCREDITING 
COMMISSION FOR JUNIOR COLLEGES OF 
THE WESTERN ASSN. OF SCHOOLS AND 
COLLEGES (JULY 15-17, 1964). (TITLE 
SUPPLIED). 


UCLA-JCLP-OR-7 ED 013 606 


JOHNSON, HELEN W. 
AGE OF TRANSITION, RURAL YOUTH IN 
A CHANGING SOCIETY. 


USDA-AGR-HB-347 ED 013 696 


JOHNSON, JOHNNY 
PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013891 


JOHNSTON, ARCHIE BRECKEN- 
RIDGE 
PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS-AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 
ED 013597 


JONSSON, HAROLD A. 
ESEA TITLE I PROJECTS IN THE BERKE- 
LEY UNIFIED SCHOOL DISTRICT--A 
SHORT SUMMARY OF ACTIVITIES AND 





EVALUATION FOR THE SPRING SEMEST- 


ER, 1966. 
ED 013 865 


JORDAN, ROBERT T. 
IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. 


BR-6-1722-29 ED 013 351 
JORDAN, THOMAS E. 
MENTALLY RETARDED.,THE 
ED 013 506 
JOYAUX, GEORGES J. 
FOREIGN LANGUAGES AND THE 
HUMANITIES. 
ED 013 570 


JUSTMAN, JOSEPH 
ABILITY GROUPING--WHAT GOOD IS IT. 


ED 013 842 
KACHRU, BRAJB. 
CURRENT TRENDS IN _ APPLIED 
LINGUISTICS. 
ED 013 552 


KALLENBACH, WARREN 
MICROTEACHING AS A TEACHING MET- 
HODOLOGY. 

ED 013791 


KARLIN, ROBERT 
THREE-PRONGED ATTACK ON VOCA- 
BULARY DEVELOPMENT.,A 
ED 013711 


KATZ, JOSEPH 
STUDENT ACTIVISTS-RIGHTS, NEEDS, 
AND POWERS OF UNDERGRADUATES. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 30.,THE 


BR-6-1722-30 ED 013 352 


KAZANAS, H.D. 

EXPERIMENTAL PROJECT TO DETER- 
MINE MORE EFFECTIVE VOCATIONAL 
TEACHER CERTIFICATION PROCE- 
DURES IN MICHIGAN BY COMPETENCY 
EXAMINATIONS. FINAL REPORT OF 
PHASE I.,AN 

ED 013 884 


KEENE, JAMES W. 
ECONOMETRIC MODEL OF THE CALI- 
FORNIA PUBLIC JUNIOR COLLEGE OP- 
ERATING YEAR-ROUND.,AN 
ED 013 654 


KEIM, WILLIAM A. 
REPORT AND RECOMMENDATION FOR 
LEARNING MATERIALS CENTER. 
ED 013 649 


KELLEY, GERALD B. 
MATERIALS FOR INTERMEDIATE TELU- 
GU. 


BR-5-1222 ED 013 433 


KEMPERS, JOHN 
TEACHING OF RUSSIAN--A RESPONSE 
TO NATHAN ROSEN.,THE 
ED 013 577 


KIEFT, L.D. 
EXPERIMENTAL PROJECT TO DETER- 
MINE MORE EFFECTIVE VOCATIONAL 
TEACHER CERTIFICATION PROCE- 
DURES IN MICHIGAN BY COMPETENCY 
EXAMINATIONS. FINAL REPORT OF 

PHASE L.,AN 
ED 013 884 


KINNE, W.S., JR. 
HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 
ED 013531 


UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 
ED 013 530 


KIRKPATRICK, JEANE J. 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 


NDEA-VI-32-5 ED 013 355 
KLUCKHOHN, CLYDE 
NAVAHO.,THE 
ED 013 672 
KNEELAND, NATALIE 
DISTRIBUTIVE EDUCATION FOR AD- 


ULTS, GUIDE FOR PART-TIME INS- 
TRUCTORS. DISTRIBUTIVE EDUCATION 
SERIES, NUMBER 21. 


OE-82003 ED 013 889 


KNOELL, DOROTHY M. 

JUNIOR TO SENIOR COLLEGE--A NA- 
TIONAL STUDY OF THE TRANSFER 
STUDENT.,FROM 


ED 013 632 
KOBLER, JOHN F. 
BIBLIOGRAPHY OF SPOKEN LATIN.,A 
ED 013 565 
KOURY, ROSE 


SURVEY OF RESEARCH ON GROUPING 
AS RELATED TO PUPIL LEARNING. 
OE-20089 ED 013 697 


KOVACH, EDITH M.A. 
TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


KURLAND, NORMAN D. 
TRANSITION FROM SCHOOL TO COLL- 


EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17. 

BR-6-1722-17 ED 013 378 
KUSEWITT, J.B. 


DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 
AIRCRAFT EFFECTIVENESS. 

ED 013 395 


LADU, TORA TUVE 
MODERN FOREIGN LANGUAGES, A SIX- 


YEAR PROGRAM (GRADES __ 7-12)- 
FRENCH, GERMAN, SPANISH. 
NCSDPI-PUB-364 ED 013 581 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013 585 


LAFFEY, JAMES L. 
RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, 
VOLUME 1, BIBLIOGRAPHY 1. 


ED013 344 
LAMAR, WILMER A. 
RHETORIC PROGRAM AT THE UNIVERS- 
ITY OF ILLINOIS.,THE 
ED 013 833 
LANCASTER, LOUISE 


INTRODUCING ENGLISH, AN ORAL PRE- 
READING PROGRAM FOR SPANISH- 
SPEAKING PRIMARY PUPILS. 

ED 013 454 


LANE, NORMAN E. 
COLLEGE MAJOR DIFFERENCES IN 
NAVAL FLIGHT OFFICER TRAINING 


PERFORMANCE. 
NAMI-SR-66-7 ED 013 396 
LANGE, CARL J. 

LEADERSHIP IN SMALL MILITARY 


UNITS--SOME RESEARCH FINDINGS. 
HUMRRO-PP-24-67 ED 013 426 


LANGE, DALE L. 

INSTITUTE FOR COLLEGE AND UNIV- 
ERSITY TRAINERS OF PROSPECTIVE 
MODERN LANGUAGE TEACHERS (UNIV- 
ERSITY OF MINNESOTA, JUNE 20 TO AU- 
GUST 5, 1966). FINAL TECHNICAL REP- 
ORT. 

ED 013 561 


LANGER, JOHN H. 
VOCABULARY AND CONCEPT DEVELO- 


PMENT. 
ED 013 730 


LANIER, H. MILLER 
EXPERIMENTAL ASSESSMENT OF A 
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GROUND PILOT TRAINER PN GENERAL 
AVIATION.,AN % 


FAA-ADS-64-TR ED 013 407 


LAPLANT, JAMES CLAYTON 
SCHOOL DISTRICT INNOVATIVENESS 
AND EXPECTATIONS FOR THE SCHOOL 
BOARD ROLE. 

ED 013 499 


LEAMON, M. PHILLIP 
GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013 579 


LEE, ALLEN 

IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 
EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 

BR-5-8466 ED 013 362 


LEGRAND, DULCIE 
STUDY OF SABBATICAL LEAVE PRAC- 
TICES IN CALIFORNIA PUBLIC JUNIOR 
COLLEGES.,A 
ED 013613 


LEIGHTON, DOROTHEA 
NAVAHO.,THE 
ED 013 672 


LEIMAN, ALAN H. 
PARENTAL PERCEPTIONS OF THE STU- 
DENT AS RELATED TO ACADEMIC ACHI- 
EVEMENT IN JUNIOR COLLEGE. 
ED 013 609 


LEONARD, GEORGE E. 
DEVELOPMENTAL CAREER GUIDANCE 
IN ACTION, THE FIRST YEAR. 

ED 013 456 


LESH, SEYMOUR 
NONPROFESSIONAL WORKER IN YOUTH 
EMPLOYMENT PROGRAMS.,THE 

ED 013 674 


LEUTENEGGER, RALPH R. 
AUDITORY FACTORS IN FOREIGN 
. LANGUAGE ACQUISITION. 


NDEA-VI-53-5 ED 013 364 


LEVINE, LOUIS 
NEW ROLE OF THE EMPLOYMENT SERV- 
ICE IN SERVING THE DISADVANTAGE- 
D.,THE 
ED 013 463 


LEVONIAN, EDWARD 
EFFECTIVENESS OF TRAFFIC SAFETY 
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FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 


ITTE-RR-40 ED 013 542 


LEWIS, HILDA 
CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 


BR-5-8297 ED 013 368 


LEWIS, MARY S. 

PROJECT HEAD START, SUMMER 1966, 
LECTURES PRESENTED IN THE ORIE- 
NTATION SESSION FOR PERSONNEL IN 
THE CHILD DEVELOPMENT CENTERS 
(SAN FRANCISCO STATE COLLEGE, 
JUNE 19-24, 1966). 

ED 013 693 


LIEBERMAN, SAMUEL 
COLLEGE CLASSICAL ENROLLMENTS, 
1965-66. 
ED 013 566 


LINDSEY, SYLVIA 
JUNIOR COLLEGE JOURNAL INDEX, 
1930-1967. 

ED 013 658 


LIPSON, JOSEPH I. 
INDIVIDUALIZED SCIENCE LABORAT- 
ORY.,AN 


UP-RD-CTR-REPRINT-17 ED 013 664 


LOFTIS, HELEN A. 
SURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 
TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS.,A 
ED 013 868 


LOGAN, EUNICE 
SCHOOL LUNCH AND LEARNING. 
ED 013 694 


LOMAN, BENGT 
CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 


ED 013 455 


LOMBARD, JOHN W. 
OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 
ED 013 763 


LOMBARDI, JOHN 

EXPANDED USE OF DATA PROCESSING 
EQUIPMENT IN THE LOS ANGELES COL- 
LEGES, AN INFORMATIONAL REPORT 
OF THE DIVISION OF COLLEGE AND 
ADULT EDUCATION, LOS ANGELES CITY 
SCHOOLS.,THE 

ED 013 600 


LOUBERT, J. DANIEL 
TRANSCULTURAL RESEARCH 
TRAINING INSTITUTE (TCI), THE 

ED 013 394 


AND 


LOUDERMILK, KENNETH M. 
SURVEY OF LITERATURE RELATED TO 
SELECTED NONPROFESSIONAL OCCUP. 
ATIONS.,A 

ED 013915 


LOVE, L. CARL 
ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 
ED 013 930 


LUDWIG, ROBERT J. 
NEW LOOK AT THE LINGUAL ap. 
PROACH., A 

ED 013547 


LUECK, WILLIAM R. 
PROFESSIONAL INSECURITIES OF 
PROSPECTIVE TEACHERS. 

ED 013 802 


LUMLEY, KATHRYN WENTZEL 
MOBILE READING UNITS AND A TRA- 
VELING BOOKSTORE IN WASHINGTON, 
D.C. 

ED 013 736 


LUND, GLADYS A. 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 


LUTZ, SANDRA W. 
PREDICTING STUDENT ACCOMPLISH- 
MENT IN COLLEGE FROM THE ACT ASS- 
ESSMENT. 


ACT-RR-21-AUG-67 ED 013 628 


LYLE, DAVID 
WASHINGTON COUNTY CLOSED-CIR- 
CUIT TELEVISION REPORT. 

ED 013 536 


MACARAYA, BATUA A. 
MARANAO DICTIONARY.,A 


BR-6-8470 ED 013 450 


MACLEOD, ROBERT N. 
PERSISTENCE IN TEACHING AMONG 
MALE SPECIAL AREA GRADUATES IN 
EDUCATION. 

ED 013 773 


MADDOX, MARTHA 
LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 
SHIP PROGRAM. 
ED 013 623 





MAGUIRE, CLAREBETH 
PHYSICS MANPOWER 1966 - EDUCATION 
AND EMPLOYMENT STATISTICS. 
AIP-PUB-R-196 ED 013 766 


MARANI, S. DONALD 
ORGANIZATION, ADMINISTRATION AND 
EVALUATION OF A READING AND 
STUDY SKILLS PROGRAM FOR STU- 
DENTS ENROLLED IN A MEDICAL LABO- 
RATORY ASSISTANTS TRAINING PROGR- 
AM.,THE 


UM-RSSL-RR-66-01 ED 013 734 


MARTIN, SAMUEL E. 
MANUAL OF JAPANESE WRITING, BOOK 
1, 
BR-5-1297-BK-1 ED 013 444 


MANUAL OF JAPANESE WRITING, BOOK 


2.,A 
BR-5-1297-BK-2 


ED 013 445 
MANUAL OF JAPANESE WRITING, BOOK 


3.,A 
BR-5-1297-BK-3 ED 013 446 
MATERIALS FOR A JAPANESE REF- 
ERENCE GRAMMAR. FIRST DRAFT. 
NDEA-VI-255 ED 013 375 


MARTORANA, S. V. 

ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, 1966). BUFFALO 
STUDIES. 


SUNY-B-VOL-2-NO-1-JUN-66 ED 013 633 


MAXWELL, GRACE R. 

LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 
LEGE RESIDENCE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLINA, AUGUST 5-9, 
1963). 

ED 013 626 


MAXWELL, MARTHA J. 
EVALUATION OF THE UNIVERSITY OF 
MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM.,AN 
UM-RSSL-RR-6502 ED 013 733 


INVESTIGATION OF FACTORS ASSOCIAT- 
ED WITH THE PUMROY CONCENTRA- 
TION TEST.,AN 
UM-RSSL-RR-66-03 ED 013 732 
ORGANIZATION, ADMINISTRATION AND 
EVALUATION OF A READING AND 
STUDY SKILLS PROGRAM FOR STU- 
DENTS ENROLLED IN A MEDICAL LABO- 
RATORY ASSISTANTS TRAINING PROGR- 
AM.,THE 
UM-RSSL-RR-66-01 ED 013 734 
TRAINING COLLEGE READING SPECIA- 
LISTS. 

ED 013 721 


MCCARUS, ERNEST N. 

KURDISH BASIC COURSE, DIALECT OF 

SULAIMANIA, IRAQ. 

BR-5-1257-5 ED 013 439 
KURDISH READERS. PART I, NEWSPA- 
PER KURDISH. 
BR-5-1257-1 ED 013 440 
KURDISH READERS. PART II, KURDISH 
ESSAYS. 
BR-5-1257-2 ED 013 441 
KURDISH READERS. PART III, KURDISH 
SHORT STORIES. 
BR-5-1257-3 ED 013 442 
KURDISH-ENGLISH DICTIONARY, DI- 
ALECT OF SULAIMANIA, IRAQ.,A 
BR-5-1257-4 ED 013 438 


MCCLAY, DAVID R. 
COMPARISON OF PROGRAMED AND LEC- 
TURE-DISCUSSION METHODS OF TEACH- 
ING FARM CREDIT TO HIGH SCHOOL 
YOUTH AND ADULTS.,A 


PSU-BULL-722 ED 013 872 


MCCLELLAND, SAMUEL D. 


EVALUATION OF THE MORE EFFECTIVE 
SCHOOLS PROGRAM. SUMMARY REP- 
ORT. 

ED 013 864 


MCCLELLAND, WILLIAM A. 
PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


MCCREERY, OTIS C. 


MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA.,A 


ED 013 620 


MCDONALD, FREDERICK J. 
EFFECTS OF SELF-FEEDBACK AND 
REINFORCEMENT ON THE ACQUISITION 
OF A TEACHING SKILL.,THE 

ED 013 782 


MCELHINEY, DAVID STANLEY 
EVALUATION OF _NINTH-GRADE 
SCIENCE FOR THE ACADEMICALLY 
TALENTED.,AN 

ED 013 752 


MCGEEVER, JOHN 
SURVEY OF DROP-OUTS AND DISCON- 
TINUING STUDENTS AND THEIR ATTI- 
TUDES TOWARD SELECTED ASPECTS OF 
THE JUNIOR COLLEGE PROGRAM.,A 
ED 013 642 


MCGONIGAL, JAMES 


DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 


ED 013 951 


MCGUGAN, RUTH E. 
RHETORIC PROGRAM AT THE UNIVERSI- 
TY OF ILLINOIS.,THE 
ED 013 833 


MCKAUGHAN, HOWARD P. 
MARANAO DICTIONARY.,A 


BR-6-8470 ED 013 450 


MCKEACHIE, WILBERT J. 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 


BR-6-1722-16 ED 013 341 


MCKEE, JOHN M. 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 11TH PROGRESS REPORT, 
COMMUNITY SPONSORSHIP PROGRAM. 
ED 013 420 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 12TH PROGRESS REPORT, 
AUTO SERVICE STATION MECHANIC-AT- 
TENDANT COURSE. 

ED 013 421 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 13TH PROGRESS REPORT. 
ED 013 422 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 14TH PROGRESS REPORT. 


ED 013 423 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 15TH PROGRESS REPORT. 
ED 013 424 


MCSWEENEY, JOSEPH 
DEVELOPMENT OF A BEGINNING READ- 
ING SKILLS PROGRAM USING THE EDI- 
SON RESPONSIVE ENVIRONMENTS INS- 
TRUMENT. SECOND PROGRESS REPO- 
RT.,THE 


BR-5-0749 ED 013 720 


MEALEY, F.R. 
ADMINISTERING COMMUNITY COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 
LEGE LEADERSHIP PROGRAM (5TH, ANN 


ARBOR, 1965). 
ED 013 636 


MECHAM, MERLIN J. 
COMMUNICATION TRAINING IN CHILD- 
HOOD BRAIN DAMAGE, A MONOGRAPH 
IN THE BANNERSTONE DIVISION OF 
AMERICAN LECTURES IN SPEECH AND 
HEARING. 


AMER-LECT-SER-660 ED 013519 
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MEDSKER, LELAND L. ”, 
JUNIOR TO SENIOR COLLEGE--A NA- 
TIONAL STUDY OF THE . TRANSFER 
STUDENT.,FROM 

ED 013 632 


MELZ, C.W.F. 
FOREIGN LANGUAGE PROGRAM IN 
WASHOE COUNTY AND THE UNIVERSI- 
TY OF NEVADA.,THE 
ED 013571 


MERLO, FRANK P. 
GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 
ED 013 608 


MERSON, THOMAS B. 
RESPONSIBILITIES OF DIVISION AND 
DEPARTMENT CHAIRMEN IN CALIFOR- 
NIA JUNIOR COLLEGES. 

ED 013618 


METZLER, WILLIAM H. 
FARM WORKERS IN A SPECIALIZED 
SEASONAL CROP AREA, STANISLAUS 
COUNTY, CALIFORNIA. 


GF-RR-289 ED 013 676 


METZNER, SEYMOUR 
EMPIRICAL CRITERION VALIDATION 
STUDY ON SOME PSYCHOLOGICAL IN- 
VENTORY FINDINGS RELATED TO EL- 
EMENTARY SCHOOL TEACHERS.,AN 
ED 013775 


MILLER; AARON J. 
RESEARCH AND DEVELOPMENT 
PRIORITIES IN TECHNICAL EDUCAT- 
ION, A REPORT OF A NATIONAL RE- 
SEARCH PLANNING CONFERENCE IN 
TECHNICAL . EDUCATION (THE OHIO 
STATE UNIVERSITY, JANUARY 10-11, 
1967) 
ED 013 888 


MILLER, HENRY 
PROFESSIONAL TRAINING, SPECIFIC 
TEACHING ASSIGNMENTS, AND JOB SA- 
TISFACTIONS OF GEORGIA SOCIAL 
STUDIES TEACHERS. THE 


ED 013 792 


MILLER, S.M. 
AMERICAN LOWER CLASSES--A TYPOLO- 
GICAL APPROACH.,THE 
ED 013 848 


MILLER, THOMAS E. 


EDUCATIONAL MEDIA IN 
TIONAL SYSTEMS DEVELOPMENT 


THE OHIO STATE UNIVERSITY. 
BR-5-1078 


INSTRUC- 
AT 


ED 013 781 


MOE, EDWARD 0. 


REPORT ON THE INTERAMERICAN CON- 
SULTATION ON URBAN COMMUNITY DE- 
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VELOPMENT (PANAMA CITY, PANAMA , 
JUNE 7-9, 1966). 
ED 013 393 


MONTEZ, PHILIP 
EVALUATION OF OPERATION HEAD 
START BILINGUAL CHILDREN, SUM- 
MER, 1965.,AN 
ED 013 667 


MOONEY, WILLIAM T. 
STUDENT SUCCESS IN BEGINNING 
CHEMISTRY (CHEMISTRY 3) AT EL CAMI- 
NO COLLEGE, 1964-65. 
ED 013 603 


MORGENFELD, GEORGE ROBERT 
PREDICTION OF JUNIOR COLLEGE ACHI- 
EVEMENT FROM ADJUSTED SECONDA- 
RY SCHOOL GRADE AVERAGES.,THE 

ED 013 643 


MORPHET, EDGAR L. 
IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 
ED 013 479 


PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (3D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 


PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 

ED 013 477 


MORRIS, SEAN 
IMPROVING THE STRUCTURE DRILL IN 
RUSSIAN. 
ED 013576 


MORRISON, JAMES 

INTERNATIONAL EDUCATION AND THE 
JUNIOR COLLEGE, 1966, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
SUB-COMMITTEE ON INTERNATIONAL 
EDUCATION OF THE COMMISSION ON 
ADMINISTRATION, AAJC (ST. LOUIS FEB- 
RUARY 28, 1966). 

ED 013 596 


MOULTON, WILLIAM G. 
ENATION“ AND "AGNATION.“,” 
ED 013 543 


MOYNIHAN, DANIEL PATRICK 
EMPLOYMENT, INCOME, AND THE OR- 
DEAL OF THE NEGRO FAMILY. 

ED 013 836 


MUCK, STEVEN J. 


ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 


ON PROBATION FROM OTHER INSTITU. 
TIONS OF HIGHER LEARNING.,AN 


MUELLER, ARTHUR C. 
INVESTIGATION OF FACTORS ASSOCIAT. 
ED WITH THE PUMROY CONCENTRA- 
TION TEST.,AN 


UM-RSSL-RR-66-03 ED 013 732 


MUNK, MICHAEL 
RURAL YOUTH-WORK PROGRAMS. 
PROBLEMS OF SIZE AND SCOPE. 
ED 013 688 


MURPHY, GEORGE E. 
NOW - THE PACKAGE DEAL.,AND 
ED 013 726 


MUSSEN, PAUL 
CRITERIA FOR EVALUATION OF 
CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 


+ BR-5-8297 ED 013 368 


NEARINE, ROBERT J. 
WHERE THE ACTION IS--AN EVALUAT- 
ION, PROJECT 64-1. 
ED 013 856 


NORBERG, KENNETH D. 
ICONIC SIGNS AND SYMBOLS IN AUDIO- 
VISUAL COMMUNICATION, AN ANALY- 
TICAL SURVEY OF SELECTED WRITINGS 
AND RESEARCH FINDINGS. FINAL REP- 
ORT. 


NDEA-VIIB-449 ED 013 371 


NOSTRAND, HOWARD LEE 
LANGUAGE LABORATORY, 1966--AN APP- 
RAISAL. PANEL DISCUSSION.,THE 

ED 013 558 


NOVICK, DAVID 
ORIGIN AND HISTORY OF PROGRAM 
BUDGETING. 


P-3427 ED 013 494 


O’BRIEN, RICHARD J. 
COST MODEL FOR LARGE URBAN 
SCHOOLS. 
NCES-TN-30 ED 013 527 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 


NCES-TN-38 ED 013 500 


O’HARE, MARY RITA 
TEACHER AND GROUP DEVELOPM- 
ENT.,THE 
ED 013 787 


OGILVIE, WILLIAM K. 
ABSTRACTS OF GRADUATE STUDIES ON 
THE COMMUNITY (JUNIOR) COLLEGE, 
1961-66. 
ED 013 607 





OLSON, PAUL A. 
CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT.,A 


CRP-H-001 ED 013 805 


ORNSTEIN, ALLAN C. 
BOOKS FOR TEACHING 
DISADVANTAGED.,101 


THE 


ED 013 743 


ORTON, KENNETH D. 

EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION.,THE 
CRP-S-478 ED 013 537 


OSTRANDER, EDWARD R. 
PERSONAL AND CIRCUMSTANTIAL FAC- 
TORS INFLUENCING THE ACT OF DISC- 
OVERY. 


BR-5-8074 ED 013 469 


OWEN, WILLIAM B. 
OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 
ED 013 763 


OZZELLO, LAWRENCE M. 
HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 


MSU-ER-34 ED 013919 


PALOMARES, UVALDO 
ASSESSMENT OF RURAL MEXICAN-AM- 
ERICAN STUDENTS IN GRADES PRE- 
SCHOOL THROUGH TWELFTH. 

ED 013 690 


PANOS, ROBERT J. 
SOME CHARACTERISTICS OF JUNIOR 
COLLEGE STUDENTS. 


ACE-RR-VOL-NO-2-1966 ED 013615 


PATYK, GLORIA 
WHY DO HIGH SCHOOL STUDENTS READ. 
ED 013 746 


PEARCE, C.A. 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 
NYSDL-SB-239-VOL-1 ED 013 876 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT A, AP- 
PENDIX TABLES. 
NYSDL-SB-239-VOL-1-SUPPL-A ED 013877 


PENROSE, ROBERT 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING SKILLS 
THROUGH LITERATURE. PART 2, APPRE- 


CIATING THE CONTRIBUTIONS OF 
SCIENCE THROUGH BIOGRAPHY... 
LACS-INSTR-BULL-EC-118 ED 013 707 


PERRONE, PHIEIP A. 
USE AND EVALUATION OF OCCUPA- 
TIONAL INFORMATION MATERIALS, 
ED 013 462 


PETERSON, FLOYD E. 

COLLEGE MAJOR DIFFERENCES _IN 
NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 


NAMI-SR-66-7 ED 013 396 


PHILLIPS, C.R., JR. 
EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION.,AN 


FAA-ADS-61-TR ED 013 410 


PIERCE, DOUGLAS R. 
DYNAMICS OF INTERPERSONAL INTER- 
ACTION, A STUDY OF CONSULTATION 
AMONG GRADUATE STUDENTS IN A BE- 
GINNING STATISTICS COURSE. 
ED 013 496 


PINNOCK, THEODORE J. 
TESTING IN ADULT BASIC EDUCATION 
PROGRAMS CATERING TO SEASONAL 
AND MIGRANT FARMERS. 
ED 013 692 


PIORE, MICHAEL J. 
INTERNAL LABOR MARKETS, TECH- 
NOLOGICAL CHANGE, AND LABOR 
FORCE ADJUSTMENT. 


PB-174-614 ED 013 401 


PORTER, PHILIP J. 
EVALUATION OF HEADSTART EDUCA- 
TIONAL PROGRAM IN CAMBRIDGE, 
MASSACHUSETTS. FINAL REPORT. 
ED 013 668 


POWELL, EVAN 
INTERACTION ANALYSIS AS A FEED- 
BACK SYSTEM IN TEACHER PREPARAT- 
ION. 
ED 013 798 


PRIOR, FAITH 
FEMALE SCHOOL DROPOUT, SOME AS- 
PECTS OF HER MARRIAGE AND FAMILY 
MANAGEMENT.,THE 


MISC-PUB-44 ED 013 882 


PROUTY, ROBERT 


CURRICULUM MATERIALS FOR ADULT 
BASIC EDUCATION. 


ED 013 689 


QUADE, E.S. 
COST-EFFECTIVENESS-SOME TRENDS 
IN ANALYSIS. 

P-3529 ED 013 491 


RAINES, MAX S. 
ESSENTIAL SUPPORTIVE FUNCTIONS 
IN THE COLLEGE INSTRUCTIONAL 
PROGRAM.,THE 

ED 013 637 


RALEIGH, JOHN H. 
FUNCTION OF THE ENGLISH DEPART- 
MENT PLACEMENT OFFICER.,THE 
ED 013 834 


RAMSEY, RALPH J. 
FORMS AND SCOPE OF POVERTY IN 
KENTUCKY. RESOURCE DEVELOPMENT 
SERIES 10. 
ED 013 700 


RANKIN, EARL F., JR. 
METHODS OF COMPUTING AND EVALU- 
ATING RESIDUAL GAIN SCORES IN THE 
READING PROGRAM. 
ED 013 742 


RAUCH, SIDNEY J. 
TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 
ED 013 744 


RAWSON, MARGARET B. 
BIBLIOGRAPHY ON THE NATURE, RE- 
COGNITION AND TREATMENT OF 
LANGUAGE DIFFICULTIES.,A 

ED 013 701 


RAYGOR, ALTON L. 
GUIDE TO HIGH SCHOOL AND COLLEGE 
READING TESTS.,A 
ED 013 702 


REGAN, TIMOTHY F. 
TEFL AND THE CULTURALLY DEPR- 
IVED. 
ED 013691 


REICHMANN, EBERHARD 
VOICE CULTURE AND THE FOREIGN 
LANGUAGE TEACHER, TOWARD A 
GREATER ALLIANCE. 
ED 013 548 


RICHARDS, JAMES M. 
DESCRIPTION OF JUNIOR COLLEGES.,A 
ACT-RR-JUL-1965-NO-5 ED 013 599 


RICHARDS, JAMES M.., JR. 
CAN COMPUTERS WRITE COLLEGE AD- 
MISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 ED 013 488 
DESCRIPTION OF MEDICAL COLLEGE 
ENVIRONMENTS.,A 
ED 013 489 


PREDICTING STUDENT ACCOMPLISH- 
MENT IN COLLEGE FROM THE ACT ASS- 
ESSMENT. 


ACT-RR-21-AUG-67 ED 013 628 
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RIDENOUR, HARLAN E. 
COMBINES AND COMBINING. 
ED 013871 


RIEMER, WILLIAM J. 
INLAND BIOLOGICAL FIELD STATIONS 

OF THE UNITED STATES. 
ED 013 758 


RIESSMAN, FRANK 
IT’S TIME FOR A MOON-SHOT IN EDUCA- 
TION. 
ED 013777 


ROBERTS, JULIAN 
NEEDED RESEARCH IN TEACHER EDU- 
CATION-SENSITIVITY TRAINING AND 
THE PROCESS OF CHANGE. 
ED 013 797 


ROBERTS, ROY W. 

EVALUATION OF THE EFFECTIVENESS 
OF INSTRUCTION IN AGRICULTURAL 
MECHANICS FOR VOCATIONAL AGRI- 
CULTURE STUDENTS IN ARKANSAS 
WHO ENTER NON-FARMING OCCUPAT- 
IONS. 


UA-MONOGR-67 ED 013 875 


RODGERS, FREDERICK 
TEACHER CORPS PROJECT AT 
YORK UNIVERSITY.,THE 


NEW 


ED 013 795 


ROHWER, WILLIAM D., JR. 
LEARNING EFFICIENCY AS A FUNC- 
TION OF DEPICTION, VERBALIZATION, 
GRADE AND SOCIAL CLASS. 

ED 013 854 


RONEY, MAURICE W. 
ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 
ED 013 930 


MACHINE TOOL OPERATOR--GENERAL, 
ENTRY, SUGGESTED GUIDE FOR A 
TRAINING COURSE. 

ED 013 931 


ROSE, SHELDON D. 
BEHAVIORAL APPROACH TO GROUP 
TREATMENT OF CHILDREN.,A 
ED 013 464 


ROSEMAN, MARTHA O. 
ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 


ED 013 459 


ROSENTHAL-HILL, IRENE 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 


IMSSS-TR-109 ED 013 665 


220 


ROSS, MAMIE H. 
EVALUATION OF THE UNIVERSITY OF 
MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM.,AN 
UM-RSSL-RR-6502 ED 013 733 


ROTTER, GEORGE S. 
EFFECT OF SEX IDENTIFICATION UPON 
TEACHER EVALUATION OF PUPILS., THE 
ED 013 793 


ROUECHE, JOHN E. 
JUNIOR AND COMMUNITY COLLEGE--A 
BIBLIOGRAPHY OF DOCTORAL DISSER- 

TATIONS, 1964-1966., THE 
ED 013 656 


JUNIOR COLLEGE REMEDIAL PROGR- 
AM.,THE 
ED 013 661 


RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 
ED 013 659 


ROUSE, MARY J. 
ART PROGRAMS IN NEGRO COLLEGES. 
FINAL REPORT. 


CRP-3159 ED 013 859 


ROWLAND, ARTHUR RAY 
CATALOGING AND CLASSIFICATION IN 
JUNIOR COLLEGE LIBRARIES. 

ED 013611 


RUVIN, HAROLD 
BRAIN-INJURED CHILD, A SUMMARY 
REPORT OF CONFERENCE ON THE 
CHILD WITH LEARNING DISABILITIES 
(JERSEY CITY, MARCH 25, 1965)., THE 
ED 013 520 


RYAN, CHARLES 0. 
IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 
ED 013 479 


PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (3D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 


PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 

ED 013 477 


RYAN, JAMES 
SPANISH DEPARTMENTS AND TEACH- 
ING SPANISH.,OF 
ED 013557 


SADLER, WILLIAM 
IMPROVEMENT OF _ INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 


LEGE ADMINISTRATIVE TEAMS INSTI. 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


SAFFORD, PHILIP L. 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER. 
CEPTUAL-COGNITIVE TASK. 
ED 013471 


PREDICTION OF CREATIVITY AND ACA. 
DEMIC ACHIEVEMENT FROM A CON. 
CRETE PERCEPTUAL-COGNITIVE TAS. 
K., THE 

ED 013 470 


SANFORD, NEVITT 
EDUCATION FOR INDIVIDUAL DEVELO. 
PMENT. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 31. 


BR-6-1722-31 ED 013 353 


SCANLON, JAMES A. 
RELATIVE EFFECTIVENESS OF SUP.- 
PLEMENTING PROGRAMED INSTRUC- 
TION WITH BLOCKED VERSUS SPACED 
REVIEW.,THE 


BR-7-8068 ED 013 538 


SCHELKUN, RUTH F. 
SCHOOL ANXIETY AND THE FACILITA. 

TION OF PERFORMANCE. 
ED 013 475 


SCHURDAK, JOHN J. 
APPROACH TO THE USE OF COMPUTERS 
IN THE INSTRUCTIONAL PROCESS AND 
EVALUATION.,AN 


RR-RC- 1432 ED 013 539 


SCOTT, OWEN 
PROFESSIONAL TRAINING, SPECIFIC 
TEACHING ASSIGNMENTS, AND JOB SA- 
TISFACTIONS OF GEORGIA SOCIAL 
STUDIES TEACHERS.,THE 

ED 013 792 


SCOTT, PALMER M. 
TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 
ED 013 739 


SCOTT, ROGER 0. 

DECREMENT IN CHILDREN’S COGNI- 

TIVE PERFORMANCE AS A_ CONSE- 

QUENCE OF INFORMATION OVERLOAD. 
ED 013 472 


SEBESTA, SAM 
NEBRASKA STUDY OF THE SYNTAX OF 
CHILDREN’S WRITING, 1965-66, VOLUME 
II, THE 
ED 013815 


SEIBEL, DEAN W. 
PUBLISHED STANDARIZED TESTS - AN 
ANNOTATED LIST FOR JUNIOR COLL- 





EGES. FIELD STUDIES REPORT SERIES, 
ED 013 638 


3. 
EAS-FSR-3 


SELDEN, DAVID 
BEYOND NEGOTIATIONS. 
ED 013 503 


SEYMOUR, W. DOUGLAS 
INDUSTRIAL SKILLS. 
ED 013 383 


SHELDON, WILLIAM D. 
CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12.,A 
CRP-D-068 ED 013719 
COMPARISON OF THREE METHODS OF 
TEACHING READING IN THE SECOND 
GRADE. 


CRP-3231 ED 013 713 


SHERMAN, BARBARA 
WHO IS THE TEACHER. 
ED 013 789 


SHOHEN, SAMUEL S. 
EFFECTIVENESS OF TEACHING BEGIN- 
NING READING WITH THE INITIAL 
TEACHING ALPHABET (I/T/A), A FINAL 
REPORT.,THE 

ED 013 735 


SHORE, MILTON F. 
PARENTAL PERCEPTIONS OF THE STU- 
DENT AS RELATED TO ACADEMIC ACHI- 
EVEMENT IN JUNIOR COLLEGE. 
ED 013 609 


SHOWALTER, VICTOR M. 
IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


SIEGEL, ARTHUR I. 
POSTTRAINING PERFORMANCE CRI- 
TERION DEVELOPMENT AND APPLICAT- 
ION. 


AD-653-712 ED 013 411 


SILVERMAN, LESLIE J. 
FOLLOW-UP STUDY OF PROJECT UPLI- 
FT, THE MDTA E AND D PROJECT CON- 
DUCTED BY FLORIDA A AND M UNIVE- 
RSITY. 


BSSR-369 ED 013 967 


SIMON, RITA J. 
PRELIMINARY STUDY OF PROFES- 
SIONAL CONTRIBUTIONS AND PRODUC- 
TIVITY OF WOMEN WITH DOCTORATES. 
BR-5-8189 ED 013 458 


SIMPSON, ELIZABETH 
YOU AND RESEARCH. 
ED 013 932 


SINGLETON, CARLTON M. 
QUALITY EDUCATION FOR APPALACHI- 
A, A TITLE IV REGIONAL EDUCATIONAL 
LABORATORY. FINAL REPORT. 

ED 013 678 


SKAGGS, KENNETH G. 
ESTABLISHING LEGAL BASES FOR COM- 
MUNITY COLLEGES, PROCEEDINGS OF 
A CONFERENCE SPONSORED BY THE 
COMMISSION ON LEGISLATION OF THE 
AAJC (CHICAGO, OCTOBER 20-21, 1961). 

ED 013 622 


SLEDGE, GEORGE W. 
DESCRIPTION AND SOURCE LISTING OF 
PROFESSIONAL INFORMATION IN AGRI- 
CULTURAL EDUCATION, 1963-64.,A 
ED 013 880 


SLESNICK, IRWIN L. 
IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


SMITH, DAVID WAYNE 
FOSTERING AND REINFORCING INNO- 
VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
SELECTED PAPERS PRESENTED AT TWO 
INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 


BR-6-2827 ED 013 683 


SMITH, GEORGE E. 
WHAT CAN WE LEARN FROM THE PEACE 
CORPS. 
ED 013578 


SMITH, GEORGE J. 
EVALUATION OF TEACHERS-THE 
PRINCIPAL’S DILEMMA. 
ED 013 490 


SMITH, INEZ L. 
ATTITUDES TOWARD EDUCATION AND 
GENERAL SOCIAL ATTITUDES-A “Q” 
STUDY. 
ED 013 498 


SMITH, PHILIP D., JR. 
LANGUAGE LABORATORY SPECIFICAT- 
IONS, AN ADMINISTRATOR'S GUIDE. 
ED 013 580 


SMITH, RICHARD W. 
MEDIA AND THE EDUCATION OF THE 
DISADVANTAGED. 
ED 013 835 


SMITH, ROBERT G., JR. 
ANNOTATED BIBLIOGRAPHY ON PROFI- 
CIENCY MEASUREMENT FOR TRAINING 
QUALITY CONTROL.,AN 


AD-613-522 ED 013 495 


SNEPP, NEIL O. 


AGRICULTURAL EDUCATION OFFER- 


INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 

ED 013 869 


SOBELMAN, HARVEY 
ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 


NDEA-VI-138 ED 013 373 


SOMERS, GERALD G. 
RETRAINING AND MIGRATION AS FAC- 
TORS IN REGIONAL ECONOMIC DEVELO- 
PMENT. 
ED 013 399 


SONDALLE, MARVIN P. 

PLANNING, PROGRAMMING, DESIGNING 
THE COMMUNITY COLLEGE, PROCEED- 
INGS OF A CONFERENCE SPONSORED 
BY THE COLLEGE OF ARCHITECTURE 
AND URBAN PLANNING AND THE CEN- 
TER FOR THE DEVELOPMENT OF COM- 
MUNITY COLLEGE EDUCATION (UNIV- 
ERSITY OF WASHINGTON, APRIL 24-25, 
1967). 

ED 013 639 


SPACHE, GEORGE D. 
READING TECHNOLOGY. 
ED 013 704 


SPITZER, MURRAY 
SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 
ED 013851 


SPRADLEY, JAMES P. 
SOCIALIZATION FOR BICULTURAL AD- 
JUSTMENT--A CASE STUDY. 

ED 013861 


SQUIRES, CARL E. 
CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


STANCHFIELD, JO M. 
USE OF ORIGINAL INSTRUCTIONAL MA- 
TERIALS AS A STIMULUS FOR IM- 
PROVED READING.,THE 
ED 013731 


STARR, WILMARTH H. 
MLA FOREIGN LANGUAGE PROFICIEN- 
CY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS. 
ED 013574 


STAUFFER, RUSSELL G. 
VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 
SCIENCE TEXTS.,A 

ED 013 748 
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” 
STEINER, FLORENCE =, 
ROLE OF APPLIED LINGUISTICS IN THE 
TEACHING OF FRENCH’ AND SPANI- 
SH.,THE 
ED 013553 


STIMSON, HUGH 
MANDARIN DIALECTS--A PROBLEM IN 

CLASSIFICATION. 
ED 013 431 


STOCKBURGER, CASSANDRA 
CAUSES OF RURAL POVERTY. 
ED 013 695 


REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 

ED 013 673 


STOKE, HAROLD W. 
VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 
ED 013 482 


STOKE, STUART M. 
STUDENT REACTIONS TO STUDY FA- 
CILITIES WITH IMPLICATIONS FOR AR- 
CHITECTS AND COLLEGE ADMINI- 
STRATORS. 
ED 013535 


STOLUROW, LAWRENCE M. 
COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 


NDEA-VIIA-806 ED013 377 


STORY, SUETTA B. 
DOES JOHNNY KNOW MORE WORDS 
THAN IVAN. 

ED 013 725 


STRANG, RUTH 
TEACHING READING TO THE CULTU- 
RALLY DISADVANTAGED IN SECONDA- 
RY SCHOOLS. 
ED 013 729 


STRASSENBURG, ARNOLD A. 
PROCEEDINGS OF THE BOULDER CON- 
FERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964)., THE 

ED 013 765 


STRELOFF, ALEXANDER N. 
GUIDE TO PUBLIC RELATIONS FOR JU- 
NIOR COLLEGES, MONOGRAPH C-8. 
ED 013 647 


STRENG, ALICE H. 
CONTINUING EDUCATION 
ADULTS. 


FOR DEAF 


ED 013 419 
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STREVENS, PETER 
ANNOUNCEMENT OF THE INTERNA- 
TIONAL ASSOCIATION OF APPLIED 

. LINGUISTICS (L’AILA). (TITLE SUPP- 
LIED). 

ED 013 545 


STROTHER, G.B. 
EDUCATIONAL APPLICATIONS OF MAN- 
AGEMENT GAMES. FINAL REPORT. 
BR-5-0842 ED 013 372 


SUNDERLIN, SYLVIA 
CHILDREN AND TV, TELEVISION’S IM- 
PACT ON THE CHILD. 


ACEI-BULL-21-A ED 013 666 


SUPPES, PATRICK 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 


IMSSS-TR-109 ED 013 665 


SUVER, J. ALLEN 
PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES-AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 


CDCCE-OP-2 ED 013 630 


SWANSON, HERBERT L. 
STUDY OF SABBATICAL LEAVE PRAC- 
TICES IN CALIFORNIA PUBLIC JUNIOR 
COLLEGES.,A 
ED 013613 


SWIFT, LLOYD B. 
FULA BASIC COURSE. 
ED 013 453 


TURKISH BASIC COURSE, UNITS 1-30. 
BR-5-1211 ED 013 451 


SZASZ, THOMAS S. 
ETHICS AND POLITICS OF COLLEGE 
PSYCHIATRY.,THE 
ED 013 465 


TABA, HILDA 
TEACHING STRATEGIES FOR THE CUL- 
TURALLY DISADVANTAGED. 
ED 013 855 


TANNENBAUM, ABRAHAM J. 
EVALUATION OF STAR, OR THE EF- 
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ED 013 852 


TARCHER, MARTIN 
LEADERSHIP--ORGANIZATION 
STRUCTURE. 
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ED 013 487 


TARRANT, WARREN J. 
FOLLOW-UP OF ELEMENTARY FRENCH 
PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 
ED 013567 


TAYLOR, CALVIN W. 
UNIVERSITY OF UTAH RESEARCH CON. 
FERENCE ON THE IDENTIFICATION OF 
CREATIVE SCIENTIFIC TALENT (2D, 
BRIGHTON, UTAH, AUGUST 17-20, 
1957)., THE 1957 


ED 013 762 


TAYLOR, CLAVIN W. 
SCIENTIFIC CREATIVITY - ITS RECOGNI. 
TION AND DEVELOPMENT. 


ED 013 767 


TAYLOR, MARVIN 
PERCEIVED PROBLEMS OF BEGINNING 
ELEMENTARY SCHOOL TEACHERS AS 
RELATED TO STUDENT TEACHING 
PLACEMENT AND JOB LOCATION. 


ED 013 784 


TEAHAN, JOHN E. 
SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 
AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


THOMPSON, NELL C. 
NEBRASKA STUDY OF THE SYNTAX OF 
CHILDREN’S WRITING, 1966-67, VOLUME 
III, THE 
ED 013 816 


TOBIN, JAMES 
IMPROVING THE ECONOMIC STATUS OF 

THE NEGRO.,ON 
ED 013 840 


TODD, VIVIAN EDMISTON 
DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
BR-5-8462 ED 013 467 


TOM, FREDERICK K.T. 
RELATIVE EFFECTIVENESS OF SUP- 
PLEMENTING PROGRAMED INSTRUC- 
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REVIEW.,THE 


BR-7-8068 ED 013538 


TOMLINSON, ROBERT M. 
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PROFILE. 


ED 013 645 


TOONI, LINDA LEWIS 
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TOWERS, EDWARD R. 
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BR-5-0059 


ED 013 949 


RATIONALE AND STRUCTURE FOR IN- 
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BR-5-0059-A ED 013 955 


TRACY, ROBERT J. 
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TREFFINGER, DONALD J. 
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ED 013 803 


TRISSEL, JAMES N. 
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TUCKER, JAMES F. 
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ED 013 908 


TUSKA, SHIRLEY A. 
CHILDHOOD ROMANCE THEORY OF 
TEACHER DEVELOPMENT.,THE 
ED 013 779 


UNDEM, JAN 
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UTSEY, JORDAN 
SIMULATION IN READING. 
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CAN ENGLISH.,AN 


BR-5-8212 ED 013 448 


VENABLE, BENNY MAC 
AGRICULTURAL MACHINERY--POWER. 
TEACHERS COPY. 

ED 013 892 


VERNON, M.D. 
TEN MORE IMPORTANT SOURCES OF IN- 
FORMATION ON VISUAL PERCEPTION 
IN RELATION TO READING. 
ED 013 750 


VON HORN, ARLENE 
CITY-WIDE VOCABULARY PROJECT FOR 
NINTH-GRADE STUDENTS.,A 
ED 013 745 


WALKER, CHARLES R. 
PHYSICAL FACILITIES FOR HIGHER 
EDUCATION IN OKLAHOMA. SELF- 
STUDY OF HIGHER EDUCATION IN OKL- 
AHOMA. 
ED 013 526 


WALLING, W. DONALD 
GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 
ED 013 608 


WALSH, DONALD D. 
FOREIGN LANGUAGE PROGRAM IN 
1964., THE 
ED 013 573 


WARBURTON, T. STANLEY 
EXPANDED USE OF DATA PROCESSING 
EQUIPMENT IN THE LOS ANGELES COL- 
LEGES, AN INFORMATIONAL REPORT 
OF THE DIVISION OF COLLEGE AND 
ADULT EDUCATION, LOS ANGELES CITY 
SCHOOLS.,THE 

ED 013 600 


WARD, TED W. 
PROFESSIONAL INTEGRATION AND 
CLINICAL RESEARCH. 
ED 013 800 


WARMBROD, J. ROBERT 
MANPOWER NEEDS AND EMPLOYMENT 
OPPORTUNITIES FOR WORKERS NEED- 
ING KNOWLEDGE AND SKILL IN AGRIC- 
ULTURE. TECHNICAL EDUCATION IN 
AND FOR RURAL AREAS, REPORT NUM- 
BER 2. 

ED 013 881 


WATLEY, DONIVAN J. 
EFFECT OF FEEDBACK TRAINING ON 
ACCURACY OF JUDGMENTS.,THE 
NMSC-RR-VOL-3-NO-3-1967 ED 013 460 


WATTENBARGER, JAMES L. 
GUIDELINES FOR IMPROVING ARTICU- 
LATION BETWEEN JUNIOR AND SENIOR 
COLLEGES, A STATEMENT BY THE 
JOINT COMMITTEE ON JUNIOR AND 
SENIOR COLLEGES. (TITLE SUPPLIED). 

ED 013614 


WAX, MURRAY L. 

SUMMARY AND OBSERVATIONS IN THE 
DAKOTAS AND MINNESOTA. INDIAN 
COMMUNITIES AND PROJECT HEAD 
START. 


OEO-520 ED 013 670 


WAX, ROSALIE H. 
SUMMARY AND OBSERVATIONS IN THE 
DAKOTAS AND MINNESOTA. INDIAN 
COMMUNITIES AND PROJECT HEAD 
START. 
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WEINBERG, MEYER 
SCHOOL INTEGRATION--A COMPREHEN- 
SIVE CLASSIFIED BIBLIOGRAPHY OF 
3,100 REFERENCES. 
ED 013 860 


WEINGARTEN, SAMUEL 

ENGLISH IN THE TWO-YEAR COLLEGE- 
-REPORT OF A JOINT COMMITTEE OF 
THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE COMPOSITION AND COMMUNI- 
CATION. 

ED 013 604 


WEISZ, VERA C. 
ASSISTANT TEACHERS AND TEACHERS’ 
AIDES--TRAINING AND ROLES OF AUXI- 
LIARY PERSONNEL FOR EARLY CHILD- 
HOOD EDUCATION PROGRAMS. 
ED 013 605 


WELLEMEYER, JOHN F. 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 
NDEA-VI-32-5 ED 013 355 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 


NDEA-VI-31-5 ED 013 354 


WELLS, JEAN A. 
CONTINUING EDUCATION PROGRAMS 
FOR WOMEN. 


DOL-WB-PAM-10 ED 013 933 


WENRICH, RALPH C. 
EXPERIMENTAL PROGRAM FOR THE 
IDENTIFICATION, SELECTION, AND DE- 
VELOPMENT OF PERSONS FOR LEADER- 
SHIP ROLES IN THE ADMINISTRATION 
AND SUPERVISION OF VOCATIONAL 
AND TECHNICAL EDUCATION. 
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WESTMAN, JACK C. 
SCHOOL CAREER ADJUSTMENT PAT- 
TERNS OF CHILDREN UTILIZING MEN- 
TAL HEALTH SERVICES. 
ED 013 466 


WHITING, C. 
EXPERIMENTAL USE OF MACHINES IN 
THE TRAINING OF INTERPRETERS. 
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WIENS, JACOB H. , 
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TELEVISION. 
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WIENS, JOHN L. 
SCHOOLS AND INNOVATION--A PROLO- 
GUE TO PLANNING. 
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WIGGS, J.T. 
FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. 
ED 013 890 


WILKINSON, ROBERT E. 

HOW CAN LABORATORY TRAINING IM- 
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VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 

ED 013 616 


WILLIAMS, CYRUS PAUL 
SOURCE, SCHOLASTIC ABILITY, APTI- 
TUDE, ACHIEVEMENT, AND REACTIONS 
OF STUDENTS ADMITTED TO WHARTON 
COUNTY JUNIOR COL..EGE THE 
ED 013 653 


WINANDY, DONALD H. 
ACADEMIC DEANSHIP--AN ANNOTATED 
BIBLIOGRAPHY.,THE 
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WITMER, DAVID R. 
UNIT COST STUDIES. 
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WOHL, MILTON 
CLASSROOM EXPERIMENT TO MEAS- 
URE THE RELATIVE EFFICIENCY OF 
TWO DIFFERENT LINGUISTIC MODELS 
IN THEIR APPLICATION TO THE TEACH- 
ING OF ENGLISH AS A FOREIGN 
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BR-6-8200 ED 013 449 


WOLFF, HANS 
BEGINNING YORUBA. 


NDEA-VI-374 ED 013 443 


WOLFF, JOHN 
DESCRIPTION OF CEBUANO VISAYAN.,A 
NDEA-VI-370 ED 013 369 


WOODIN, RALPH J. 

AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
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ED 013 869 


WORTHINGTON, ROGER G. 
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COURSE OUTLINE. 
ED 013 938 


WRIGHT, BENJAMIN 
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WRIGHT, BENJAMIN D. 
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TEACHER DEVELOPMENT.,THE 
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BR-5-8421 ED 013712 


YOES, DECK, JR. 
READING PROGRAMS FOR MEXICAN. 
AMERICAN CHILDREN OF TEXAS. 
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YONAS, PATRICIA 
DEVELOPMENT OF GRAPHIC ACTIVITY 
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EXPERIMENT.,THE 
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EVALUATION. 
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U.S.A., WASHINGTON, D.C. 
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AEROSPACE MEDICAL RE- 


SEARCH LABS. 
WRIGHT-PATTERSON AFB, OHIO 
COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 
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ALABAMA UNIV., UNIVERSITY 
AUTOMOBILE BODY AND FENDER RE- 
PAIR AND REFINISHING, A STUDY 
GUIDE AND PROGRESSION RECORD IN 
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BARBERING, A STUDY GUIDE AND PRO- 
GRESSION RECORD FOR BARBERING 
STUDENTS IN A COOPERATIVE TRAIN- 
ING PROGRAM. 
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AMERICAN ACADEMY OF ARTS 
AND SCIENCE, BOSTON, MASS 
DEMOGRAPHIC FACTORS IN THE INTE- 
GRATION OF THE NEGRO. 
ED 013 839 


ECONOMIC AND SOCIAL PROFILE OF 
THE NEGRO AMERICAN.,AN 
ED 013 838 


EMPLOYMENT, INCOME, AND THE OR- 
DEAL OF THE NEGRO FAMILY. 
ED 013 836 


IMPROVING THE ECONOMIC STATUS OF 
THE NEGRO.,ON 
ED 013 840 


SOCIAL AND ECONOMIC STATUS OF THE 
NEGRO IN THE UNITED STATES.,THE 
ED 013 837 


TWO WORLDS OF RACE--A HISTORICAL 
VIEW.,THE 
ED 013 841 


AMERICAN ASSN. OF INSTRUC- 
TORS OF THE BLIND 
ST. LOUIS, MO. 
AAIB NATIONAL CONFERENCE ON PRE- 
SCHOOL SERVICES FOR VISUALLY HAN- 
DICAPPED CHILDREN AND THEIR FAMI- 
LIES. (ST. LOUIS, MARCH 28-30, 1965). 
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AMERICAN ASSN. OF JUNIOR 
COLLEGES, WASHINGTON,D.C. 
ESTABLISHING LEGAL BASES FOR COM- 
MUNITY COLLEGES, PROCEEDINGS OF 
A CONFERENCE SPONSORED BY THE 
COMMISSION ON LEGISLATION OF THE 
AAJC (CHICAGO, OCTOBER 20-21, 1961). 
ED 013 622 


JUNIOR AND COMMUNITY COLLEGE--A 
BIBLIOGRAPHY OF DOCTORAL DISSER- 
TATIONS, 1964-1966., THE 

ED 013 656 
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ED 013 658 


JUNIOR COLLEGE REMEDIAL PROGR- 
«THE 


ED 013 661 


RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 
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AMERICAN ASSN. OF SCHOOL 
ADMINISTRATORS 
WASHINGTON, D.C. 
COOPERATION IN STUDENT TEACHING. 
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STATUS AND FUNCTIONS OF THE LOCAL 
SCHOOL BUSINESS ADMINISTRAT- 
OR.,THE 

ED 013 478 


AMERICAN ASSN. OF TEACHERS 
OF SPANISH AND PORT. 


LET’S LOOK AT RESEARCH. 
ED 013 591 


SPANISH DEPARTMENTS AND TEACH- 
ING SPANISH.,OF 


ED 013 557 


AMERICAN ASSN. OF UNIV. PRO- 
FESSORS, WASHINGTON D.C 
SALARY STRUCTURES IN PUBLIC JU- 
NIOR COLLEGES WHICH DO NOT HAVE 
THE USUAL ACADEMIC RANKS, 1965-66. 
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AMERICAN COLLEGE TESTING 
PROGRAM, IOWA CITY, IOWA 
CAN COMPUTERS WRITE COLLEGE AD- 
MISSIONS TESTS. 
ACT-RR-OCT-1966-NO-15 ED 013 488 
DESCRIPTION OF JUNIOR COLLEGES.,A 
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PREDICTING STUDENT ACCOMPLISH- 
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STUDENTS WITH DIFFERENT VOCA- 
TIONAL CHOICES. A DESCRIPTION OF 
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ACT-RR-NO-4-JUN-65 ED 013 457 


AMERICAN COUNCIL ON EDUCA- 


TION, WASHINGTON, D.C. 


GUIDELINES FOR IMPROVING ARTICU- 
LATION BETWEEN JUNIOR AND SENIOR 
COLLEGES, A STATEMENT BY THE 
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ED 013614 
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STUDENT.,FROM 

ED 013 632 


SOME CHARACTERISTICS OF JUNIOR 
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ACE-RR-VOL-NO-2-1966 ED 013615 
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THE BLIND, NEW YORK, N.Y. 
MOTHER AND BLIND CHILD, THE IN- 
FLUENCE OF CHILD-REARING PRACTIC- 
ES ON THE BEHAVIOR OF PRESCHOOL 
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AFB-RES-SER-14 


PROCEEDINGS OF THE WEST COAST RE- 
GIONAL CONFERENCE ON RESEARCH 
RELATED TO BLIND AND SEVERELY 
VISUALLY IMPAIRED CHILDREN (SAN 
FRANCISCO, MARCH 8-10, 1965). 
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ED 013 509 


PROCEEDINGS OF THE ROTTERDAM MO- 
BILITY RESEARCH CONFERENCE (ROT- 
TERDAM, THE NETHERLANDS, AUGUST 
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AMERICAN INST. FOR RE- 
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SCIENCES 

PITTSBURGH, PA. 
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CAPABILITIES (SKILLS AND KNOWLE- 


DGES). FINAL REPORT. 
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CAL SCIENCES 
WASHINGTON, D.C. 
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D.,THE 
ED 013 463 


AMERICAN VOCATIONAL ASSN., 
WASHINGTON, D.C. 
DESCRIPTION AND SOURCE LISTING OF 
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CULTURAL EDUCATION, 1963-64.,A 
ED 013 880 


YOU AND RESEARCH. 
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APPALACHIA EDUCATIONAL 
LAB., CHARLESTON, W. VA. 
QUALITY EDUCATION FOR APPALACHI- 
A, A TITLE IV REGIONAL EDUCATIONAL 
LABORATORY. FINAL REPORT. 
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TERION DEVELOPMENT AND APPLICAT- 
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APPLIED SCIENCE ASSOCIATES 
INC., VALENCIA, PA. 
COMPARISON OF THREE MODES OF IN- 
STRUCTION FOR THE OPERATION OF A 
COMPLEX OSCILLOSCOPE. 
ED 013 412 


ARIZONA STATE DEPT. OF VOCA- 
TIONAL EDUC., PHOENIX 
CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 
ED 013 345 


ARIZONA STATE UNIV., TEMPE 
COMPARATIVE EFFECTS OF PSSC PHY- 
SICS AND TRADITIONAL PHYSICS ON 
STUDENT ACHIEVEMENT.,THE 

ED 013 757 


ARIZONA UNIV., TUCSON 
PREDICTION OF JUNIOR COLLEGE ACHI- 
EVEMENT FROM ADJUSTED SECONDA- 
RY SCHOOL GRADE AVERAGES.,THE 

ED 013 643 
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EDUC. INTERNATIONAL 
WASHINGTON, D.C. 
CHILDREN AND TV, TELEVISION’S IM- 
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ACEI-BULL-21-A ED 013 666 


ASSOCIATION OF DEPARTMENTS 
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CHAIRMEN OF DEPT. OF ENGLISH IN 
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: ED 013 834 
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ED 013 833 
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ED 013 832 
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DIVISION OF TECHNICAL INFORMA- 
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RADIOISOTOPE EXPERIMENTS IN HIGH 
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ED 013 754 
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WASHINGTON, D.C. 

PEACETIME RADIATION HAZARDS IN 
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ED 013 903 


PEACETIME RADIATION HAZARDS IN 
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ED 013 909 
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ED 013 913 


PEACETIME RADIATION HAZARDS IN 
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INSTRUCTOR’S GUIDE. 

ED 013914 


BALTIMORE CITY PUBLIC 
SCHOOLS, MD. 
RESEARCH DESIGN FOR EVALUATING 
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ED 013771 


BUREAU OF EMPLOYMENT 
SECURITY, WASHINGTON, D.C. 
CONVERSION TABLE OF CODE AND 
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AND THIRD EDITION, DICTIONARY OF 
OCCUPATIONAL TITLES. 
ED 013 966 


DICTIONARY OF OCCUPATIONAL TIT- 
LES, 1965. VOLUME I, DEFINITIONS OF 
TITLES. 

ED 013 963 


DICTIONARY OF OCCUPATIONAL TIT- 
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ED 013 964 
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BES-E-252 ED 013 928 
SELECTED CHARACTERISTICS OF OCCU- 
PATIONS (PHYSICAL DEMANDS, WORK- 
ING CONDITIONS, TRAINING TIME), A 
SUPPLEMENT TO THE DICTIONARY OF 
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ED 013 965 


BUREAU OF INDIAN AFFAIRS. 
JUNEAU, ALASKA 
SCHOOL LUNCH AND LEARNING. 
ED 013 694 


BUREAU OF LABOR STANDARDS, 
WASHINGTON, D.C. (DOL) 


REPORT OF WORK INJURIES TO MINORS 
UNDER 18 YEARS OF AGE, A STUDY OF 18 


MONTHS’ EXPERIENCE REPORTED BY 
28 STATES, 1964-65. 


DOL-BLS-BULL-282 ED 013 935 


BUREAU OF SOCIAL SCIENCE 
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SACRAMENTO 
VOCATIONAL AGRICULTURE. 
ED 013 957 


VOCATIONAL CHOICE AND JOB SATISF- 
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CALIFORNIA JUNIOR COLL. 
ASSN., MODESTO 
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NIA JUNIOR COLLEGES. 
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CALIFORNIA STATE COLL., LONG 
BEACH 


DEVELOPMENT OF A JUNIOR HIGH 
SCHOOL INSTRUMENT FOR APPRAISING 
SOCIAL READINESS FOR EMPLOYMENT. 
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CALIFORNIA STATE DEPT. OF 
EDUCATION, SACRAMENTO 
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ED 013 941 
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ED 013 594 


REALITY, RESPONSIBILITY AND RES- 
PECT IN THE EDUCATION OF CHILDREN 
FROM FAMILIES WHO FOLLOW THE 
CROPS. 

ED 013 675 


SCHOOL SITE ANALYSIS AND DEVELO- 
PMENT. 
ED 013 532 


CALIFORNIA STATE OFFICE OF 
ECONOMIC OPPORTUNITY 


SACRAMENTO 
STATE OF CALIFORNIA MIGRANT MAST- 


ER PLAN. 
ED 013 681 


CALIFORNIA UNIV., BERKELEY 
CRITERIA FOR EVALUATION OF 





CHILDREN’S ARTISTIC CREATIVITY. 
FINAL REPORT. 


BR-5-8297 ED 013 368 


CALIFORNIA UNIV.. BERSELEY. 
GIANNINI FOUND. OF AG. 
(FULL NAME - psec FOUNDATION 
OF AGRICULTURAL ECONOMICS.) 
FARM WORKERS IN A SPECIALIZED 
SEASONAL CROP AREA, STANISLAUS 
COUNTY, CALIFORNIA. 


GF-RR-289 ED 013 676 


CALIFORNIA UNIV., BERKELEY, 

SCHOOL OF EDUC. 
IDENTIFICATION AND DEVELOPMENT 
OF INSTRUMENTS FOR A STUDY OF THE 
EXPECTATIONS AND PERCEPTIONS OF 
THE STATE VOCATIONAL-TECHNICAL 
EDUCATION AGENCIES AND THEIR IN- 
FLUENCE UPON LOCAL PROGRAMS. 
BR-5-8466 ED 013 362 


SELECTED CHARACTERISTICS, SOCIOE- 
CONOMIC STATUS, AND LEVELS OF AT- 
TAINMENT OF STUDENTS IN PUBLIC JU- 
NIOR COLLEGE OCCUPATION-CEN- 
TERED EDUCATION. 


BR-6-8420 ED 013 644 


CALIFORNIA UNIV., LOS AN- 
GELES 


HOW CAN LABORATORY TRAINING IM- 
PROVE RELATIONSHIPS BETWEEN AD- 
VISERS AND STUDENTS IN STUDENT 
GOVERNMENT. A PRELIMINARY STUDY 
OF LABORATORY TRAINING AS USED 
WITH THE LOS ANGELES CITY COLLEGE 
STUDENT COUNCIL. 

ED 013 616 


CALIFORNIA UNIV.. LOS AN- 
GELES 


ERIC Ls FOR JUNIOR 
COLL. INFORMATI 
JUNIOR AND COMMUNITY COLLEGE--A 
BIBLIOGRAPHY OF DOCTORAL DISSER- 
TATIONS, 1964-1966., THE 

ED 013 656 


JUNIOR COLLEGE REMEDIAL PROGR- 
AM.,THE 
ED 013 661 


RESEARCH STUDIES OF THE JUNIOR 
COLLEGE DROPOUT. 
ED 013 659 


CALIFORNIA UNIV., LOS AN- 
GELES 


INSTITUTE OF TRANSPORATION AND 
TRAFFIC ENGINEERING 
EFFECTIVENESS OF TRAFFIC SAFETY 
FILMS IN RELATION TO EMOTIONAL 
INVOLVEMENT. 


ITTE-RR-40 ED 013 542 


CALIFORNIA UNIV., LOS AN- 
GELES 
SCHOOL OF EDUCATION 
EFFECTIVE JUNIOR COLLEGE PRO- 
GRAMS OF COMMUNITY SERVICES--RA- 
TIONALE, GUIDELINES, PRACTICES. 
UCLA-JCLP-OR-10 ED 013 660 


NEW DIRECTIONS FOR INSTRUCTION IN 
THE JUNIOR COLLEGE, A REPORT OF A 
NATIONAL CONFERENCE SPONSORED 
BY UCLA, AAJC, AND THE ACCREDITING 
COMMISSION FOR JUNIOR COLLEGES OF 
THE WESTERN ASSN. OF SCHOOLS AND 
COLLEGES (JULY 15-17, 1964). (TITLE 
SUPPLIED). 


UCLA-JCLP-OR-7 ED 013 606 


CANADIAN DEPT. OF CITIZEN- 
SHIP AND IMMIGRATION 


OTTAWA (ONTARIO) 
CANADA NEWSTART PROGRAM.,THE 


ED 013 404 


CENTER FOR APPLIED LINGUIS- 
TICS, WASHINGTON, D.C. 
ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 


NDEA-VI-138 ED 013 373 


CONVERSATIONS IN A NEGRO AMERI- 
CAN DIALECT. 
ED 013 455 


INTRODUCCION A UNA COMPARACION 
FONOLOGICA DEL ESPANOL Y DEL ING- 
LES. (INTRODUCTION TO A PHONOLOGI- 
CAL COMPARISON OF SPANISH AND 
ENGLISH). 


NDEA-VI-123 ED 013 356 


CENTER FOR URBAN EDUCA- 
TION, NEW YORK, N.Y. 
FOUR-YEAR COMPREHENSIVE HIGH 
SCHOOL—NINTH-YEAR TRANSFER 
PROGRAM.,THE 
ED 013 850 


CENTRAL MIDWESTERN REG- 

IONAL EDUC. LAB., ST. ANN,MO 
MODEL FOR SHARED DECISION MAKING 
IN THE SCHOOL PRINCIPALSHIP.,A 
CEMREL-OP-NO-2-1967 ED 013 480 


CERRITOS COLL., NORWALK. 
CALIF. 
REPORT AND RECOMMENDATION FOR 
LEARNING MATERIALS CENTER. 
ED 013 649 


Ceeeeae COLL., PITTSBURGH, 


THEORIES AND PRACTICES IN THE EDU- 
CATION OF WOMEN DURING THE AGE OF 
ENLIGHTMENT IN FRANCE. 


BR-5-8230 ED 013 363 


CHICAGO PUBLIC SCHOOLS, ILL. 
PROVISIONS FOR POTENTIAL DRO- 
POUTS THROUGH IN-SERVICE EDUCA- 
TION FOR TEACHERS. 

ED 013 769 


CHICAGO UNIV., ILL., MIDWEST 
ADMINISTRATION 


STRENGTHENING STATE DEPART- 
MENTS OF EDUCATION. 


ED 013 502 


CHILDRENS BUREAU, WELFARE 
ADMIN., WASHINGTON, D.C. 


CHILDREN’S BUREAU ACTIVITIES IN 
MENTAL RETARDATION. 


ED 013 522 


CINCINNATI PUBLIC SCHOOLS. 
OHIO 


ARITHMETIC ENRICHMENT IDEAS FOR 
GRADES 1,2 AND 3. 


ED 013514 


GUIDE TO PRACTICES AND PROCE- 
DURES FOR THE SLOW LEARNING PRO- 
GRAM IN SECONDARY SCHOOLS. 

ED 013 507 


CITIZENS LEAGUE, MINNEAPOL- 
IS, MINN. 
CITIZENS LEAGUE REPORT ON COM- 
MUNITY COLLEGES FOR THE TWIN 
CITIES AREA. 
ED 013631 


CITY UNIV. OF NEW YORK, CITY 
COLL. 
TRAITS OF SCHOOL ACHIEVERS FROM A 
DEPRIVED BACKGROUND. 


BR-5-1035 ED 013 849 


CIVIL SERVICE COMMISSION, 
WASHINGTON, D.C. 
YOUTH OPPORTUNITY CAMPAIGN - SUM- 
MER 1966, A REPORT OF TRAINING CON- 
DUCTED BY FEDERAL AGENCIES FOR 
NON-COLLEGE YOUTHS EMPLOYED 
DURING THE SUMMER OF 1966. 
ED 013 961 


CLASSICAL ASSN. OF THE AT- 
LANTIC STATES INC. 
TEN MASTER TEACHER AND PROGRAM 
AWARD PROGRAMS. 
ED 013 546 


CLEVELAND PUBLIC SCHOOLS, 
OHIO 
NINTH GRADE PLANE AND SOLID GEO- 
METRY FOR THE ACADEMICALLY TA- 
LENTED, TEACHERS GUIDE. 
ED 013517 


TEACHERS’ GUIDES. WORLD HISTORY 
FOR THE ACADEMICALLY TALENTED. 
ADVANCED PLACEMENT EUROPEAN 
HISTORY. 

ED 013515 


COLORADO COLL., COLORADO 
SPRINGS 
COLORADO COLLEGE CONFERENCE ON 
ADVANCED PLACEMENT IN ART.,THE 
BR-6-8328 ED 013 780 


COLORADO RESEARCH COORDI- 
NATING UNIT, FT. COLLINS 
(COLORADO ST. UNIV.,FT.COLLINS,VOC.- 
ED.RES.COORD.) 
FOLLOW-UP STUDY OF 1963 COLORADO 
HIGH SCHOOL GRADUATES..A 
ED 013 906 





COLUMBIA UNIV., NEW ¥ORK, 
INST. FOR EDUC. TECH. «. 
(CENTER FOR PROGRAMED INSTRUC- 
TION INC, NEW YORK) (NAME 
CHANGED 1965.) 
YOUNG CHILDREN’S THINKING, 
STUDIES OF SOME ASPECTS OF 
PIAGET’S THEORY. 

ED 013 662 


COLUMBIA UNIV., NEW YORK, 
TEACHERS COLLEGE 
TERMINOLOGY AND CONCEPTS IN MEN- 
TAL RETARDATION. TC SERIES IN SPE- 
CIAL EDUCATION. 
ED 013513 


COMMISSION ON COLLEGE PHY- 
SICS, ANN ARBOR, MICH. 
PROCEEDINGS OF THE BOULDER CON- 
FERENCE ON PHYSICS FOR NON- 
SCIENCE MAJORS (BOULDER, COLORA- 
DO, JULY 20-29, 1964),, THE 
ED 013 765 


CONSORTIUM OF PROFES- 
SIONAL ASSOCIATIONS 
(CONPASS) 
REPORT ON THE SUMMER 1966 IN- 
DUSTRIAL ARTS INSTITUTES. 
ED 013 910 


CORNELL UNIV., ITHACA, N.Y. 
RELATIVE EFFECTIVENESS OF SUP- 
PLEMENTING PROGRAMED INSTRUC- 
TION WITH BLOCKED VERSUS SPACED 
REVIEW.,THE 


BR-7-8068 ED 013 538 


DAYTONA BEACH JUNIOR COLL., 
FLA. 
GUIDED STUDIES MEASUREMENT AND 
EVALUATION REPORT FOR FIRST SEM- 
ESTER, 1966-67. 
ED 013 641 


DELTA COLL., UNIVERSITY CEN- 
TER, MICH. 
NURSING 
MULTI-SENSORY APPROACHES, REPORT 
OF A WORKSHOP (DELTA COLLEGE, UNI- 
VERSITY CENTER, MICHIGAN, DECEM- 

BER 8, 1966). 


EDUCATION THROUGH 


ED 013 652 


DEPARTMENT OF AGRICUL- 
TURE, WASHINGTON, D.C. 
AGE OF TRANSITION, RURAL YOUTH IN 
A CHANGING SOCIETY. 


USDA-AGR-HB-347 ED 013 696 


DESIGNING EDUCATION FOR 
THE FUTURE, DENVER, COLO. 
IMPLICATIONS FOR EDUCATION OF 
PROSPECTIVE CHANGES IN SOCIETY, 
REPORTS PREPARED FOR THE AREA 
CONFERENCE (2D, SALT LAKE CITY, OC- 
TOBER 24-26, 1966). 
ED 013 479 
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PLANNING AND EFFECTING NEEDED 
CHANGES IN EDUCATION, REPORTS 
PREPARED FOR THE AREA CONFER- 
ENCE (8D, SCOTTSDALE, ARIZONA, 
APRIL 3-5, 1967). 

ED 013 481 


PROSPECTIVE CHANGES IN SOCIETY BY 
1980, INCLUDING SOME IMPLICATIONS 
FOR EDUCATION, REPORTS PREPARED 
FOR THE AREA CONFERENCE (1ST, DEN- 
VER, JUNE 29-JULY 1, 1966). 

ED 013 477 


DUKE UNIV., DURHAM, N.C. 
AMERICAN COLLEGE AND INTERNA- 
TIONAL EDUCATION. NEW DIMENSIONS 
IN HIGHER EDUCATION, NUMBER 
27.,THE 
BR-6-1722-27 ED 013 349 

EDUCATION FOR INDIVIDUAL DEVELO- 

PMENT. NEW DIMENSIONS IN HIGHER 

EDUCATION, NUMBER 31. 

BR-6-1722-31 ED 013 353 

GENERAL EDUCATION IN LIBERAL 

ARTS COLLEGES. NEW DIMENSIONS IN 

HIGHER EDUCATION, NUMBER 24. 

BR-6-1722-24 ED 013 348 


HIGHER EDUCATION OF THE DISADV- 
ANTAGED. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 28.,THE 

BR-6-1722-28 ED 013 350 


IMPACT OF THE ACADEMIC LIBRARY ON 
THE EDUCATIONAL PROGRAM. NEW DI- 
MENSIONS IN HIGHER EDUCATION, 
NUMBER 29. : 

BR-6-1722-29 ED 013351 
INNOVATION IN HIGHER EDUCATION-- 
DEVELOPMENTS, RESEARCH, AND 
PRIORITIES. NEW DIMENSIONS IN HI- 
GHER EDUCATION, NUMBER 19. 

BR-6-1722-19 ED 013 380 


INSTITUTIONAL RESEARCH AND THE 
ACADEMIC PROGRAM. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 20. 
BR-6-1722-20 ED 013 381 
INTERINSTITUTIONAL COOPERATION 
IN HIGHER EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 21. 
BR-6-1722-21 ED 013 346 
NEW DEVELOPMENTS IN TEACHING. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 16. 
BR-6-1722-16 ED 013 341 
NEW PATTERNS IN UNDERGRADUATE 
EDUCATION--EMERGING CURRICULUM 
MODELS FOR THE AMERICAN COLLEGE. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 15. 
BR-6-1722-15 ED 013 340 
STUDENT ACTIVISTS--RIGHTS, NEEDS, 
AND POWERS OF UNDERGRADUATES. 
NEW DIMENSIONS IN HIGHER EDUCAT- 
ION, NUMBER 30.,THE 


BR-6-1722-30 ED 013 352 


STUDENT AND CAMPUS CLIMATES OF 
LEARNING. NEW DIMENSIONS IN HI- 


GHER EDUCATION, NUMBER 18.,THE 
BR-6-1722-18 ED 013 379 


TRANSITION FROM SCHOOL TO COLL. 
EGE. NEW DIMENSIONS IN HIGHER 
EDUCATION, NUMBER 17, 


BR-6-1722-17 ED 013 378 


EASTERN MICHIGAN UNIV., Yp- 
SILANTI 


EXPERIMENTAL PROJECT TO DETER. 
MINE MORE EFFECTIVE VOCATIONAL 
TEACHER CERTIFICATION PROCE. 
DURES IN MICHIGAN BY COMPETENCY 
EXAMINATIONS. FINAL REPORT OF 
PHASE I.,AN 

ED 013 884 


EDUCATIONAL FACILITIES 
LABS. INC., NEW YORK, N.Y. 
HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 
ED 013531 


SCHOOLHOUSE IN THE CITY.,THE 
ED 013 524 


UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 


ED 013 530 


EDUCATIONAL RESEARCH 
SERVICES INC. 
WHITE PLAINS, N.Y. 
PROGRAM OF EDUCATIONAL REQUIRE- 
MENTS FOR EXPERIMENTAL LEARN. 
ING CENTERS IN STATE COLLEGES IN 
PENNSYLVANIA. 
ED 013 529 


EDUCATIONAL SERVICE BU- 
REAU INC., ARLINGTON, VA. 
TEACHERS--THEIR ORGANIZATIONS 
AND ASPIRATIONS. 
ED 013 772 


EDUCATIONAL TESTING SERV- 
ICE, PRINCETON, N.J. 
PUBLISHED STANDARIZED TESTS - AN 
ANNOTATED LIST FOR JUNIOR COLL- 
EGES. FIELD STUDIES REPORT SERIES, 
3 


EAS-FSR-3 ED 013 638 


EL CAMINO COLL., CALIF. 
ANALYSIS OF THE RECORDS OF STU- 
DENTS ENTERING EL CAMINO COLLEGE 
ON PROBATION FROM OTHER INSTITU- 
TIONS OF HIGHER LEARNING.,AN 
ECC-RR-65-1 ED 013601 


STUDENT SUCCESS IN BEGINNING 
CHEMISTRY (CHEMISTRY 3) AT EL CAMI- 
NO COLLEGE, 1964-65. 

ED 013 603 


STUDY OF SABBATICAL LEAVE PRAC- 
TICES IN CALIFORNIA PUBLIC JUNIOR 
COLLEGES.,A 

ED 013 613 


ELMIRA COLL., N.Y. 
PERSONAL AND CIRCUMSTANTIAL FAC- 
TORS INFLUENCING THE ACT OF DISC- 
OVERY. 


BR-5-8074 ED 013 469 





ENGLISH LANGUAGE SERVICES 
INC., WASHINGTON, D.C. 
SPECIAL ENGLISH. 
ED 013 434 


EVANSVILLE-VANDERBURGH 
SCHOOL CORP., IND. 
EFFECT OF A SUMMER TELEVISION 
READING PROGRAM ON THE READING 
ACHIEVEMENT OF CHILDREN. INTERIM 
REPORT.,THE 


CRP-2647 ED 013 723 


FAR WEST LAB. FOR EDUCA- 
TIONAL RES. AND DEV. 
BERKELEY, CALIF. 
EDUCATION OF THE CULTURALLY DIF- 
FERENT, A MULTI-CULTURAL APP- 
ROACH.,THE 


BR-6-2931 ED 013 698 


PROGRAM PLANS FOR FAR WEST LABO- 
RATORY FOR EDUCATIONAL RESEARCH 
AND DEVELOPMENT, MARCH 1, 1967. 

ED 013 684 


FLORIDA ATLANTIC UNIV., BOCA 

RATON 
INVESTIGATION OF THE MEANS FOR 
UTILIZING ACADEMIC AND COMMUNI- 
TY RESOURCES TO PROVIDE SERVICES 
TO ARTS ORGANIZATIONS AND 
THROUGH THEM TO SCHOOLS AND 
COLLEGES. FINAL REPORT.,AN 


BR-6-8039 ED 013 367 


FLORIDA ST. BOARD OF HEALTH, 
JACKSONVILLE 
FLORIDA MIGRANT HEALTH PROJECT. 
FOURTH ANNUAL PROGRESS REPORT, 
1966-1967. 
ED 013 699 


FLORIDA ST. DEPT. OF EDUCAT- 
ION, TALLAHASSEE 
READING IN FLORIDA SECONDARY 
SCHOOLS, A GUIDE. 


FSDE-BULL-35C ED 013 751 


FLORIDA ST. DIVISION OF COR- 
RECTIONS, TALLAHESSEE 
PLAN FOR EXPANSION AND DEVELOP- 
MENT OF EDUCATION DEPARTMENTS 
OF FLORIDA DIVISION OF CORRECT- 
IONS, IN COOPERATION WITH FLORIDA 
STATE UNIVERSITY ADULT EDUCATION 
DEPARTMENT.,A 
ED 013 406 


FLORIDA ST. UNIV., TALLAHAS- 
SEE 


CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 

ED 013 625 


EXCELLENCE IN CONTINUING EDUCAT- 
ION, PROCEEDINGS OF THE ANNUAL JU- 
NIOR COLLEGE ADMINISTRATIVE 


TEAMS INSTITUTE (6TH, UNIVERSITY 
OF FLORIDA, GAINESVILLE, AUGUST 7- 
9, 1966). 

ED 013 624 


IMPROVEMENT OF _ INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


INTERNATIONAL EDUCATION AND THE 
JUNIOR COLLEGE, 1966, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
SUB-COMMITTEE ON INTERNATIONAL 
EDUCATION OF THE COMMISSION ON 
ADMINISTRATION, AAJC (ST. LOUIS FEB- 
RUARY 28, 1966). 

ED 013 596 


LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 
SHIP PROGRAM. 

ED 013 623 


LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 
LEGE RESIDENCE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLINA, AUGUST 5-9, 
1963). 

ED 013 626 


PRIVATE JUNIOR COLLEGE ADMIN- 
ISTRATORS--AN ANALYSIS OF THEIR 
BACKGROUNDS AND A TWELVE-YEAR 
PREDICTION OF FUTURE NEEDS. 

ED 013 597 


FLORIDA UNIV., GAINESVILLE 


CREATING THE COLLEGE CLIMATE, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (2D, FLORIDA STATE UNIVERSITY, 
TALLAHASSEE, JULY 30-AUGUST 3, 1962). 

ED 013 625 


EXCELLENCE IN CONTINUING EDUCAT- 
ION, PROCEEDINGS OF THE ANNUAL JU- 
NIOR COLLEGE ADMINISTRATIVE 
TEAMS INSTITUTE (6TH, UNIVERSITY 
OF FLORIDA, GAINESVILLE, AUGUST 7- 
9, 1966). 

ED 013 624 


IMPROVEMENT OF INSTRUCTION, 
PROCEEDINGS OF THE JUNIOR COL- 
LEGE ADMINISTRATIVE TEAMS INSTI- 
TUTE (4TH, PENSACOLA, FLORIDA, JULY 
27-31, 1964). 

ED 013 635 


INTERNATIONAL EDUCATION AND THE 
JUNIOR COLLEGE, 1966, PROCEEDINGS 
OF A CONFERENCE SPONSORED BY THE 
SUB-COMMITTEE ON INTERNATIONAL 
EDUCATION OF THE COMMISSION ON 
ADMINISTRATION, AAJC (ST. LOUIS FEB- 
RUARY 28, 1966). 

ED 013 596 


LEADERSHIP OPPORTUNITIES AND THE 
BEGINNING JUNIOR COLLEGE PRESI- 
DENT, REPORT FROM THE SOUTHEAST 
REGIONAL JUNIOR COLLEGE LEADER- 
SHIP PROGRAM. 

ED 013 623 


LEADERSHIP OPPORTUNITIES IN THE 
ADMINISTRATION OF THE JUNIOR COL- 


LEGE RESIDENGE PROGRAM, PROCEED- 
INGS OF THE SOUTHEASTERN REGONI- 
AL LEADERSHIP INSTITUTE (BANNER 
ELK, NORTH CAROLINA, AUGUST 5-9, 
1963). 

ED 013 626 


FOOTHILL COLL., LOS ALTOS, 
CALIF. 


INSTRUCTIONAL LOAD STUDY. 
ED 013 595 


FOREIGN SERVICE INST.. WASH- 
INGTON, D.C. 

FULA BASIC COURSE. 
ED 013 453 


SERBO-CROATIAN BASIC COURSE, VO- 
LUME I, UNITS 1-25. 
ED 013 452 


TURKISH BASIC COURSE, UNITS 1-30. 
BR-5-1211 ED 013 451 


FOUNDATION FOR MEXICAN-AM- 
ERICAN STUDIES 
LOS ANGELES 
EVALUATION OF OPERATION HEAD 
START BILINGUAL CHILDREN, SUM- 
MER, 1965.,AN 
ED 013 667 


FREEPORT PUBLIC SCHOOLS, 
N.Y. 
EFFECTIVENESS OF TEACHING BEGIN- 
NING READING WITH THE INITIAL 
TEACHING ALPHABET (I/T/A), A FINAL 
REPORT.,THE 
ED 013 735 


GARLAND JUNIOR COLL., BOS- 
TON, MASS. 
ASSISTANT TEACHERS AND TEACHERS’ 
AIDES--TRAINING AND ROLES OF AUXI- 
LIARY PERSONNEL FOR EARLY CHILD- 
HOOD EDUCATION PROGRAMS. 
ED 013 605 


GEORGE WASHINGTON UNIV., 
ALEXANDRIA, VA. 
HUMAN RESOURCES RESEARCH OFF. 
ANNOTATED BIBLIOGRAPHY ON PROFI- 
CIENCY MEASUREMENT FOR TRAINING 
QUALITY CONTROL.,AN 
AD-613-522 ED 013 495 
PSYCHOLOGICAL RESEARCH IN ELEC- 
TRONICS MAINTENANCE TRAINING. 
HUMRRO-PP-22-67 ED 013 408 


U.S. ARMY HUMAN FACTORS RESEARCH 
AND DEVELOPMENT ANNUAL CONFER- 
ENCE, INDIVIDUAL AND SMALL-UNIT 
TRAINING FOR COMBAT OPERATIONS 
(12TH, FORT BENNING, GEORGIA, OCTO- 
BER 1966). 


PROF. PAPER 21-67 ED 013 413 


GEORGIA EDUCATION ASSN., AT- 


LANTA 


LITERARY TRANSLATION 
CLASSROOM. 


IN THE 


ED 013 555 
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GEORGIA UNIV., ATHENS:. 


LITERARY TRANSLATION 
CLASSROOM. 


IN THE 


ED 013 555 


GEORGIA UNIV., ATHENS, INST. 
OF HIGHER EDUCATION 
FACULTY PERCEPTIONS OF THE RE- 
SEARCH ENVIRONMENT. 
ED 013801 


HARTFORD BOARD OF EDUCAT- 
ION, CONN. 
WHERE THE ACTION IS-AN EVALUAT- 
ION, PROJECT 64-1. 
ED 013 856 


HARVARD UNIV., CAMBRIDGE, 
MASS. 


LABORATORY FOR RESEARCH IN IN- 
STRUCTION 

FOREIGN LANGUAGE ATTAINMENTS OF 
LANGUAGE MAJORS IN THE SENIOR 
YEAR--A SURVEY CONDUCTED IN USS. 
COLLEGES AND UNIVERSITIES.,THE 
BR-5-1255 ED 013 343 


HARVARD UNIV., CAMBRIDGE, 
MAS! 


MEDICAL SCHOOL 
EVALUATION OF HEADSTART EDUCA- 
TIONAL PROGRAM IN CAMBRIDGE, 
MASSACHUSETTS. FINAL REPORT. 

ED 013 668 


HAWAII UNIV., HONOLULU 
MARANAO DICTIONARY.,A 
BR-6-8470 ED 013 450 


HOUSTON UNIV., TEX., COLL. OF 
EDUCATION. 
SOURCE, SCHOLASTIC ABILITY, APTI- 
TUDE, ACHIEVEMENT, AND REACTIONS 
OF STUDENTS ADMITTED TO WHARTON 
COUNTY JUNIOR COLLEGE.,THE 
ED 013 653 


HUMAN SCIENCES RESEARCH 
INC., MCLEAN, VA. 
TRANSCULTURAL RESEARCH AND 
TRAINING INSTITUTE (TCI)., THE 
ED 013 394 


IDAHO OCCUPATIONAL RE- 
SEARCH COORDINATING UNIT 
MOSCOW (IDAHO UNIV.,MOSCOW, 
STATE OCCUPATIONAL RES. UNIT) 
SURVEY OF LITERATURE RELATED TO 
SELECTED NONPROFESSIONAL OCCUP- 
ATIONS.,A 
ED 013915 


ILLINOIS STATE BOARD OF VOC. 
EDUC. AND REHABIL. 


SPRINGFIELD 
PRACTICAL NURSING IN ILLINOIS-A 
PROFILE. 

ED 013 645 
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ILLINOIS STATE CHAMBER OF 
COMMERCE, CHICAGO 
ILLINOIS JUNIOR COLLEGE SYSTE- 


ED 013 598 


ILLINOIS STATE OFF. SUPT. PUB. 
INSTR., SPRINGFIELD 
GUIDELINES FOR EVALUATING FOR- 
EIGN LANGUAGE PROGRAMS. 
ED 013 592 


ILLINOIS UNIV., CHAMPAIGN 
COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. 

ED 013 954 


RATIONALE AND STRUCTURE FOR IN- 
DUSTRIAL ARTS SUBJECT MATTER.,A 
ED 013 955 


READING ASSIGNMENT OUTLINES FOR 
INDUSTRIAL TECHNOLOGY I, THE 
WORLD OF CONSTRUCTION. 

ED 013 956 


TEACHING PROGRAM FOR INDUSTRIAL 
TECHNOLOGY, THE WORLD OF CONS- 
TRUCTION. (TITLE SUPPLIED).,A 

ED 013 959 


ILLINOIS UNIV., URBANA 
PRELIMINARY STUDY OF PROFES- 
SIONAL CONTRIBUTIONS AND PRODUC- 
TIVITY OF WOMEN WITH DOCTORATES. 
BR-5-8189 ED 013 458 


ILLINOIS UNIV., URBANA, BUR. 

OF EDUC. RESEARCH 
COMPARATIVE STUDIES OF PRINCI- 
PLES FOR PROGRAMMING MATHEMA- 
TICS IN AUTOMATED INSTRUCTION. 
FINAL REPORT. 


NDEA-VIIA-806 ED 013 377 


ILLINOIS UNIV.. URBANA. COLL. 
OF AGRICULTURE 
ELECTRIC MOTORS FOR FARM USE. 
ED 013 943 


PLANTER--SELECTION, ADJUSTMENT, 
MAINTENANCE, AND USE.,THE 
UI-VAS-3021 ED 013 923 
PRODUCING HIGH CORN YIELDS. 

UI-VAS-4039A ED 013 920 


SELECTING, FEEDING, AND CARING 
FOR LIGHT HORSES. 
UI-VAS-1040 ED 013 924 
SETTING UP FARM RECORDS TO PRO- 
VIDE FOR ANALYSIS. 
UI-VAS-2037 ED 013 922 
TRANSPLANTING SHADE TREES. 

UI-VAS-5002 ED 013921 


ILLINOIS UNIV., URBANA, COLL. 
OF EDUCATION 


MANPOWER NEEDS AND EMPLOYMENT 
OPPORTUNITIES FOR WORKERS NEED- 
ING KNOWLEDGE AND SKILL IN AGRIC- 


ULTURE. TECHNICAL EDUCATION IN 
AND FOR RURAL AREAS, REPORT NUM- 
BER 2. 

ED 013 881 


PRACTICAL NURSING IN ILLINOIS.-A 
PROFILE. 
ED 013 645 


PROBLEMS AND PROSPECTS IN VOCA- 
TIONAL EDUCATION. 


ED 013 867 


INDIANA STATE DEPT. PUBLIC 
INSTR., INDIANAPOLIS 


GERMAN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-328 ED 013 582 


LANGUAGE LABORATORY STANDARDS 
AND SPECIFICATIONS. 


ED 013 568 


LATIN FOR SECONDARY SCHOOLS (A 
GUIDE TO MINIMUM ESSENTIALS). 
ISDPI-BULL-340 ED 013579 


INDIANA STATE UNIV., TERRE 
HAUTE 


ao 


INSTRUCTIONAL MAT- 
ERIA ; 


ED 013 916 


INDIANA UNIV., BLOOMINGTON, 
ERIC CH. ON READING 
(FULL NAME - ERIC CLEARINGHOUSE 
ON READING.) 
RECENT REVIEWS AND BIBLIOGRAPHIC 
RESOURCES FOR READING RESEARCH. 
ERIC/CRIER READING REVIEW SERIES, 
VOLUME 1, BIBLIOGRAPHY 1. 
ED 013 344 


INSTITUTE OF INTERNATIONAL 
EDUCATION, NEW YORK,N.Y 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--RESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 
67 SURVEY. 
ED 013 366 


INTEGRATED EDUCATION ASSO- 
CIATES, CHICAGO, ILL. 
SCHOOL INTEGRATION--A COMPREHEN- 
SIVE CLASSIFIED BIBLIOGRAPHY OF 
3,100 REFERENCES. 
ED 013 860 


INTERNATIONAL BUSINESS MA- 
CHINES CORP. 
YORKTOWN HEIGHTS, N.Y.,THOMAS J. 
WATSON RES. CTR. 
APPROACH TO THE USE OF COMPUTERS 
IN THE INSTRUCTIONAL PROCESS AND 
EVALUATION.,AN 
RR-RC-1432 
ED 013 539 


INTERNATIONAL READING 
ASSN., NEWARK, DEL. 
(LOCATED AT UNIV. OF DELAWARE.) 
BOOKS FOR’ TEACHING THE 
DISADVANTAGED.,101 
ED 013 743 











CITY-WIDE VOCABULARY PROJECT FOR 
NINTH-GRADE STUDENTS.,A 
ED 013 745 


DOES JOHNNY KNOW MORE WORDS 
THAN IVAN. 
ED 013 725 


INDIVIDUALIZED READING WITH THE 
EDUCABLES. 
ED 013 740 


METHODS OF COMPUTING AND EVALU- 
ATING RESIDUAL GAIN SCORES IN THE 
READING PROGRAM. 

ED 013 742 


MOBILE READING UNITS AND A TRA- 
VELING BOOKSTORE IN WASHINGTON, 
D.C. 

ED 013 736 


MOBILITY OF STUDENTS IN READING 
GROUPS. 


ED 013 727 
NOW - THE PACKAGE DEAL.,AND 

ED 013 726 
READING IN APPALACHIA. 

ED 013 738 


READING PROGRAMS FOR MEXICAN- 
AMERICAN CHILDREN OF TEXAS. 
ED 013 737 


REMEDIAL READING TEACHERS 
WHERE DO YOU FIND THEM. 
ED 013 728 


TEACHING READING TO THE CULTU- 
RALLY DISADVANTAGED IN SECONDA- 
RY SCHOOLS. 

ED 013 729 


TEN GUIDELINES FOR TEACHING THE 
DISADVANTAGED. 
ED 013 744 


TEN MORE IMPORTANT SOURCES OF IN- 
FORMATION ON VISUAL PERCEPTION 
IN RELATION TO READING. 

ED 013 750 


THOSE PESKY BOOK REPORTS. 
ED 013 747 


TITLE 1 - CATALYST FOR CHANGE IN 
MONTANA. 
ED 013 739 


TRAINING COLLEGE READING SPECIA- 
LISTS. 
ED 013721 


VISUAL TRAINING AND READING PERF- 
ORMANCE. 


ED 013 741 


VOCABULARY AND CONCEPT DEVELO- 
PMENT. 


ED 013 730 


VOCABULARY STUDY COMPARING 
READING, ARITHMETIC, HEALTH AND 
SCIENCE TEXTS.,A 





ED 013 748 


WHY DO HIGH SCHOOL STUDENTS READ. 
ED 013 746 


IOWA UNIV., IOWA CITY 


PUPIL, STAFF, AND EDUCATIONAL FA- 
CILITY CHARACTERISTICS ASSOCIATED 


WITH PUBLIC LAW 89-10 TITLE I PRO- 
JECTS IN IOWA. INTERIM REPORT, 1 
JUNE 1966-31 MAY 1967. 


ED 013 853 


JERSEY CITY STATE COLL., N.J. 
BRAIN-INJURED CHILD, A SUMMARY 
REPORT OF CONFERENCE ON THE 
CHILD WITH LEARNING DISABILITIES 
(JERSEY CITY, MARCH 25, 1965)., THE 

ED 013520 


JOHNS HOPKINS UNIV., BALTI- 
MORE, MD. 
CENTER FOR THE STUDY OF SOCIAL 
ORGAN. OF SCHOOLS 
ORGANIZATION OF SCHOOLS TO PRO- 
VIDE ACADEMIC AID AND THERAPEUT- 
IC COUNSELING TO DISADVANTAGED 
CHILDREN. 
ED 013 459 


RACE RELATIONS AND SOCIAL CHANGE. 
ED 013 493 


JORGENSEN (ROY) AND ASSO- 

CIATES, WASHINGTON, D.C. 
MANPOWER INVENTORY AND TRAIN- 
ING NEEDS ANALYSIS. LOUISIANA DE- 
PARTMENT OF HIGHWAYS MAINTEN- 
ANCE RESEARCH PROJECT, REPORT 
NUMBER 2. 


PB-174-962 ED 013 425 


KANSAS STATE DEPT. OF PUB- 
LIC INSTR., TOPEKA 
TECHNIQUES OF TAPE PREPARATION 
AND DUPLICATION, WITH SUGGESTIONS 
FOR A LANGUAGE LABORATORY. 
ED 013 588 


KENTUCKY UNIV., LEXINGTON 
FORMS AND SCOPE OF POVERTY IN 
KENTUCKY. RESOURCE DEVELOPMENT 
SERIES 10. 

ED 013 700 


LOS ANGELES CITY SCHOOLS, 
CALIF. 
EXPANDED USE OF DATA PROCESSING 
EQUIPMENT IN THE LOS ANGELES COL- 
LEGES, AN INFORMATIONAL REPORT 
OF THE DIVISION OF COLLEGE AND 
ADULT EDUCATION, LOS ANGELES CITY 
SCHOOLS.,THE 
ED 013 600 


READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING’ SKILLS 
THROUGH LITERATURE. PART 1, APPRE- 
CIATING THE CONTRIBUTIONS OF ONE 
AUTHOR... 
LACS-INSTR-BULL-EC-112 ED 013 706 
READING FOR THE GIFTED--GUIDED EX- 
TENSION OF READING’ SKILLS 
THROUGH LITERATURE. PART 2, APPRE- 
CIATING THE CONTRIBUTIONS OF 
SCIENCE THROUGH BIOGRAPHY... 
LACS-INSTR-BULL-EC-118 ED 013 707 





LOUISIANA ST. DEPT. OF EDUC., 
BATON ROUGE 
SMALL CRAFT OPERATION AND NAVI- 
GATION, INSTRUCTOR'S GUIDE. 
ED 013 950 


SMALL CRAFT OPERATION AND NAVIG- 
ATION. 
ED 013 953 


LOUISIANA ST. VOCAT. CURRI- 
CULUM DEV. AND RES. CTR. 


NATCHITOCHES 
BUSINESS LETTER WRITING FOR 
“PRACTICAL BUSINESS CORRESPOND- 
ENCE FOR COLLEGES,” THIRD EDITION, 
ROBERTSON AND WALKER, SOUTH- 
WESTERN PUBLISHING COMPANY, 1966, 
INSTRUCTOR’S GUIDE. 

ED 013 942 


CONFERENCE LEADERSHIP. 
ED 013 946 


INTRODUCTION TO MANAGEMENT FOR 
INDUSTRIAL SUPERVISORS. 
ED 013 947 


SMALL CRAFT OPERATION AND NAVI- 
GATION, INSTRUCTOR’S GUIDE. 
ED 013 950 


SMALL CRAFT OPERATION AND NAVIG- 
ATION. 
ED 013 953 


LTV AEROSPACE CORP., DAL- 
LAS, TEX. VOUGHT AERO. DIV 


DEVELOPMENT OF CRITERIA AND 
METHODS FOR EVALUATING TRAINER 
AIRCRAFT EFFECTIVENESS. 

ED 013 395 


MACOMB COUNTY COMMUNITY 
COLL., WARREN, MICH. 


SURVEY OF PARKING LOT UTILIZATION 
AT THE SOUTH CAMPUS, MACOMB COUN- 
TY COMMUNITY COLLEGE.,A 


ED 013 621 


MARICOPA COUNTY JUNIOR 
COLL. DIST., PHOENIX, ARIZ. 


CURRENT PRACTICES OBSERVED IN DE- 
SIGN AND DRAFTING OCCUPATIONS. 


ED 013 345 


MARYLAND STATE DEPT. OF 
EDUCATION, BALTIMORE 


EDUCATING THE HIGHLY ABLE, A POLI- 
CY STATEMENT. 


ED 013516 





MARYLAND UNIV., COLLEGE 
PARK 
EVALUATION OF THE UNIVERSITY OF 
MARYLAND READING AND STUDY 
SKILLS SATELLITE PROGRAM.,AN 


UM-RSSL-RR-6502 ED 013 733 
INVESTIGATION OF FACTORS ASSOCIAT- 
ED WITH THE PUMROY CONCENTRA- 
TION TEST.,AN 


UM-RSSL-RR-66-03 ED 013 732 
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ORGANIZATION, ADMINISTRATION AND 
EVALUATION OF A READING AND 
STUDY SKILLS PROGRAM FOR STU- 
DENTS ENROLLED IN A MEDICAL LABO- 
RATORY ASSISTANTS TRAINING PROGR- 
AM.,THE 


UM-RSSL-RR-66-01 ED 013 734 


MCGILL UNIV., MONTREAL (QUE- 
BEC) 


INSTITUTE OF ISLAMIC STUDIES 
COURSE IN URDU, VOLUME ONE.,A 
BR-6-3061-VOL-1 ED 013 435 


COURSE IN URDU, VOLUME TWO.,A 
BR-6-3061-VOL-2 ED 013 436 


COURSE IN URDU, VOLUME THREE.,A 
BR-6-3061-VOL-3 ED 013 437 


MIAMI-DADE JUNIOR COLL., 

FLA. 
EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION.,AN 


FAA-ADS-61-TR ED 013 410 


MICHIGAN ST. DEPT. OF PUBLIC 
INSTR., LANSING 
DISADVANTAGED CHILD AND THE 
LANGUAGE ARTS.,THE 


MSDPI-BULL-368 ED 013 858 


HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 

ED 013 919 


MICHIGAN ST. UNIV., EAST LANS- 
ING,AFR. STUDIES CTR. 
GULL NAME - AFRICAN STUDIES CENT- 
) 


BEGINNING YORUBA. 


NDEA-VI-374 ED 013 443 


MICHIGAN ST. UNIV., EAST LANS- 
ING,COLL. OF EDUC. 
HOW HIGH SCHOOL COOPERATIVE 
TRAINEES FARE IN THE LABOR MARK- 
ET. PHASE C, A FOLLOW-UP STUDY OF 
1964 GRADUATES TEN MONTHS AFTER 
GRADUATION. 


MSU-ER-34 ED 013919 


MICHIGAN UNIV., ANN ARBOR 
ADMINISTERING COMMUNITY  COL- 
LEGE STUDENT PERSONNEL SERVICES, 
REPORT OF THE ANNUAL PRESIDENTS’ 
INSTITUTE, MIDWEST COMMUNITY COL- 
LEGE LEADERSHIP PROGRAM (5TH, ANN 
ARBOR, 1965). 

ED 013 636 


CLASSROOM EXPERIMENT TO MEAS- 
URE THE RELATIVE EFFICIENCY OF 
TWO DIFFERENT LINGUISTIC MODELS 
IN THEIR APPLICATION TO THE TEACH- 
ING OF ENGLISH AS A FOREIGN 
LANGUAGE. 
BR-6-8200 ED 013 449 
KURDISH BASIC COURSE, DIALECT OF 
SULAIMANIA, IRAQ. 
BR-5-1257-5 
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ED 013 439 


KURDISH READERS. PART I, NEWSPA- 
PER KURDISH. 
BR-5-1257-1 ED 013 440 
KURDISH READERS. PART II, KURDISH 
ESSAYS. 
BR-5-1257-2 ED 013 441 
KURDISH READERS. PART III, KURDISH 
SHORT STORIES. 
BR-5-1257-3 ED 013 442 
KURDISH-ENGLISH DICTIONARY, DI- 
ALECT OF SULAIMANIA, IRAQ.,A 
BR-5-1257-4 ED 013 438 


MICHIGAN UNIV., ANN ARBOR,- 
MIDWEST RESEARCH CTR. 
AGE, SEX, AND IQ DIFFERENCES IN 
PERFORMANCE ON A CONCRETE PER- 
CEPTUAL-COGNITIVE TASK. 
ED 013 471 


DECREMENT IN CHILDREN’S COGNI- 
TIVE PERFORMANCE AS A _ CONSE- 
QUENCE OF INFORMATION OVERLOAD. 

ED 013 472 


PREDICTION OF CREATIVITY AND ACA- 
DEMIC ACHIEVEMENT FROM A CON- 
CRETE PERCEPTUAL-COGNITIVE TAS- 
K., THE 

ED 013 470 


RELIABILITY AND VALIDITY OF THE 
NEW HARRIS-GOODENOUGH DRAW.-A- 
MAN TEST.,THE 

ED 013 474 


SCHOOL AND FAMILY BACKGROUND 
CORRELATES OF CHILDREN’S SCHOOL 
ANXIETY. 


ED 013 473 


SCHOOL ANXIETY AND THE FACILITA- 
TION OF PERFORMANCE. 
ED 013 475 


SCHOOL PSYCHOLOGY--PAST, PRESENT 
AND FUTURE. 
ED 013 461 


MICHIGAN UNIV., ANN ARBOR, 

SCH. OF EDUCATION 
EXPERIMENTAL PROGRAM FOR THE 
IDENTIFICATION, SELECTION, AND DE- 
VELOPMENT OF PERSONS FOR LEADER- 
SHIP ROLES IN THE ADMINISTRATION 
AND SUPERVISION OF VOCATIONAL 
AND TECHNICAL EDUCATION. 

ED 013 883 


MIDDLE EAST INST., WASHING- 


TON, D.C. 
ARABIC DIALECT STUDIES, A SELECT- 
ED BIBLIOGRAPHY. 
ED 013 373 


MIDDLE TENNESSEE STATE 

UNIV., MURFREESBORO 
EXPERIMENTAL ASSESSMENT OF A 
GROUND PILOT TRAINER IN GENERAL 
AVIATION.,AN 


FAA-ADS-64-TR ED 013 407 


Seeeors UNIV., MINNEAPOL- 


COORDINATING CENTER FOR FIRST- 
GRADE READING PROGRAMS. 


CRP-X-001 ED 013714 


GUIDE TO HIGH SCHOOL AND COLLEGE 
READING TESTS.,A 


ED 013 702 


MISSOURI STATE DEPT OF EDU- 

CATION, JEFFERSON CITY 
TEACHER'S GUIDE FOR ADULT BASIC 
EDUCATION.,A 


MSBE-PUB-134-G ED 013 403 


MOBILIZATION FOR YOUTH INC., 
NEW YORK, N.Y. 
EVALUATION OF STAR, OR THE EF. 
FECTS OF TRAINING AND DEPUTIZING 
INDIGENOUS ADULTS TO ADMINISTER 
A HOME-BASED TUTORING PROGRAM TO 
FIRST GRADERS IN AN URBAN DE- 
PRESSED AREA.,AN 
ED 013 852 


MODERN LANGUAGE ASSN. OF 
AMERICA, NEW YORK, N.Y. 
FOREIGN LANGUAGE PROGRAM POLIC- 
Y. (TITLE SUPPLIED). 
ED 013 572 


FOREIGN LANGUAGE PROGRAM IN 
1964., THE 
ED 013 573 


FUTURE OF THE ENGLISH CURRICUL- 
UM.,THE 
ED 013 831 


MLA FOREIGN LANGUAGE PROFICIEN- 
CY TESTS FOR TEACHERS AND AD- 
VANCED STUDENTS. 

ED 013 574 


MODERN LANGUAGE ASSN. OF 

AMERICA, NEW YORK, N.Y. 
FOREIGN LANGUAGE PROGRAM RES- 
ERCH CENTER 
FOREIGN LANGUAGE ENTRANCE AND 
DEGREE REQUIREMENTS IN U.S. COL- 
LEGES AND UNIVERSITIES, FALL 1966. 
BR-5-1274 ED 013 358 


FOREIGN LANGUAGE ENROLLMENTS 
IN SEVENTH-DAY ADVENTIST AND 
CATHOLIC PAROCHIAL SECONDARY 
SCHOOLS, FALL, 1959. 

ED 013 564 


SCIENCE INFORMATION PERSONNEL. 
THE NEW PROFESSION OF INFORMA- 
TION COMBINING SCIENCE, LIBRARI- 
ANSHIP AND FOREIGN LANGUAGE. 

NDEA-VI-33 ED 013 365 


MONTANA STATE DEPT. OF PUB- 
LIC INSTRUCTION, HELENA 
LANGUAGE LABORATORY--WORK 
SHEET.,THE 
ED 013584 


MONTEREY PENINSULA JUNIOR 
COLL. DISTRICT, CALIF. 
MONTEREY PENINSULA JUNIOR COL- 
LEGE DISTRICT, MONTEREY, CALIFOR- 
NIA 93940, ADOPTION BUDGET, FISCAL 
YEAR 1967-68. 
ED 013 648 





MOUNT SAN ANTONIO COLL., 
WALNUT, CALIF. 
STUDY TO DETERMINE THE NEED AND 
TYPE OF TRAINING PROGRAM FOR 
AGRICULTURAL PUBLIC SERVICE 
TECHNICIANS.,A 
ED 013 886 


NATIONAL ADVISORY COMMIT- 
TEE ON FARM LABOR,NEW YORK 


FARM LABOR ORGANIZING 1905-1967, A 
BRIEF HISTORY. 
ED 013 679 


NATIONAL ASSN. FOR FOREIGN 
STUDENT AFFAIRS 
RESEARCH IN INTERNATIONAL EDUCA- 
TION--RESEARCH IN PROGRESS AND RE- 
SEARCH RECENTLY COMPLETED, 1966- 
67 SURVEY. 
ED 013 366 


NATIONAL ASSN. FOR MENTAL 

HEALTH, NEW YORK, N.Y. 
TECHNICAL PERSONNEL IN MENTAL 
HEALTH, PROCEEDINGS OF THE 1966 
SUMMER STAFF TRAINING INSTITUTE. 
BR-6-1685 ED 013 361 


NATIONAL ASSN. OF MANUFAC- 
TURERS, NEW YORK, N.Y. 
TRAINING TYPIST IN THE INDUSTRIAL 
ENVIRONMENT, AN EVALUATIONAL 
REPORT. 
ED 013 427 


TRAINING TYPISTS IN THE INDUSTRIAL 
ENVIRONMENT.--PRELIMINARY RE- 
PORT OF A PROTOTYPE SYSTEM OF SI- 
MULTANEOUS, MULTILEVEL, MULTI- 
PHASIC AUDIO PROGRAMMING. 

NAM-MIND-MONOGR-1 ED 013 428 


NATIONAL CATHOLIC EDUCA- 
TIONAL ASSN., WASH. D.C. 
FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE AD- 
VISORY COMMITTEE ON FOREIGN 
LANGUAGES. 
ED 013 586 


FOREIGN LANGUAGES IN THE CATHO- 
LIC HIGH SCHOOL, REPORT OF THE AD- 
VISORY COMMITTEE ON FOREIGN 
LANGUAGES - CONCLUDED. 

ED 013 587 


NATIONAL CENTER FOR EDUCA- 
TIONAL STATISTICS (DHEW) 


WASHINGTON, D.C. 
COST MODEL FOR LARGE URBAN 


SCHOOLS, 
NCES-TN-30 ED 013 527 
SCHOOL SUBMODEL FOR LARGE URBAN 
SCHOOLS. 
NCES-TN-38 ED 013 500 


SOME QUANTITATIVE ASPECTS OF THE 
INSTRUCTIONAL PROCESS. 
ED 013 851 


URBAN EDUCATION SYSTEMS ANALYS- 
IS. 


NCES-TN-24 ED 013 528 


NATIONAL COMMITTEE ON EM- 
PLOYMENT OF YOUTH.NEW 
YORK 
NEIGHBORHOOD YOUTH CORPS--HELP 
OR HANDOUT.,THE 
ED 013 846 


NATIONAL COMMITTEE ON THE 
EDUC. OF MIGRANT CHILD. 
WASHINGTON, D.C. 
REPORT AND RECOMMENDATIONS OF 
THE CONSULTATION ON SERVICES TO 
CHILDREN IN THE EAST COAST MI- 
GRANT STREAM, (LAKE BYRD CONFER- 
ENCE CENTER, AVON PARK, FLORIDA, 
FEBRUARY 1-3, 1965). 
ED 013 673 


NATIONAL COUNCIL OF TEACH- 
ERS OF ENGLISH 
CHAMPAIGN, ILL. 
ENGLISH IN THE TWO-YEAR COLLEGE- 
-REPORT OF A JOINT COMMITTEE OF 
THE NATIONAL COUNCIL OF TEACHERS 
OF ENGLISH AND THE CONFERENCE ON 
COLLEGE COMPOSITION AND COMMUNI- 
CATION. 
ED 013 604 


SURVEY OF THE TEACHING OF ENGLISH 
TO NON-ENGLISH SPEAKERS IN THE 
UNITED STATES.,A 


BR-5-0620 ED 013 447 


NATIONAL EDUCATION ASSN.. 
WASHINGTON, D.C. 


ADULT BASIC EDUCATION, A GUIDE 
FOR TEACHERS AND TEACHER TRAINE- 
ES. 

ED 013 400 


CONCEPTS, STRATEGIES, AND PRIORI- 
TIES FOR RESEARCH IN EDUCATIONAL 
MANPOWER, A SYMPOSIUM ON EDUCA- 
TIONAL MANPOWER. FINAL REPORT. 

BR-7-8207 ED 013 778 


COOPERATION IN STUDENT TEACHING. 
ED 013 768 


MEDIA AND THE EDUCATION OF THE 
DISADVANTAGED. 


ED 013 835 
PROFESSIONAL NEGOTIATION WITH 
SCHOOL BOARDS. 
1965-R3 ED 013774 


REPORT OF THE EXECUTIVE SECRE- 
TARY, DEPARTMENT OF RURAL EDUCA- 
TION, NATIONAL EDUCATION ASSO- 
CIATION, OCTOBER, 1967. 

ED 013 686 


NATIONAL FED. OF MODERN 
LANGUAGE TEACHERS ASSN. 
MICRO-TEACHING--A PROMISING MEDI- 
UM FOR TEACHER TRAINING. 
ED 013 560 


NATIONAL MERIT SCHOLARSHIP 
CORP., EVANSTON, ILL. 


EFFECT OF FEEDBACK TRAINING ON 
ACCURACY OF JUDGMENTS.,THE 
NMSC-RR-VOL-3-NO-3-1967 ED 013 460 


NATIONAL SCIENCE FOUNDA- 
TION, WASHINGTON, D.C. 
SCIENCE COURSE IMPROVEMENT PROJ- 
ECTS. 2, SCIENCE TEACHING EQUIPM- 
ENT. 


NSF-63-15 ED 013 760 


NATIONAL SCIENCE TEACHERS 
ASSN., WASHINGTON, D.C. 
IDEAS FOR SCIENCE INVESTIGATIONS. 
ED 013 759 


NATIONAL TRAINING LABS.. 
WASHINGTON, D.C. 
CRUCIAL ISSUES IN ORGANIZATIONAL 
DEVELOPMENT. 
ED 013 486 


DYNAMICS OF PARTICIPATIVE GROUPS. 
ED 013 382 


NAVAL AEROSPACE MEDICAL 
INST., PENSACOLA, FLA. 
COLLEGE MAJOR DIFFERENCES IN 
NAVAL FLIGHT OFFICER TRAINING 
PERFORMANCE. 


NAMI-SR-66-7 ED 013 396 


NEBRASKA UNIV., LINCOLN 
EFFECTS OF CERTAIN RESPONSE 
CHARACTERISTICS IN PROGRAMED IN- 
STRUCTION ON ERRORS, RATE OF 
LEARNING, AND RETENTION.,THE 
CRP-S-478 ED 013 537 


NEBRASKA UNIV., LINCOLN, 
CURRICULUM DEV. CTR. 
CURRICULUM FOR ENGLISH, GRADE 1, 
UNITS 1-12.,A 
ED 013 806 


CURRICULUM FOR ENGLISH, GRADE 2, 
UNITS 13-22.,A 
ED 013 807 


CURRICULUM FOR ENGLISH, GRADE 3, 
UNITS 23-33.,A 
ED 013 808 


CURRICULUM FOR ENGLISH, GRADE 4, 
UNITS 34-44.,A 
ED 013 809 


CURRICULUM FOR ENGLISH, GRADE 5, 
UNITS 45-57.,A 
ED 013810 


CURRICULUM FOR ENGLISH, GRADE 6, 
UNITS 58-70.,A 
ED 013 811 


CURRICULUM FOR ENGLISH, LANGU- 
AGE EXPLORATIONS FOR THE ELEMEN- 
TARY GRADES.,A 

ED 013 812 


CURRICULUM FOR ENGLISH, POETRY 
FOR THE ELEMENTARY GRADES.,A 
ED 013 813 


CURRICULUM FOR ENGLISH, TEACHER 
PACKET, GRADE 7.,A 
ED 013 817 


CURRICULUM FOR ENGLISH, STUDENT 


PACKET, GRADE 7.,A 
ED 013 818 
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CURRICULUM FOR —— TEACHER 
PACKET, GRADE 8.,A 
ED 013819 


CURRICULUM FOR ENGLISH, STUDENT 
PACKET, GRADE 8.,A 
ED 013 820 


CURRICULUM FOR ENGLISH, TEACHER 
PACKET, GRADE 9.,A 
ED 013 821 


CURRICULUM FOR ENGLISH, STUDENT 
PACKET, GRADE 9.,A 
ED 013 822 


CURRICULUM FOR ENGLISH, TEACHER 
PACKET, GRADE 10.,A 
ED 013 823 


CURRICULUM FOR ENGLISH, STUDENT 
PACKET, GRADE 10.,A 
ED 013 824 


CURRICULUM FOR ENGLISH, TEACHER 
PACKET, GRADE 11.,A 
ED 013 825 


CURRICULUM FOR ENGLISH, STUDENT 
PACKET, GRADE 11.,A 
ED 013 826 


CURRICULUM FOR ENGLISH, TEACHER 
PACKET, GRADE 12.,A 
ED 013 827 


CURRICULUM FOR ENGLISH, STUDENT 
PACKET, GRADE 12.,A 
ED 013 828 


CURRICULUM STUDY CENTER IN ENG- 
LISH. FINAL REPORT.,A 
CRP-H-001 ED 013 805 
NEBRASKA STUDY OF THE SYNTAX OF 
CHILDREN’S WRITING, 1964-65, VOLUME 
1, THE 

ED 013 814 


NEBRASKA STUDY OF THE SYNTAX OF 
CHILDREN’S WRITING, 1965-66, VOLUME 
IL., THE 

ED 013815 


NEBRASKA STUDY OF THE SYNTAX OF 
CHILDREN’S WRITING, 1966-67, VOLUME 
IIL, THE 

ED 013 816 


NEIGHBORHOOD YOUTH CORP., 
WASHINGTON, D.C. (DOD) 
NEIGHBORHOOD YOUTH CORPS AND 
THE COMMUNITY, AN EXPLORATORY 
STUDY OF THE IMPLICATIONS OF A 
FEDERAL ANTI-POVERTY PROGRAM 
FOR MILWAUKEE, WISCONSIN.,THE 
ED 013 968 


NEVADA STATE DEPT. OF EDU- 
CATION, CARSON CITY 
LANGUAGE LABORATORY SPECIFICAT- 
IONS, AN ADMINISTRATOR’S GUIDE. 
ED 013 580 


NEW JERSEY PARENTS ASSN. OF 
BRAIN-INJURED CHILDREN 
BRAIN-INJURED CHILD, A SUMMARY 
REPORT OF CONFERENCE ON THE 
CHILD WITH LEARNING DISABILITIES 
(JERSEY CITY, MARCH 25, 1965)., THE 
ED 013 520 
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NEW JERSEY STATE DEPT. OF 

EDUCATION, TRENTON 
COMMERCIAL FOODS, MATHEMATICS - 
I. 
ED 013937 


DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 

ED 013 951 


NEEDLE TRADES, MATHEMATICS - I. 
ED 013 939 


POWER SEWING. 
ED 013 936 


NEW MEXICO STATE UNIV., UNI- 

VERSITY PARK 
COLLEGE OF TEACHER EDUCATION 
NEW PERSPECTIVES IN YOUNG AND 
ADULT FARMER AND RANCHER EDUCA- 
TION, AN AGRICULTURAL EDUCATION 
SUMMARY REPORT OF THE SOUTH- 
WESTERN CONFERENCE ON YOUNG- 
ADULT FARMER AND RANCHER EDUCA- 
TION (NEW MEXICO STATE UNIVERSITY, 
JULY 15 - AUGUST 2, 1963). 
NMSU-BUR-EDUC-RES-PUB-4 ED 013874 


NEW YORK CITY BOARD OF EDU- 
CATION, BROOKLYN, N.Y. 


EVALUATION OF THE MORE EFFECTIVE 
SCHOOLS PROGRAM. SUMMARY REP- 


ORT. 
ED 013 864 


NEW YORK MEDICAL COLL., N.Y. 
STUDY OF THE EFFECTIVENESS OF 
TRAINING FOR RETARDED READERS IN 
THE AUDITORY PERCEPTUAL SKILLS 
UNDERLYING READING.,A 


NDEA-VIIA-1127 ED 013 749 


NEW YORK STATE DEPT. OF 
LABOR, ALBANY 

TECHNICAL MANPOWER IN NEW YORK 

STATE. VOLUME I. 

NYSDL-SB-239-VOL-1 ED 013876 
TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT A, AP- 
PENDIX TABLES. 
NYSDL-SB-239-VOL-1-SUPPL-A ED013877 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 
PROJECTIONS IN TECHNICAL OCCUPAT- 


IONS. 
NYSDL-SB-239-VOL-1-SUPPL-Ir 


ED 013 878 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 


NYSDL-SB-239-VOL-2 ED 013 879 


NEW YORK _ EDUCATION 
DEPT., ALBA 
pot ancnrdd ne BOARD, A 
HANDBOOK FOR BOARDS OF EDUCAT- 
ION, SCHOOL ADMINISTRATORS ADVI- 
SORY BOARD MEMBERS AND TEACHERS 
OF AGRICULTURE.,THE 
ED 013912 


RUSSIAN FOR SECONDARY SCHOOLS. 
ED 013 583 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I. 
ED 013876 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT A, AP. 
PENDIX TABLES. 

ED 013 877 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME I, SUPPLEMENT B, JOB 
PROJECTIONS IN TECHNICAL OCCUPAT- 
IONS. 

ED 013 878 


TECHNICAL MANPOWER IN NEW YORK 
STATE. VOLUME II. 
ED 013 879 


NEW YORK UNIV., N.Y. 
NONPROFESSIONAL WORKER IN YOUTH 
EMPLOYMENT PROGRAMS.,THE 

ED 013674 


RURAL YOUTH-WORK PROGRAMS-- 
PROBLEMS OF SIZE AND SCOPE. 
ED 013 688 


NEW YORK UNIV., N.Y., SCH. OF 
CONTINUING EDUCATION 
(FULL NAME - SCH. OF CONTINUING 
EDUCATION AND EXTENSION SERVIC. 
ES.) 
SURVEY OF UNIVERSITY ADULT EDUC- 
ATION IN THE METROPOLITAN AREA OF 
NEW YORK. 
ED 013 405 


NEW YORK UNIV., N.Y., SCH. OF 
EDUCATION 
DEVELOPMENT OF A BEGINNING READ- 
ING SKILLS PROGRAM USING THE EDI- 
SON RESPONSIVE ENVIRONMENTS INS- 
TRUMENT. SECOND PROGRESS REPO- 
RT.,THE 


BR-5-0749 ED 013 720 


NORTH CAROLINA STATE BOARD 
OF EDUCATION, RALEIGH 
DEPT. OF COMMUNITY COLLEGES 
COURT REPORTING. (BUSINESS TECHN- 
OLOGY). 
T28 ED 013944 
PHY 300 PRE-TECHNICAL PHYSICS, 
COURSE OUTLINE. 
ED 013 938 


TRAFFIC AND TRANSPORTATION. (BUSI- 
NESS TECHNOLOGY). 


T34 ED 013 945 


NORTH CAROLINA STATE BOARD 
OF EDUCATION, RALEIGH 
DEPT. OF CURRICULUM STUDY AND RE- 
SEARCH 
GUIDE TO THE FURTHER DEVELOP. 
MENT OF INDUSTRIAL EDUCATION 
CENTERS IN NORTH CAROLINA, A RE- 
PORT OF A STUDY OF THE NORTH CARO- 
LINA INDUSTRIAL EDUCATION CENTE- 
RS.,A 
ED 013873 


NORTH CAROLINA STATE BOARD 
OF EDUCATION, RALEIGH 
DEPT. OF PUBLIC INSTRUCTION 





IMPROVING SUPERVISED PRACTICE IN 
VOCATIONAL AGRICULTURE. 
NCSDPI-PUB-361 


MODERN FOREIGN LANGUAGES, A SIX- 
YEAR PROGRAM (GRADES 7-12)-- 
FRENCH, GERMAN, SPANISH. 
NCSDPI-PUB-364 


ED 013 904 


ED 013 581 


TEACHER’S SOURCEBOOK FOR EXPLOR- 
ING THE WORLD OF SCIENCE, AN INS- 
TRUCTIONAL PROGRAM FOR THE PRI- 
MARY GRADES USING TELEVISION. 

ED 013 764 


USING THE LANGUAGE LABORATORY. 
NCSDPI-PUB-369 ED 013 585 


NORTH DAKOTA UNIV.. GRAND 

FORKS, COLL. OF EDUC. 
EDUCATIONAL AND VOCATIONAL ASPI- 
RATIONS OF PRISONERS.,THE 
UND-CRVTE-RR-5 


PREDICTING ACHIEVEMENT IN TECH- 
NICAL PROGRAMS AT THE NORTH DAKO- 
TA STATE SCHOOL OF SCIENCE. 

UND-CRVTE-RR-2 ED 013 905 


ED 013917 


NORTHERN ILLINOIS UNIV., DE 
KAUB 
COLLEGE OF EDUCATION 
ABSTRACTS OF GRADUATE STUDIES ON 
THE COMMUNITY (JUNIOR) COLLEGE, 
1961-66. 
ED 013 607 


OFFICE OF EDUCATION, WASH- 
INGTON, D.C. 


COMPANION TO AN ELDERLY PERSON, 
A SUGGESTED TRAINING PROGRAM. 
OE-87006 ED 013 925 


DISTRIBUTIVE EDUCATION FOR AD- 
ULTS, GUIDE FOR PART-TIME INS- 
TRUCTORS. DISTRIBUTIVE EDUCATION 
SERIES, NUMBER 21. 
OE-82003 ED 013 889 
ELECTRICAL APPLIANCE SERVICEMAN, 
SUGGESTED GUIDE FOR A TRAINING 
COURSE. 

ED 013 930 


FOREIGN LANGUAGES IN PUBLIC SE- 
CONDARY SCHOOLS, A NATIONAL SUR- 
VEY, FALL 1959. INTERIM REPORT. 

ED 013 550 


FORESTRY AIDE, A SUGGESTED TRAIN- 
ING PROGRAM.,THE 
OE-87011 ED 013 926 
HIGHWAY ENGINEERING AIDE, A SUG- 
GESTED TRAINING PROGRAM. 

OE-87009 ED 013 927 


LANDSCAPE AIDE; A SUGGESTED 
TRAINING PROGRAM.,THE 
OE-87010 ED 013 918 
MACHINE TOOL OPERATOR--GENERAL, 
ENTRY, SUGGESTED GUIDE FOR A 
TRAINING COURSE. 

ED 013 931 


PEACETIME RADIATION HAZARDS .IN 
THE FIRE SERVICE, BASIC COURSE, RE- 
SOURCE MANUAL. 


OE-84019-CIRC-657 ED 013 903 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
STUDY GUIDE. 
OE-84021-CIRC-659 ED 013 909 
PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT--INSTRUCTOR’S GUIDE. 
OE-84014-CIRC-641 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, ORIENTATION 
UNIT-STUDENT MANUAL. 
OE-84015-CIRC-642 


ED 013911 


ED 013913 


PEACETIME RADIATION HAZARDS IN 
THE FIRE SERVICE, BASIC COURSE, 
INSTRUCTOR'S GUIDE. 
OE-84020-CIRC-658 ED 013914 
READING SUCCESS AND PERSONALITY 
VALUE-SYSTEMS SYNDROME-A THIR- 
TY-YEAR THEN AND NOW STUDY AT 
THE JUNIOR HIGH SCHOOL LEVEL. 
FINAL REPORT. 
BR-5-8027 ED 013 716 
REPORT OF A SURVEY OF POTENTIALI- 
TIES FOR A COLLEGE IN MOBILE, ALAB- 
AMA. 

ED 013 534 


RESEARCH IN PROFESSIONAL EDUCAT- 
ION, WITH SPECIAL REFERENCE TO 
MEDICAL EDUCATION. NEW DIMEN- 
SIONS IN HIGHER EDUCATION, NUM- 
BER 22. 
BR-6-1722-22 ED 013 347 
SUGGESTED CHECKLIST FOR ASSESS- 
ING A SCIENCE PROGRAM.,A 
OE-29034-A ED 013 755 
SURVEY OF RESEARCH ON GROUPING 
AS RELATED TO PUPIL LEARNING. 
OE-20089 ED 013 697 


SURVEY OF SPECIAL LIBRARIES SERV- 
ING STATE GOVERNMENTS, 1963-64. 
BB-51-R452 ED 013 374 


OHIO EDUCATION ASSN., CO- 
LUMBUS 
TEACHING CRITICAL THINKING IN THE 
SECONDARY SCHOOL. 
ED 013 687 


OHIO STATE DEPT. OF EDUCAT- 
ION, COLUMBUS 
ARITHMETIC ENRICHMENT IDEAS FOR 
GRADES 1,2 AND3. 
ED 013514 


COMBINES AND COMBINING. 
ED 013871 


FACTORS CONTRIBUTING TO STUDENT 
ACHIEVEMENT. 
ED 013 885 


NINTH GRADE PLANE AND SOLID GEO- 
METRY FOR THE ACADEMICALLY TA- 
LENTED, TEACHERS GUIDE. 

ED 013517 


ONE IN A THOUSAND--A COMPARATIVE 
STUDY OF MODERATELY AND HIGHLY 
GIFTED ELEMENTARY SCHOOL CHILD- 
REN. 

ED 013 518 


TEACHERS’ GUIDES. WORLD HISTORY 
FOR THE ACADEMICALLY TALENTED. 
ADVANCED PLACEMENT EUROPEAN 
HISTORY. 

ED 013515 


OHIO STATE UNIV., COLUMBUS 
COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION UMBUS 
COURSE OBJECTIVES FOR INDUSTRIAL 
TECHNOLOGY I, THE WORLD OF CONS- 
TRUCTION. ED 013 409 


INDUSTRIAL ARTS CURRICULUM PRO- 
JECT FOR THE JUNIOR HIGH SCHOOL.- 
AN 

BR-5-0059 


RATIONALE AND STRUCTURE FOR IN- 
DUSTRIAL ARTS SUBJECT MATTER.,A 
BR-5-0059-A ED 013 955 


ED 013 949 


READING ASSIGNMENT OUTLINES FOR 
INDUSTRIAL TECHNOLOGY I, THE 
WORLD OF CONSTRUCTION. 
BR-5-0059-D ED 013 956 
TEACHING PROGRAM FOR INDUSTRIAL 
TECHNOLOGY, THE WORLD OF CONS- 
TRUCTION. (TITLE SUPPLIED).,A 

BR-5-0059-C ED 013 959 


OHIO STATE UNIV., COLUMBUS, 
CENTER FOR VOC. EDUC. 
(FULL NAME - CENTER FOR VOCATION- 
ALANDTECHNICAL EDUCATION.) 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, A SUGGESTED TWO-YEAR POST 
HIGH SCHOOL CURRICULUM AND 
COURSE OUTLINES. 
ED 013 894 


RESEARCH AND DEVELOPMENT 
PRIORITIES IN TECHNICAL EDUCAT- 
ION, A REPORT OF A NATIONAL RE- 
SEARCH PLANNING CONFERENCE IN 
TECHNICAL EDUCATION (THE OHIO 
STATE UNIVERSITY, JANUARY 10-11, 
1967). 

ED 013 888 


USE OF CHEMICALS AS FERTILIZERS. 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, NUMBER 1.,THE 

ED 013 895 


USE OF CHEMICALS AS INSECTICIDES-- 
PLANTS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 2., THE 

ED 013 896 


USE OF CHEMICALS AS SOIL ADDITIVES. 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, NUMBER 3.,THE 

ED 013 897 


USE OF CHEMICALS AS FUNGICIDES, 
BACTERICIDES AND NEMATOCIDES. 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, NUMBER 4.,THE 

ED 013 898 


USE OF CHEMICALS TO CONTROL FIELD 
RODENTS AND OTHER PREDATORS. 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, NUMBER 5., THE 

ED 013 899 


USE OF CHEMICALS AS HERBICIDES. 
AGRICULTURAL CHEMICALS TECHNO- 
LOGY, NUMBER 6.,THE 

ED 013 900 


USE OF CHEMICALS IN THE FIELD OF 
FARM ANIMAL HEALTH (NUTRITION, 
ENTOMOLOGY, PATHOLOGY). AGRICUL- 
TURAL CHEMICALS TECHNOLOGY, 
NUMBER 7.,THE 

ED 013 901 
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USE OF CHEMICALS AS PLANT REGUL- 
ATORS. AGRICULTURAL CHEMICALS 
TECHNOLOGY, NUMBER 8.;THE 

ED 013 902 


OHIO STATE UNIV., COLUMBUS, 
COLL. OF AG. HOME EC. 
(FULL NAME - COLL. OF AGRICULTURE 
AND HOME ECON.) 
AGRICULTURAL EDUCATION OFFER- 
INGS IN COMMUNITY COLLEGES IN THE 
UNITED STATES, A RESEARCH REPORT 
OF A GRADUATE STUDY. RESEARCH 
SERIES IN AGRICULTURAL EDUCAT- 
ION. 
ED 013 869 


COMBINES AND COMBINING. 
ED 013 871 


OHIO STATE UNIV., COLUMBUS, 

RESEARCH FOUNDATION 
EDUCATIONAL MEDIA IN INSTRUC- 
TIONAL SYSTEMS DEVELOPMENT AT 
THE OHIO STATE UNIVERSITY. 


BR-5-1078 ED 013 781 


OHIO STATE UNIV., COLUMBUS, 
TRADE AND IND. EDUC. 
FACTORS CONTRIBUTING TO STUDENT 


ACHIEVEMENT. 
ED 013 885 


OHIO UNIV., ATHENS 
STUDY OF THE RELATIONSHIPS BE- 
TWEEN THE READING DONE BY COL- 
LEGE FRESHMEN AND APTITUDE AND 
SCHOLASTIC ACHIEVEMENT.,A 
BR-5-8421 ED 013712 


OKLAHOMA STATE REGENTS 
FOR HIGHER EDUCATION 
OKLAHOMA CITY 
PHYSICAL FACILITIES FOR HIGHER 
EDUCATION IN OKLAHOMA. SELF- 
STUDY OF HIGHER EDUCATION IN OKL- 
AHOMA. 
ED 013 526 


OKLAHOMA STATE UNIV., STILL- 
WATER, AGRIC.-APPL.SCI. 
STUDY OF THE RELATIONSHIP BE- 
TWEEN ACHIEVEMENT IN PSSC PHY- 
SICS AND EXPERIENCE IN RECENTLY 
DEVELOPED COURSES IN SCIENCE AND 
MATHEMATICS.,A 
ED 013 756 


OKLAHOMA STATE UNIV., STILL- 
WATER, GRAD. SCHOOL 
EVALUATION OF NINTH-GRADE 
SCIENCE FOR THE ACADEMICALLY 
‘ TALENTED.,AN 
ED 013 752 


OREGON STATE DEPT. OF EDU- 
CATION, SALEM 
DO WE REALLY WANT STUDENTS TO 


LEARN. 
ED 013 556 


OREGON UNIV., EUGENE 
CENTER FOR ADVANCED STUDY OF 
EDUCATIONAL ADMIN. 
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BARRIERS TO CHANGE IN PUBLIC 
SCHOOLS. 


ED 013 483 


DIRECTED CHANGE IN FORMAL ORGAN- 
IZATIONS-THE SCHOOL SYSTEM. 
ED 013 484 


SEMINAR ON CHANGE PROCESSES IN 
THE PUBLIC SCHOOLS. 
ED 013 485 


VIEWPOINTS FOR THE STUDY OF THE 
ADMINISTRATION OF HIGHER EDUCAT- 
ION. 

ED 013 482 


OREGON UNIV., EUGENE 
COLLEGE OF EDUCATION 
TREATMENT OF DISRUPTIVE CLASS- 
ROOM BEHAVIOR PROBLEMS BY EM- 
PLOYMENT OF A PARTIAL-MILIEU CON- 
SISTENCY PROGRAM. FINAL REPO- 
RT.,THE 


BR-6-8366 ED 013 468 


OREGON UNIV., EUGENE 
SCHOOL OF BUSINESS ADMINISTRA- 
TION 
EMPLOYEE GROUP PROPERTY AND LIA- 
BILITY INSURANCE. 


UO-BUS-PUB-1 ED 013 497 


ORGANISATION FOR ECONOMIC 


COOPERATION AND DEV. 
PARIS (FRANCE) 
ADULT EDUCATION TECHNIQUES IN 
DEVELOPING COUNTRIES, A GREEK 
CASE STUDY. PROBLEMS OF DEVELOP- 
MENT SERIES. 
ED 013417 


ORTON SOCIETY, POMFRET, 
CONN. 
BIBLIOGRAPHY ON THE NATURE, RE- 
COGNITION AND TREATMENT OF 
LANGUAGE DIFFICULTIES.,A 
ED 013 701 


PALOMAR COLL., SAN MARCOS, 


CALIF. 
SURVEY OF DROP-OUTS AND DISCON- 
TINUING STUDENTS AND THEIR ATTI- 
TUDES TOWARD SELECTED ASPECTS OF 
THE JUNIOR COLLEGE PROGRAM.,A 
ED 013 642 


PENNSYLVANIA STATE BOARD 


OF EDUC., HARRISBURG 
MASTER PLAN FOR HIGHER EDUCA- 
TION IN PENNSYLVANIA.,A 
ED 013 620 


PENNSYLVANIA STATE DEPT. OF 

PUBLIC INSTRUCTION 
HARRISBURG 
EXPERIMENTAL PROJECT TO MEASURE 
CERTAIN FACETS OF LANGUAGE 
GROWTH FOR HIGH SCHOOL STUDENTS 
IN BEGINNING FRENCH WHEN VARIA- 
TIONS OF TEACHER TIME AND EQUIP- 
MENT TIME ARE UTILIZED IN THE INS- 
TRUCTIONAL PROCESS. FINAL REPORT.- 


ED 013 376 


AN 
NDEA-VIIA-759 


PENNSYLVANIA STATE UNIV., 
UNIVERSITY PARK 
(FORMERLY NAMED PENNSYLVANIA 
STATE COLL. - 1953.) 
INVESTIGATION OF CLOSED-CIRCUIT 
TELEVISION FOR TEACHING UNIVERSI- 
TY COURSES. INSTRUCTIONAL TELEVI. 
SION RESEARCH, PROJECT NUMBER 
ONE.,AN 
ED 013 540 


PENNSYLVANIA STATE UNIV., 
UNIVERSITY PARK 
AGRICULTURAL EXPERIMENT STATION 
COMPARISON OF PROGRAMED AND LEC. 
TURE-DISCUSSION METHODS OF TEACH- 
ING FARM CREDIT TO HIGH SCHOOL 
YOUTH AND ADULTS.,A 


PSU-BULL-722 ED 013 872 


PITTSBURGH UNIV., PA., LEARN- 


ING RES. AND DEV. CTR. 
INDIVIDUALIZED SCIENCE LABORAT- 
ORY.,AN 
UP-RD-CTR-REPRINT-17 ED 013 664 

SELECTED AND ANNOTATED BIB. 

LIOGRAPHY OF STUDIES CONCERNING 

THE TAXONOMY OF EDUCATIONAL 

OBJECTIVES--COGNITIVE DOMAIN.,A 

UP-WP-13 ED 013 655 


RAND CORP., SANTA MONICA, 
CALIF. 
COST-EFFECTIVENESS--SOME TRENDS 
IN ANALYSIS. 
P-3529 ED 013 491 
ORIGIN AND HISTORY OF PROGRAM 
BUDGETING. 


P-3427 ED 013 494 


REHABILIATION RESEARCH 
FOUND., ELMORE, ALA. 
DRAPER CORRECTION CENTER 
MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 11TH PROGRESS REPORT, 
COMMUNITY SPONSORSHIP PROGRAM. 
ED 013 420 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 12TH PROGRESS REPORT, 
AUTO SERVICE STATION MECHANIC-AT- 
TENDANT COURSE. 

ED 013 421 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 13TH PROGRESS REPORT. 
ED 013 422 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 14TH PROGRESS REPORT. 
ED 013 423 


MDTA VOCATIONAL EXPERIMENTAL- 
DEMONSTRATION PROJECT FOR TRAIN- 
ING AND PLACEMENT OF YOUTHFUL 
OFFENDERS. 15TH PROGRESS REPORT. 
ED 013 424 





RENSSELAER POLYTECHNIC 
INST., TROY, N.Y. 
SCHOOL OF ARCHITECTURE 
SCHOOLS AND INNOVATION--A PROLO- 
GUE TO PLANNING. 
ED 013 525 


ROCHESTER AREA COUNCIL OF 
CHURCHES, INC., N.Y. 
PROJECT HEAD START AND THE CULTU- 
RALLY DEPRIVED IN ROCHESTER, NEW 
YORK, A STUDY OF PARTICIPATING AND 
NON-PARTICIPATING FAMILIES _ IN 
AREAS SERVED BY PROJECT HEAD 
START IN ROCHESTER, FINAL REPORT. 
ED 013 669 


RUTGERS, THE STATE UNIV., 
NEW BRUNSWICK, N.J. 
DATA PROCESSING, LABORATORY PRO- 
CEDURES AND THEORY, COURSE OF 
STUDY. 


ED 013 951 
NEEDLE TRADES, MATHEMATICS - I. 

ED 013 939 
POWER SEWING. 

ED 013 936 


RUTGERS, THE STATE UNIV., 
NEW BRUNSWICK, N.J. 
GRADUCATE SCHOOL OF EDUCATION 
COMMERCIAL FOODS, MATHEMATICS - 
I. 
ED 013937 


EVENING COLLEGE AND THE COMMUNI- 
TY COLLEGE--AN EXAMINATION OF THE 
CONFLICT IN NEW YORK AND A PROJEC- 
TION FOR NEW JERSEY.,THE 

ED 013617 


GUIDE FOR PLANNING COMMUNITY 
COLLEGE FACILITIES. 
ED 013 608 


SACRAMENTO STATE COLL.. 

CALIF. 
ICONIC SIGNS AND SYMBOLS IN AUDIO- 
VISUAL COMMUNICATION, AN ANALY- 
TICAL SURVEY OF SELECTED WRITINGS 
AND RESEARCH FINDINGS. FINAL REP- 
ORT. 


NDEA-VIIB-449 ED 013 371 


SAN DIEGO CITY COLL. CALIF. 
ENGLISH A--AN EVALUATION OF PRO- 
GRAMMED INSTRUCTION. 


SDCC-RR-67-7 ED 013 619 


~ FRANCISCO STATE COLL., 
A 


PROJECT HEAD START, SUMMER 1966, 


LECTURES PRESENTED IN THE ORIEN- 
TATION SESSION FOR PERSONNEL IN 
THE CHILD DEVELOPMENT CENTERS 
(SAN FRANCISCO STATE COLLEGE, 
JUNE 19-24, 1966). 

ED 013 693 


SAN JOAQUIN DELTA COLL., 


STOCKTON, CALIF. 
RELATIONSHIPS OF FACULTY SENATES 
(COUNCILS) TO THE ADMINISTRATIVE 


STAFF, PRESIDENTS AND/OR SUPERIN- 
TENDENTS, AND BOARD OF TRUSTEES 
IN SIXTY-EIGHT CALIFORNIA JUNIOR 
COLLEGES AS REPORTED BY THE PRES- 
IDENTS OR VICE PRESIDENTS. 

ED 013 640 


SAN LUIS OBISPO COUNTY SUPT. 
OF SCHOOLS, CALIF. 
FOUR PATHS TO READING. 
ED 013 724 


SAN MATEO COLL., CALIF. 
HEALTH EDUCATION BY EDUCATIONAL 
TELEVISION, A PRELIMINARY EVALUA- 
TION, 1964-65 FALL SEMESTER. 


ED 013 593 
PLANNING FOR INSTRUCTIONAL 
TELEVISION. 
ED 013 602 
SCHENECTADY CITY SCHOOL 
DISTRICT, N.Y. 


FOLLOW-UP OF ELEMENTARY FRENCH 
PROGRAM ON TV, AN EXPERIMENTAL 
PROGRAM. 

ED 013 567 


SCIENCE RESEARCH ASSO- 
CIATES INC., CHICAGO, ILL. 
OBJECTIVES OF SCIENCE EDUCATION, 
COMPILED AS A GUIDE TO THE DEVEL- 
OPMENT OF AN ASSESSMENT PROGRAM 
IN SCIENCE EDUCATION. 
ED 013 763 


SOUTH CAROLINA STATE DEPT. 
OF EDUCATION, COLUMBIA 
SURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 
TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS.,A 
ED 013 868 


SOUTHWESTERN COOP. EDUC. 

LAB., ALBUQUERQUE, N.MEX. 
FOSTERING AND REINFORCING INNO- 
VATIVE BEHAVIOR IN SELECTED 
SCHOOL PERSONNEL, A MONOGRAPH OF 
SELECTED PAPERS PRESENTED AT TWO 
INSTITUTES (TUCSON, SUMMER AND 
FALL, 1966). 


BR-6-2827 ED 013 683 


STANFORD UNIV., CALIF., 
INST.MATH.STUDIES SOC.SCI. 
(FULL NAME - INST. FOR MATHEMATI- 
CALSTUDIESIN SOCIAL SCIENCE.) 
CONCEPT FORMATION BY KINDERGAR- 
TEN CHILDREN IN A CARD-SORTING 
TASK. PSYCHOLOGY SERIES. 
IMSSS-TR-109 ED 013 665 
READING CURRICULUM FOR A COMPU- 
TER-ASSISTED INSTRUCTIONAL SYS- 
TEM-THE STANFORD PROJECT. PRO- 
GRESS REPORT.,A 


BR-5-0684-PR ED 013 722 


STATE UNIV. OF N.Y., BUFFALO 
ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 


PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 


(9TH, BUFFALO, 1966). BUFFALO 
STUDIES. 
SUNY-B-VOL-2-NO-1-JUN-66 ED 013 633 


SYRACUSE UNIV.,N.Y. 
CENTER FOR DEMONSTRATING THE 
TEACHING OF READING TO STUDENTS 
IN GRADES 7-12.,A 
CRP-D-068 ED 013719 

COMPARISON OF THREE METHODS OF 

TEACHING READING IN THE SECOND 

GRADE. 

CRP-3231 


EFFECTIVENESS OF FOUR METHODS OF 
INCREASING READING RATE, COMPRE- 
HENSION, AND FLEXIBILITY. 
BR-6-8187 


ED 013 713 


ED 013718 


SYRACUSE UNIV..N.Y., ERIC 
CLEARINGHOUSE ON ADULT 
(FULL NAME - ERIC CLEARINGHOUSE 
ON ADULT EDUC.) 
MANAGEMENT DEVELOPMENT, NUM- 
BER 1. CURRENT INFORMATION 
SOURCES. 
ED 013 430 


METHODS AND TECHNIQUES OF ADULT 
TRAINING, NUMBER 1. CURRENT IN- 
FORMATION SOURCES. 

ED 013 429 


SYRACUSE UNIV., N.Y., YOUTH 


DEVELOPMENT CENTER 
STUDY OF INTEGRATION IN RACIALLY 
IMBALANCED —_ URBAN PUBLIC 


SCHOOLS-A DEMONSTRATION AND 
EVALUATION. FINAL REPORT.,A 
CRP-D-125 ED 013 857 


SYSTEM DEVELOPMENT CORP., 
SANTA MONICA, CALIF. 
MULTI-MEDIA TRAINING FOR CROSS- 
CULTURAL INTERACTION. 
SDC-SP-2812 ED 013 397 
RELATIONSHIP OF LEARNER CHARAC- 
TERISTICS TO MEDIA STIMULI AND 
PROGRAMING SEQUENCES.,THE 
SP-2718-000-01 ED 013541 


TECHNOMICS INC., CHICAGO, 
ILL. 
FEASIBILITY OF COST/EFFECTIVENESS 
ANALYSIS FOR TITLE 1, PUBLIC LAW 89- 
10. FINAL REPORT.,THE 


BR-6-1680 ED 013 370 


TENNESSEE STATE BOARD FOR 

VOC. EDUC., MURFREESBORO 
VOCATIONAL CURRICULUM LAB. 
MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREPARED BY PRACTICAL 
NURSING INSTRUCTORS DURING CON- 
FERENCE (UNIVERSITY OF TEN- 
NESSEE, AUGUST 14-18, 1961). 

ED 013 940 
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TENNESSEE STATE DEPT. OF 
EDUCATION, NASHVILLE 
GUIDE FOR COURSE OF ‘STUDY FOR 
COOK (HOTEL AND RESTAURANT) (ENT- 
4 ED 013 952 


TENNESSEE UNIV., KNOXVILLE, 
COLL. OF EDUCATION 
MOTHER AND INFANT CARE, PRACTI- 
CAL NURSE TRAINING PROGRAM, LES- 
SON PLANS, PREPARED BY PRACTICAL 
NURSING INSTRUCTORS DURING CON- 
FERENCE (UNIVERSITY OF TEN- 
NESSEE, AUGUST 14-18, 1961). 
ED 013 940 


TEXAS A AND M UNIV., COLLEGE 
STATION 
AGRICULTURAL MACHINERY--POWER. 
TEACHERS COPY. 
ED 013 892 


FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. 
ED 013 890 


PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013 891 


TEXAS EDUCATION AGENCY, 
AUSTIN 
AGRICULTURAL MACHINERY--POWER. 
TEACHERS COPY. 
ED 013 892 


FEED SALES AND SERVICEMAN. TEACH- 
ERS COPY. 
ED 013 893 


FERTILIZER SALES AND SERVICEMAN. 
TEACHERS COPY. 
ED 013 890 


PARKS AND LANDSCAPE EMPLOYEE. 
TEACHERS COPY. 
ED 013 891 


VANGUARD OF EDUCATION IN TEXAS. 
ED 013 866 


TEXAS SOUTHERN UNIV., HOUS- 
TON 
PREDICTION OF DROPOUT BEHAVIOR 
AMONG URBAN NEGRO BOYS. FINAL 
REPORT.,THE 


CRP-2848 ED 013 847 


TEXAS STATE DEPT. OF HEALTH, 
AUSTIN 
TEXAS STATE DEPARTMENT OF 
HEALTH MIGRANT PROJECT. ANNUAL 
REPORT. 
ED 013 680 


TEXAS UNIV., AUSTIN 
KEY IDEAS ABOUT LATIN AMERICA, 
BULLETIN NUMBER 4. 
BULL-4-1967 
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ED 013 342 





UNITED NATIONS EDUCATION- 

AL SCIENTIFIC AND CULT.ORG 
PARIS(FRANCE) (UNESCO) 
‘MANPOWER, EMPLOYMENT, AND EDUC- 
ATION IN THE RURAL ECONOMY OF 
TANZANIA... 


IIEP-AFR-RES-MONOGR-9 ED 013 402 


UNIVERSITY CITY SCHOOL DIS- 
TRICT, MO. 
EFFECTS OF ASSESSMENT AND PERSO- 
NALIZED PROGRAMMING ON SUBSE- 
QUENT INTELLECTUAL DEVELOPMENT 
OF PREKINDERGARTEN AND KINDER- 
GARTEN CHILDREN.,THE 


BR-6-1328 ED 013 663 


UNIVERSITY COUNCIL FOR EDU- 
CATIONAL ADMINISTRATION 
COLUMBUS, OHIO 
ADMINISTERING THE COMMUNITY COL- 
LEGE IN A CHANGING WORLD, PAPERS 
PRESENTED AT THE ANNUAL CONFER- 
ENCE OF THE UNIVERSITY COUNCIL 
FOR EDUCATIONAL ADMINISTRATION 
(9TH, BUFFALO, 1966). BUFFALO 
STUDIES. 
ED 013 633 


UNIVERSITY FACILITIES RES. 
CTR., MADISON, WIS. 
(LOCATED ON THE UNIV. OF WISCONSIN 
CAMPUS.) 
HORIZONTAL AND VERTICAL CIRCULA- 
TION IN UNIVERSITY INSTRUCTIONAL 
AND RESEARCH BUILDINGS. 
ED 013531 


UNIVERSITY RESEARCH BUILDINGS 
FOR SHORT-TERM GRANT PROGRAMS. 
ED 013 530 


UTAH STATE BOARD OF EDUCA- 

TION, SALT LAKE CITY,UTAH 
PILOT STUDY TO DETERMINE THE IN- 
FLUENCE UPON TEACHERS AND UPON 
STUDENTS OF A TELEVISION PROGRAM 
DESIGNED TO PROVIDE IN-SERVICE 
TRAINING AND CLASSROOM INSTRUC- 
TION IN SPANISH.,A 


CRP-467 ED 013 685 


UTAH UNIV., SALT LAKE CITY, 
MIDDLE EAST CTR. 
STUDY CONFERENCE ON TEACHING AR- 
ABIC AT THE SECONDARY SCHOOL 
LEVEL. FINAL REPORT. 


NDEA-VI-14-5 ED 013 357 


VERMONT UNIV. AND STATE 
AGRIC. COLL., BURLINGTON 
VERMONT AGRICULTURAL EXPER- 
MENT STATION 
FEMALE SCHOOL DROPOUT, SOME AS- 
PECTS OF HER MARRIAGE AND FAMILY 
MANAGEMENT.,THE 


MISC-PUB-44 ED 013 882 


WARREN CITY SCHOOLS, OHIO 
GUIDANCE DATA FOR PROGRAM AS- 
SIGNMENT IN THE WARREN CITY 
SCHOOLS. 


WCS-ASBULL-O-1 ED 013 504 


WASHINGTON COUNTY BOARD 
OF EDUC., HAGERSTOWN, MD. 
WASHINGTON COUNTY CLOSED-CIR. 
CUIT TELEVISION REPORT. 
ED 013 536 


WASHINGTON UNIV., SEATTLE 
PROCEEDINGS OF THE TECHNICIAN 
MANPOWER CONFERENCE, A CONFER. 
ENCE CONCERNING THE EDUCATION 
AND UTILIZATION OF SEMI-PROFES. 
SIONAL TECHNICAL PERSONNEL (UNIV- 
ERSITY OF WASHINGTON, SEATTLE, OC- 
TOBER 23-24, 1963). 

ED 013 629 


WASHINGTON UNIV., SEATTLE, 
CENTER FOR DEVELOPMENT OF COM- 
MUNITY COLL. EDUC. 

FACULTY PARTICIPATION IN COMMUNI- 
TY COLLEGE GOVERNANCE--AN ANNO. 
TATED BIBLIOGRAPHY. 
CDCCE-OP-3 ED 013651 

PLANNING, PROGRAMMING, DESIGNING 

THE COMMUNITY COLLEGE, PROCEED- 

INGS OF A CONFERENCE SPONSORED 

BY THE COLLEGE OF ARCHITECTURE 

AND URBAN PLANNING AND THE CEN. 

TER FOR THE DEVELOPMENT OF COM- 

MUNITY COLLEGE EDUCATION (UNIV- 

ERSITY OF WASHINGTON, APRIL 24-25, 

1967). 

ED 013 639 


PROBLEMS AND NEEDS OF WASHING- 
TON COMMUNITY COLLEGES--AN EX- 
PLORATORY SURVEY OF IMPORTANT 
RESEARCH AREAS. 


CDCCE-OP-2 ED 013 630 


WASHINGTON UNIV., ST. LOUIS, 
MO.,INST.FOR URBAN ST 
(FULL NAME - INST. FOR URBAN AND 
REGIONAL STUDIES) 
EQUALIZING IMPACT OF STATE AID TO 
EDUCATION.,THE 


WP-EDA-3 ED 013 501 


WAYNE STATE UNIV., DETROIT. 
MICH. 


DEVELOPMENTAL CAREER GUIDANCE 
IN ACTION, THE FIRST YEAR. 


ED 013 456 


HOUSE PLAN IN HIGHER EDUCATION 
AND ITS APPLICATION TO THE COM- 
MUNITY COLLEGE.,THE 

ED 013 627 


WELLEMEYER (JOHN F.), WASH- 
INGTON, D.C. 
RESURVEY OF FOREIGN LANGUAGE 
NEEDS OF SELECTED FEDERAL AGENC- 
IES. 
NDEA-VI-32-5 ED 013 355 
SURVEY OF PERSONNEL POLICIES IN 
RELATION TO FOREIGN LANGUAGE 
COMPETENCES. 


NDEA-VI-31-5 ED 013 354 


WINTHROP COLL., ROCK HILL, 


SURVEY OF THE ATTITUDES HELD BY 
CERTAIN SOUTH CAROLINA NINTH AND 





TWELFTH GRADE GIRLS TOWARD HOME 
ECONOMICS RELATED JOBS.,A 
ED 013 868 


WISCONSIN BOARD OF REGENTS 
OF STATE UNIVERSITIES 


MADISON 
UNIT COST STUDIES. 


ED 013 492 


WISCONSIN STATE UNIV., 
WHITEWATER 
CONTINUING EDUCATION FOR DEAF 
ADULTS. 
ED 013 419 


WISCONSIN UNIV., MADISON 
EDUCATIONAL APPLICATIONS OF MAN- 
AGEMENT GAMES. FINAL REPORT. 
BR-5-0842 ED 013 372 


MATERIALS FOR INTERMEDIATE TEL- 
UGU. 


BR-5-1222 ED 013 433 


WISCONSIN UNIV., MADISON 
INDUSTRIAL RELATIONS RESEARCH 
INST. 

RETRAINING AND MIGRATION AS FAC- 
TORS IN REGIONAL ECONOMIC DEVELO- 
PMENT. 

ED 013 399 


WISCONSIN UNIV., MADISON 


SCHOOL OF EDUCATION 
TRANSFER EFFECTS OF TRAINING IN- 


TERMEDIATE GRADE PUPILS TO AD- 
JUST READING SPEED TO READING 
PURPOSE. 


CRP-3137 ED 013715 


WISCONSIN UNIV., MADISON 
UNIVERSITY EXTENSION (OPERATES 
FROM THE 13 UNIVERSITY CAMPUSES 
AND THE ADDITIONAL FIELD OFFIC- 
ES.) 

CONTINUING EDUCATION 
ADULTS. 


FOR DEAF 


ED 013 419 


WISCONSIN UNIV., MILWAUKEE 
CONTINUING EDUCATION FOR DEAF 


ED 013 419 


SOME EFFECTS OF AUDIO-VISUAL 
TECHNIQUES ON ASPIRATIONAL LEVEL 
AND ETHNOCENTRIC SHIFT. FINAL 
REPORT. 


BR-5-0785 ED 013 862 


WOMENS BUREAU, WASHING- 
TON, D.C. (DEPT. OF LABOR) 

CONTINUING EDUCATION PROGRAMS 

FOR WOMEN. 

DOL-WB-PAM-10 ED 013 933 
EQUAL PAY FACTS. 
DOL-WB-LEAFL-2 ED 013 962 
FEDERAL FUNDS FOR DAY CARE PROJ- 
ECTS. 

ED 013 907 


TRENDS IN EDUCATIONAL ATTAIN- 
MENT OF WOMEN. 
ED 013 887 


WHO ARE THE WORKING MOTHERS. 
DOL-WB-LEAFL-37 ED 013 960 


YALE UNIV., NEW HAVEN, CONN. 


DESCRIPTION OF CEBUANO VISAYAN.,A 
NDEA-VI-370 ED 013 369 


DESCRIPTIVE INDONESIAN GRAMMAR- 
-PRELIMINARY EDITION.,A 
BR-5-1219 ED 013 432 


MANUAL OF JAPANESE WRITING, BOOK 


1A 
BR-5-1297-BK-1 


ED 013 444 


MANUAL OF JAPANESE WRITING, BOOK 
2.,A 
BR-5-1297-BK-2 ED 013 445 
MANUAL OF JAPANESE WRITING, BOOK 
3.,A 


BR-5-1297-BK-3 ED 013 446 


YESHIVA UNIV., NEW YORK, N.Y., 
ERIC CLEARINGHOUSE 
(FULL NAME - ERIC CLEARINGHOUSE 
FORURBAN DISADVANTAGED.) 
COMPENSATORY EDUCATION IN THE 
EQUALIZATION OF EDUCATIONAL OP- 
PORTUNITY--A SUMMARY EVALUATION 
OF COMPENSATORY EDUCATION, SOME 
MODELS FOR ITS IMPROVED APPLICA- 
TION AND SOME PROJECTED COSTS OF 
THEIR IMPLEMENTATION. A REPORT TO 
THE U.S. COM. ON CIVIL RIGHTS. 
ED 013 863 
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ERIC VUCUMENT REPRODUCTION 


SERVICE 





Abstractor’s initials. 





EP 010 990 24 
RESEARCH PROJECT TO PROVIDE MATERI- 
ALS FOR TEACHING ASIAN MUSIC TO U.S. 
PUBLIC SCHOOLS AND COLLEGES. 
INVESTIGATOR, CURTISS, MARIE J. 
SYRACUSE UNIV., N.Y., SCHOOL OF MUSIC 

BUREAU NUMBER BR-8-B-004 
REGIONAL RESEARCH, OFFICE ASSO- 

CIATE COMMISSIONER 
NEW YORK CONGRESSIONAL DISTRICT 

NO. 34 

PROPOSAL DATE 04 OCT 66 
GRANT OEG-0-8-000004-1901 

DESCRIPTORS *ASIAN MUSIC, ‘*IN- 
STRUMENTATION, *MUSIC, *PHOTOGRA- 
PHS, *TAPE RECORDINGS, 

START DATE 10-01-67 END DATE 03-31-69 

A RESEARCH PROJECT WILL COLLECT 
AND PREPARE MUSICAL AND CULTURAL 
MATERIALS IN SOUTH ASIAN MUSIC FOR 
PUBLIC SCHOOL AND TEACHER TRAIN- 
ING USE. THE PROJECT DIRECTOR WILL 
SPEND 6 WEEKS IN INDIA TO (1) MAKE 
TAPE RECORDINGS OF MUSIC NOT AVAIL- 
ABLE ON COMMERCIAL RECORDINGS IN 
THE UNITED STATES, (2) PHOTOGRAPH 
MUSIC PERFORMANCES AND PRACTICES, 
AND (3) COLLECT RECORDS, INSTRUM- 
ENTS, ARTIFACTS, AND BOOKS NEEDED 
TO TEACH A COURSE IN ASIAN MUSIC FOR 
INSERVICE TEACHERS. EMPHASIS WILL 
BE ON THE CLASSICAL IDIOM, BUT FOLK 
AND RELIGIOUS MUSIC ALSO WILL BE 
INCLUDED. A PROPOSED TRAVEL ITINER- 
ARY AND A LIST OF CONTACTS ARE INC- 
LUDED. (TC) 


EP 010 991 
ERIC DOCUMENT REPRODUCTION SERVI- 
CE. 
INVESTIGATOR, KOPPA, CHARLES J. 
MICROCARD CORP., ROCKVILLE, MD. 
BUREAU NUMBER BR-8-9009 
EDUCATIONAL RESOURCES INFORMA- 
TION CENTER, DITD 
PROPOSAL DATE 22 SEP 67 
CONTRACT OEC-0-8-089009-1918 
DESCRIPTORS *INFORMATION DISSEMI- 
NATION, *MARKETING, *MICROFICHE, 
*PHOTOGRAPHY, *RECORDS (FORMS), 
START DATE 11-20-67 END DATE 02-20- 69 
A PLAN IS PRESENTED FOR THE OPERA 
TIONS AND FACILITIES REQUIRED FOR A 
SYSTEM OF MINIATURIZATION, DUPLI- 
CATION, REPRODUCTION, PROMOTION, 
AND DISTRIBUTION OF ERIC DOCUMENTS 
ON AN INTERNATIONAL BASIS. PROCESS 
FLOW CHARTS ARE SHOWN FOR THE PRO- 
DUCTION OF (1) MICROFICHE MASTER NE- 
GATIVES, (2) DUPLICATE MICROFICHE, 
AND (3) HARD COPIES. QUALITY CONTROL 
PROCEDURES ARE DETAILED FOR (1) 
MASTER NEGATIVE MICROFICHE, (2) 
STANDING ORDER DUPLICATE MICRO- 
FICHE, (3) ON-DEMAND DUPLICATE MI- 
CROFICHE, AND (4) HARD COPY REPROD- 
UCTIONS. ACCOUNT MAINTENANCE AND 
BUILDING PROCEDURES ARE DETAILED. 
A SAMPLE MONTHLY SALES REPORT IS 
SHOWN. RECOMMENDED USER ORDER 
FORMS WILL BE DESIGNED FOR USE. A 
PROPOSED PERFORMANCE SCHEDULE IS 
GIVEN FOR (1) SILVER NEGATIVE MASTER 
MICROFICHE, (2) SILVER DUPLICATE NE- 
GATIVE MICROFICHE (STANDING OR- 
DERS), AND (3) ON-DEMAND MICROFICHE 
AND HARDCOPY. (TC) 


EP 010 992 24 
THE IMPORTANCE OF MEMORY SPAN AND 
TRAINING IN REASONING ABILITY. 

INVESTIGATOR, WHIMBEY, ARTHUR E. 





CALIFORNIA STATE COLL., HAYWARD 
BUREAU NUMBER BR-7-I-028 
REGIONAL RESEARCH, OFFICE ASSO- 
CIATE COMMISSIONER 
CALIFORNIA CONGRESSIONAL DISTRICT 
NO.9 
PROPOSAL DATE 67 
GRANT OEG-1-7-070028-5239 
DESCRIPTORS *ABSTRACT REASONING, 
*LOGICAL THINKING, *MEMORY, *TESTS, 
*TRAINING, COGNITIVE PROCESSES, 
THOUGHT PROCESSES, 
START DATE 06-28-67 ENDDATE 07-31 31-68 
A PSYCHOLOGICAL RESEARCH STU 
WILL BE MADE TO DETERMINE WHETH. 
ER MEMORY SPAN ISA REQUISITE ABILI- 
TY IN THE PERFORMANCE OF CERTAIN 
REASONING TASKS, AND TO EVALUATE 
THE RELATIONSHIP BETWEEN MEMORY 
SPAN AND TRAINING. A MEMORY SPAN 
TEST AND THE REASONING TEST WILL BE 
ADMINISTERED TO SUBJECTS. A TEST 
WILL BE MADE TO SEE IF ANY OF THE IN- 
DIVIDUALS WHO SCORE HIGH ON CER- 
TAIN REASONING TASKS WILL SCORE 
VERY LOW ON MEMORY SPAN TESTS. 
PILOT RESEARCH SUGGESTED THAT NO 
SUBJECTS WHO SCORE BELOW THE 20TH 
PERCENTILE ON THE MEMORY TEST 
WILL SCORE ABOVE THE 80TH PERCEN- 
TILE ON THE REASONING TEST. ANOTH- 
ER EXPERIMENT WILL BE MADE TO SEE 
IF SUBJECTS WHO INITIALLY EXHIBIT 
HIGH MEMORY BUT LOW REASONING 
TEST SCORES WILL SHOW A MUCH LAR- 
GER GAIN IN REASONING TEST SCORES 
AS A RESULT OF TRAINING, THAN 
SUBJECTS WITH LOW MEMORY SPAN 
SCORES. THE HIGH MEMORY GROUP IS 
EXPECTED TO BENEFIT FROM TRAINING 
WHILE THE LOW MEMORY GROUP WILL 
NOT. (TC) 


EP 010 993 24 

EVALUATION OF SELECTED ASPECTS OF A 

JUNIOR COLLEGE REMEDIAL READING 

PROGRAM. 

INVESTIGATOR, LOSAK, JOHN G. 

MIAMI-DADE JUNIOR COLL., FLA. 
BUREAU NUMBER BR-7-D-005 

REGIONAL RESEARCH, OFFICE ASSO- 
CIATE COMMISSIONER 

FLORIDA CONGRESSIONAL DISTRICT NO. 


4 

PROPOSAL DATE 15 NOV 66 
GRANT OEG-1-7-070005-1714 

DESCRIPTORS *EVALUATION, 
*FRESHMEN, *JUNIOR COLLEGES, *READ- 
ING TESTS, *REMEDIAL READING, 

START DATE 04-14-67 END DATE 05-13-67 

THE EFFECTIVENESS OF A REMEDIAL 
READING PROGRAM USED FOR SELECTED 
ENTERING FRESHMEN IN A JUNIOR COL- 
LEGE IS TO BE EVALUATED. AN EXPERI- 
MENTAL AND A CONTROL GROUP WILL BE 
CREATED. THE CONTROL GROUP WILL BE 
SELECTED ON A RANDOM BASIS FROM 
FULL-TIME ENTERING FRESHMEN NOR- 
MALLY ELIGIBLE FOR THE REMEDIAL 
READING COURSES. THEY WILL NOT BE 
PERMITTED TO TAKE A REMEDIAL READ- 
ING COURSE. AT THE END OF THE SEM- 
ESTER, THE EXPERIMENTAL GROUP AND 
THE CONTROL GROUP WILL BE COM- 
PARED ON THE FOLLOWING DEPENDENT 
VARIABLES--(1) GRADE POINT AVERAGE, 
(2) READING LEVEL IMPROVEMENT, AND 
(3) CONTINUATION IN COLLEGE. THE .01 
LEVEL WILL BE REQUIRED FOR SIGNIFI- 
CANCE OF DIFFERENCE BETWEEN 
GROUP MEANS ON GRADE POINT AVERA- 
GE. FOR READING LEVEL IMPROVEMENT, 
A RETEST ON A DIFFERENT NATIONAL 
STANDARDIZED READING TEST WILL BE 
USED. (TC) 





EP 010 994 64 
THE CONDITIONS AND VARIABLES AFFECT- 
ING THE QUALITY OF INSTRUCTIONAL 
TELEVISION. 
INVESTIGATOR, CARPENTER, C. R. 
PENNSYLVANIA STATE UNIV., UNIVERSI- 

TY PARK 

BUREAU NUMBER BR-7-1142 
BASIC STUDIES BRANCH, DHER 
PENNSYLVANIA CONGRESSIONAL DIS- 

TRICT NO. 23 

PROPOSAL DATE 08 JUN 67 
CONTRACT OEC-1-7-071142-4372 

DESCRIPTORS *DESIGN, *INSTRUC- 
TIONAL MATERIALS, *INSTRUCTIONAL 
TECHNOLOGY, *INSTRUCTIONAL TELEVI- 
SION, *RESEARCH REVIEWS (PUBLICA- 
TIONS), ERIC, RESEARCH, 

START DATE 06-16-67 END DATE 03-15-68 

THE PRESENT STATE OF DEVELOP- 
MENT OF INSTRUCTIONAL TELEVISION 
AND RELATED MEDIA AND THEIR USES 
FOR THE INSTRUCTIONAL NEEDS OF THE 
NATION WILL BE DESCRIBED. STUDIES 
WILL BE BASED ON AND PROCEED FROM 
SUMMARY REVIEWS OF RESEARCH AND 
ERIC FILES AND ABSTRACTS. PRIMARY 
SOURCES RELATIVE TO THE QUALITY OF 
MATERIALS WILL BE SYSTEMATICALLY 
EXAMINED. EXAMPLES OF SELECTED 
QUALITY MATERIALS WILL BE ANA- 
LYZED, AND STUDIES MADE OF MODELS 
OF THE BEST CURRENT PRACTICES FOR 
PRODUCING INSTRUCTIONAL MATERI- 
ALS FOR TELEVISION. ESSAYS, OBSER- 
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SOURCE REQUIREMENTS. RELEVANT 
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BE PREPARED FOLLOWING THE FIELD 
STUDY PHASE THAT WILL CONTAIN A 
DESCRIPTIVE SUMMARY OF THE PRO- 
GRAMS SELECTED FOR EXAMINATION. 
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THE CONCLUSIONS REACHED. (TC) 
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€GO00115 
CG000117 


ERIC Document 
Number 


ED012464 
ED012465 
ED01246é 
—D012906 
€C012907 
—C012908 
£0012909 
ED012910 
ED012911 
ED012912 
£00129 13 
€C012914 
ED012915 
ECO1291€é 
E0012917 
E0012918 
ED012919 
ED012920 
EC612921 
E001292z 
E0012923 
ED012924 
€00 12925 
ED01292¢é 
EC012927 
EC013435 
€C0 13436 
ED0013437 
ED0 13428 
£D0 13439 
£D013440 
€C013441 
ED013442z 
EC013443 
EDO 13444 
ED013445 
£0013446 
EC013447 
ED01344E 
ED0 13449 
EDO 13450 
ED0 13451 
£0013452 
—0013453 
ECC13454 
E0013455 


EC01345€é 
—0012928 
£D012467 
£0012468 





Clearinghouse 
Accession 
Number 


CG000146 
C€G000148 
CGO000149 
CGO000154 
CG000156 
€G000168 
CGOO001ES 
C€G000170 
€G000176 
CG000245 
€G000343 
€G000409 
CG0C0412 
C€G000414 
CG000420 
CG000422 
CGOC0425 
CGOCC428 
CG000432 
CG000523 
CC000524 
CC000525 
CG000526 
CG000531 
CG00053%3 
CGO0CC535 
CG000537 
C€C000541 
CG000551 
CG000552 
C€G000556 
CG000559 
CGOCC5E4 
CGO0005éE 
CG000604 
CGO00E05 
CGOCC61L5 
CGO000627 
CG000632 
CG000é41 
CG000655 
€G000658 
CG000659 
€G000660 
CG000661 
CG000666 
CCO00EES 
CG000670 
CGO000671 
CG000681 
CGOC0686 


ERIC Document 
Number 
ECO1L24ES 
ED01247C 
—€£012471 
ECC1292S 
ECO012930 
ECOL2472 
EC012473 
ECC12474 
EC0 12931 
ED012475 
ED012932z 
E0012922 
ED012476 
ECOC12477 
£C012934 
€C012925 
ECO12478 
ECO012936 
E0012937 
EC012479 
ECO1248C 
ED01248@1 
€C0012482 
E0012S38 
EC012939 
££012483 
ECO12484 
ECC12485 
ECC12486é 
€0012487 
ED012488 
£0012489 
E0012490 
€CC1294C 
0012941 
—€C012491 
ED012942 
£00 12492 
ED012493 
EC012943 
EC013457 
€D012944 
ED0012494 
ED01z2495 
EDO 1249€ 
€D012945 
ECC12S4€ 
E0012947 
ED0013458 
—£D0012497 
€0012498 


Clearinghouse 
Accession 
Number 


CGO0C0688 
CGO00689 
CG000702z 
CGO00071¢é 
€G000717 
CG0C0718 
CG000719 
CGOCO745 
CGO0077?2 
CG000773 
CGO000774 
CG000777 
CGOCC810 
C60CC0819 
CGO0C0839 
CGO008E2 
CC000865 
CGOCO912 
C€G000913 
CG000922 
CG000927 
CG000928 
CG000929 
CG0009 30 
CG000931 
CG000$ 32 
CGO00971 


££000143 
E4000497 
EA000548 
E 4000549 
E£000555 
E 4000571 
EAOCO5?72 
EA000573 
EA000585 
£ 4000587 
E 4000594 
EA40CC598 
EAOCC618 
EAODOOE36E 
E 4000637 
EA00C0665 
EA000668 
EA000671 
EAQCC676 
EA0C0690 
EA000691 
EA000ES3 
—A0C0707 


ERIC Document 
Number 
£0012499 
—D012500 
ECC1345¢ 
ECC12948 
EDC12949 
ED012950 
—€D01295) 
ED013460 
£C013461 
EC012952 
—E£012953 
ED0012954 
ED01346z 
ED013462 
EC013464 
EC013465 
ECO1346€ 
ECO13467 
ECO013468 
ECO013469 
EC01347C 
ECO13471 
E0013472z 
ECO013473 
EC013474 


€0013475 
ECO13476 


ED013477 
€£012955 
EDO12S5¢€ 
£D012957 
EDO 13478 
€00 12501 
€£013479 
EC012958 
E001250z 
—D012959 
EDO 12480 
ED0125023 
E0012960 
ECC125C4 
—D012505 
ED0 13481 
£D01250¢ 
£D0 12961 
ED0 12962 
—D012507 
ECO1250€e 
EC0013482 
€C012509 
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Clearinghousé 
Accession 
Number . 


EA000709 
EA000714 
EAOCO716 
EA000719 
EA000729 
EA000735 
EAQCOT36 
EAOCCT37 
EAQCO738 
EA000739 
—A000740 
—4£000741 
EAOCOT42 
EA0007T43 
E4£0C0748 
EACCOT54 
EAOCO755 
EA000757 
—A000758 
EAOCC7E0 
EAOCO761 
EA0CCT73 
EAOCO774 
EAQOOO77éE 
EAOO077?7 
EA000783 
E 4000784 
E 4000787 
EA000792 
EAOCO794 
EAQOO7T97 
EAQOOReC1 
£AQ000810 
EAOCOEel1 
EA0CO0813 
EA000814 
£A000815 
EAN00822 
EA0008 24 
£A000833 
EA00C854 
EAOC0862 
£A000865 
EAOOO8E9 
EA000872 


EC000039 
EC000083 
ECOC0084 
EC000107 
EC000 108 


ERIC Document 


Number 


EC012510 


E00 13483. 


EC013484 
EC013485 
ECOL2SE3 
€£012511 
£0012512 
£D013486 
€D0125123 
€D012514 
EC012515 
ED012S64 
€0013487 
E0012965 
E00 12966 
£0012967 
£0013488 
ECO1251€ 
ECC12968 
EC0129695 
€D012517 
—0012970 
EC012518 
ECO1251¢ 
€0012971 
E001348S 
ED01297z 
ED0 12490 
ED0 13491 
£C£012973 
ECO012974 
€C0013492 
£C0134953 
£0013494 
ED012975 
ECO12976 
EC013495 
ED0134S€é 
EC0134S7 
£0013498 
E0013499 
—D0 13500 
E0013501 
£C013502 
—C013502 


ED0 13504 
£0013505 
£00 13506 
£D012520 
€C012521 


Clearinghouse 
Accession 
Number 


EC000109 
ECOO00111 
ECO00114 
ECO0C116 
ECOCCL22 
ECO00130 
—C000131 
ECOCOLES 
ECOO00O172 
ECO00174 
ECOCO1L75 
ECOC0200 
EC000209 
EC000236 
ECOC0240 
EC000244 
EC000256 
ECOCO272 
EC000290 
EC000291 
EC000293 
ECCO00306 
EC000307 
ECO000351 
EC000362 
EC000371 
ECQO00386 
EC000393 
ECOCC0394 
ECO000395 
EC 000404 
ECOQ004C5 
£C000433 
EC000445 
EC000463 
ECOC0465 
ECOC0O491 
ECCC0508 
ECOOOS12 
ECO0CO518 
ECO0C521 
ECO00524 
FC000543 
EC000557 
EC000559 
ECO000561 
EC000564 
ECOCCS5SES 
EC000569 
ECOO0571 
EC000573 





ERIC Document 
Number 
ECO12522 
E0012523 
ED012977 
ED012978 
ED012524 
EC013507 
ECO1297S 
EC012980 
ED012525 
ED01298] 
ED012526 
ED012527 
ECC1350€ 
EDO1L2SEZ 
ED013509 
ED0129832 
EDO 13510 
EC0 12984 
ECOL252E 
ECO1252S 
EC012985 
ED012986€ 
ED012987 
E0013511 
€0012530 
ECC12531 
ECO012532 
EC012533 
ED012534 
ED012988 
ED012535 
ECO13512 
ECO1298S 
EC012990 
ED013512 
ED012536 
ED012537 
€0012991 
ECO012€38 
E0012992 
E0012539 
EC012993 
EC012540 
€(012541 
EC012542 
€0012SS4 
EC012543 
EC013514 
—C0012995 
E0013515 
ECO013516 











Clearinghouse 
Accession 
Number 


ECO00574 
ECO000576 
—EC000580 
ECO000582 
EC000583 
ECO00599 
ECCC0600 
EC000603 
ECD00615 
ECO00616 
EC000619 
EC0C0635 
ECOC0655 
ECOOOESE 
EC000657 
EC000658 
ECOCO791 
ECOCC969 
ECOC1C48 
EC001102 
ECOO1111 
ECOCL1L?? 
EC0C1213 
ECOC1214 
ECO01216 
ECO01217 
EC001308 
ECO001476 


EFOOO007 
EFO00010 
EFOOOOLS 
EFO000026 
EFOO0C27 
EFO000038 
EFO000046 
EFOO0O047 
EFOCOCES 
EFOOOO75 
EFOCOC7?6 
EFO00078 


E¥000483 
EM000485 
EMOC0488 
EMO0CC0489 
EMCC0506 
EMOO0S12 
EM000524 


FL000029 


ERIC Document 
Number 
€0C013517 
ECO013518 
ED012544 
ED012996 
ED012997 
ED012998 
£0012999 
ECO13COC 
EDO13&1S 
—€D0 13001 
ED01300z 
€D013520 
€0013521 
—€(C13003 
EDOL3E2Z2 
E0012545 
—€0013004 
ED0013005 
ED01300€ 
E0013007 
ECC13CO0e 
ED013009 
EC013010 
—E0013011 
€0013012 
ECO13013 
£C013014 
ECO013623 


E0012524 
ED012525 
EDO 1352€ 
ED012527 
EC013528 
EC01352S 
€0013520 
£C013531 
€C013532 
E0013533 
€C013534 
ECC13535 


€C013536é 
—C013537 
£0013538 
E00 13539 
E0013540 
ECC13541 
ED013542 


E0013015 


Clearinghouse 
Accession 
Number 


FL 000033 
FL0C0042 
FLO00105 
FL000 107 
FLOOO111 
FLOCC118 
FLOCO123 
FLOCO125 
FLOO0127 
FLO00121 
FLO00132 
FLO00169 
FL 000208 
FLO000267 
FLOOO271 
FLOCO276 
FLOOO277 
FLO00296 
FL 000306 
FLC00307 
FLOC0313 
FLOCC318 
FLO00319 
FLO00320 
FLOC0334 
FLO00335 
FL000339 
FLOC0340 
FLO00341 
FLO00 242 
FL000343 
FL000344 
FL 000345 
Fl 000346 
FL000347 
FLOCO350 
FLO00352 
FLOCO353 
FL 000356 
fL 000362 
FLO000365 
FLO00366 
FLO00373 
FLO00377 
FLO00379 
FLOC0396 
FLCC0406 
Fi 000407 
FL000409 
FLO00414 
FLOOO4IL? 


ERIC Document 
Number 
E00 13542 
£00 13544 
E0013016 
ECC13C17 
E0C13018 
E0013019 
ED0 13545 
EDO 13546 
£D013547 
ECC1354é 
EC0013549 
EDO1355C 
ED0 13551 
E00 13552 
£0013552 
€C013554 
—€C013555 
ED0 13020 
ED012546 
ED01355€ 
ED013557 
E0013558 
EC01355S 
ED01356C 
€0013021 
—D013561 
ED0 13562 
ED013563 
ED013564 
EC013565 
€0012547 
EDOL3566 
ED012548 
ED0 13567 
£001302z 
€C€013568 
ECO1356S 
ED013570 
ED012549 
ED012550 
E0013023 
—€0013571 
EC013572 
€0013573 
ECO13574 
—€0013575 
€00 13576 
E0013577 
ED013024 
€CC13578 
€C012551 
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Clearinghouse 
Accession 
Number 


FL000434 
FLOC0437 
FLOC0438 
FLOC0440 
FLO00441 
FLO00446 
FLO00447 
FL000448 
FLO00449 
FLO00453 
FLOOO4SE 
FLO00458 
FL000459 
FL000460 
FL000461 
FLOCC462 
FLOC0465 
FLO004E9 
FL000470 
FLO00473 
FLOC0478 
FL0C0479 
FLOC0481 
FLO00482 
FLO00483 
FLO00484 
FL000485 
FL000486 
FL000487 
FLOC0488 
FLOC0490 
FLO00491 
FL000493 
FL000494 
FL000495 
FL000496 
FLCCO501 
FLO00 502 
FL000503 
FLO005C4 
FLOOOSCS 
FLOOO50¢ 
FLO00SO7 
FL000508 
FL000510 
FLOOOS11 
FLO00515 
FL000517 
FLOCO518 
FLO00519 
FL000520 


ERIC Document 
Number 


£0013579 


£0013580 - 


€0012552 
ED013581 
€0012553 
E0013025 
ECC13582 
EC013583 
E0012554 
EC013584 
£0C13585 
E0012555 
EDOI12556€ 
ED012557 
£00 1358€ 
ED013587 
ED013588 
£C012558 
ED01255S 
ECC13626 
£0012560 
ED013027 
—D012561 
ED012562z 
ECC12563 
£001358S 
£001302€E 
ED0 12564 
ED0 13029 
ED012565 
EC013030 
£C013031 
ED0 13032 
£00 13032 
EDO 13034 
E00 13035 
E0012566 
ECC13C3¢é 
ED013037 
EC012567 
€£013038 
ECO01303S 
—C£013040 
EC013C41 
ECDO1L25é€E 
EC013042 
£00 13042 
ED0 13044 
E0013045 
ED013046 
ECC13C47 


Clearinghouse 
Accession 
Number 


FLOO0521 
FLO00522 
FL 000523 
FLO00524 
FL000525 
FLO00528 
FLO00530 
FLOCO531 
FL000532 
FLOCO533 
FLO00534 
FLO005 36 
FLO00537 
FLO00538 
FLOC0539 
FLOCO540 
FL000541 
FL000542 
FLO00543 
FLOO0S44 
FLO00547 
FL000552 
FL000570 


JC660002 
JC660C05 
JC6600 34 
JCEED0ES 
JC 660065 
JC&EO0EE 
JCE66CCE7 
JC 660070 
JC6E0081 
JC660083 
JC660088 
J€660089 
J (660093 
JC66C101 
JC660106 
JC660123 
JC6E0154 
JC66C167 
JC660186 
JC6EC1E7 
JC6601S6 
JC660198 
JC660202 
JC6E02Q4 
JC660206 
3 €660212 
JC660215 





ERIC Document 
Number 
—€0013048 
€001304S 
£D013050 
€00 13051 
E0013052 
££013053 
—EC013054 
€C0 13590 
€0013055 
€C013591 
EC012569 
ECC1257C 
EC012571 
€C012572 
£0012573 
ED012574 
—ED012575 
EDO1257€ 
ED012577 
ECCI3C5E 
ECO1L3C57 
ED013058 
ED013592z 


ED013592 
£D013594 
EC013595 
EC001359€ 
£C012578 
£D013059 
E0013597 
£0012579 
ED013598 
ED0125eC 
£00 13599 
£0012581 
ED0 12582 
ED012582 
ED013600 
ECC12584 
£D012585 
ED013601 
ED012586é 
£D013€02 
ED012587 
ECC125ee 
EL012589 
EC012596 
ED0 12591 
ED0 12592 
ED012593 








Clearinghouse 
Accession 
Number 


JC66C0216 
JC660224 
JC660225 
JC6602 32 
JC660237 
JC660255 
JC660273 
JC6E0296 
JC660323 
JC660349 
JC660352 
JC660356 
JC660434 
JC6EC4 36 
JCEE04E4S 
JC€604E5 
JC660483 
J€660488 
J€670009 
JC670030 
JC670036 
JC670064 
JCE7T00E7 
JC670070 
JC67C072 
JC670073 
JC670075 
JC670077 
JC670083 
JC670084 
JC670095 
JC670115 
JC670200 
JC670202 
JC670204 
JC670205 
JC67C211 
JC670218 
JC €70267 
JC6702E6 
JC670292 
JC670293 
JC670298 
JC670312 
JC670316 
JC670318 
JC670322 
JC670337 
JC670344 
JC670351 
JC670399 


ERIC Document 


Number 


€C0136023 
ECO13€04 
£00 12594 
E0012595 
E00 12596 
E0012597 
£0012598 
EC012599 
ED012€00 
EC012601 
£D012602 
E00 13605 
ED012602 
E0012604 
EC012605 
EC013606 
EDO1260€é 
€0012607 
EDO 12608 
£0013607 
ECC13608 
ECOLSE0S 
€0013610 
€C£01260S 
E0013611 
E0012610 
E0012611 
EC013612 
EC0012E12 
EC0126€13 
EDO 13060 
ED0 13061 
£00 13613 
E0012614 
ECO12615 
E0012616 
£C012617 
EC012618 
ECO13614 
EC012619 
ECO13CE2 
£0013615 
ECO13612E 
ECC12€20 
ED012621 
£C013063 
EC012622 
ECO13617 
ECO013618 
£0012623 
ED0 13064 


Clearinghouse 
Accession 
Number 


J3C670407 
JC670412 
JC670418 
JC6 70448 
JC670471 
JC670472 
JC 670473 
JCE70474 
JC 670451 
JC670494 
JC670501 
JC670510 
JC670514 
JC670521 
JC670535 
JC670575 
JC67058@1 
JC670609 
JC6 70610 
JC€670612 
JC670613 
JC670622 
JC670675 
JC670692 
JC670693 
JC670706 
JC670717 
JCE7C762 
JC €70765 
JC670779 
JC670784 
JC670785 
JC670787 
JC670792 
JC6707593 
JC670795 
JC670798 
JCE70799 
JC670800 
JC670801 
JC670803 
JC670804 
JC670805 
JC670806 
JC670808 
JC€670809 
JC670811 
JC670812 
JC670814 
JC670815 
JC67C819 


ERIC Document 
Number 
E£D012624 
£D013619 
ECC13C65 
ECO13CEE 
ECO13067 
—£C013068 
E0013069 
—E00.13070 
£C0013620 
EC013C71 
ED013072 
—ECC13C723 
ECO13C74 
ECO13075 
ECO1L307€ 
ECOL3C7T7 
E0013078 
EDO01307S 
E—D013080 
ED01308] 
ED013082z 
—D013083 
EC013084 
£0013085 
ECO13086 
€0013C87 
EC013621 
€0013088 
—0013089 
€(€C013090 
€0013€22 
E0013C091 
EDO 13092 
ED013092 
ED013094 
—€0013C95 
ECC13096 
ECO13C097 
ECD013098 
££013C99 
€C013100 
EC0136é23 
EC013101 
E0013624 
ED013625 
ED01362€ 
€0013627 
ED013102 
€£013103 
E0013104 
££013105 
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Clearinghouse’ 


Accession 
Number 


JC670820 
JC67C0821 
JC67C823 
JC670824 
JC67082E 
JCE7ICEa39 
JC670840 
JC670842 
J€670843 
JC670845 
JC67C847 
JC6 70850 
JC670854 
JC€6 70855 
J(670857 
JC670858 
JC670860 
JCETOBES 
JCE708E6 
JC670875 
JC670877 
JC6 70880 
JC670884 
JC670888 
JC670889 
JC670890 
JC670891 
J(€670892 
JC670897 
JC67C0898 
JC670900 
JC670901 
JC67C0S902 
JC67C0904 
JCEIOS11 
JC670914 
JC670916 
JC670917 
JC670918 
JC670921 
JC670922 
JC670924 
J€C670934 
JC670938 


PS000020 
FS000051 
PSOCOCT2 
PSOC0088 
PS000092 
PS000093 


ERIC Document 


Number 


E001310€ 


£D013107- 


E0013628 
ED013629 
ECC1310€ 
E00 13630 
E00136€31 
ED013109 
EDO 13622 
£0013110 
EC013111 
EC013€33 
EDO 132624 
ED0 13625 
ED01211<z 
ED013112 
E00 1363€ 
EC013637 
ENOL3EZE 
—0013639 
£D013640 
£00 13114 
£D013115 
ED0 13641 
ECOI3€42 
ECO13€423 
EDO 132644 
EDO 13645 
£D0 13646 
E0013647 
ECOL3E4E 
ECO13€4S 
EC013650 
€C013651 
EC013€52 
€(013653 
ECC13€54 
£0013655 
ED013€56 
ED013657 
ED0 13658 
EDO 13659 
—D013660 
ECO13661 


ECO13116 
EC013662 
ED013662 
E0013117 
€0013118 
€€013119 


Clearinghouse 
Accession 
Number 


PS000154 
PSOCOL71 
PSOO01T3 
PSO00177 
PS000183 
PSOCO0192 
FS000199 
PS$0002C3 
PS000209 
PS0C0236 
PSO0CO237 


RCOCC141 
RC000144 
RCOCO151L 
RCOO01E7 
RCOCO1L92 
RCCCC212 
RCOC0243 
RC000258 
RC000323 
RCO000332 
RC000375 
RC000424 
RCOCO477 
FCOOOS00C 
RCO000505 
RC000527 
kC000550 
RC000569 
RCOCC576 
RCOC0664 
RC000710 
RC000734 
RCOCO758 
RC000783 
RCO00787 
RCOCOB11 
RCOCC834 
RC000838 
RCO00867 
RCO000869 
RC000880 
RCOCO888 
RC000982 
kC001019 
RC001042 
RC001053 
RCO001065 
RCOO1O71 
RCCC1102 





ERIC Document 
Number 
ED01212C 
E0013664 
E00 13121 
E00 13665 
E0013122 
ED013666 
ECC13€67 
E00 13668 
ECO013669 
ED0 13670 
£001367] 


EC012625 
ECO12€2€E 
££012123 
€C013€72 
£0013124 
ED013673 
ED012627 
€C013674 
£0013125 
ED013675 
ED012628 
E00 13126 
EDO1367¢é 
EC013127 
EN01312€ 
ED0 12629 
ED0 12620 
£D0 12129 
E0012631 
£D013677 
EC£01313C 
£CO136é78 
£D013131 
E0013132z 
FDO 12622 
£0013133 
£C013134 
£0013135 
ED012622 
ED0 12624 
EDO 12126 
ED012635 
FD012636 
£C£013137 
£D012637 
£D012638 
£0012639 
EDO 12640 
£D012641 











Clearinghouse 
Accession 
Number 


RCOO1L107 
RCO01110 
RC001139 
RCOC1140 
RCOC1141 
RCOC1142 
RC0C1143 
RCO01145 
RC001147 
RC001148 
RC0C1149 
RC0C1150 
RCOC11L51 
RCCC1L152 
RCO01153 
RC001154 
RCO001155 
RCOC1156 
RCOC1L157 
RC0C1158 
RC00115&9 
RC001160 
RCOO1L161 
RCO01L162 
RCO0O1L163 
RCOC1L178 
RCOC1184 
RCO01185 
FCOCLI&E 
RCO01188 
RCO001468 
RCO001470 
RCOC1471 
RCOC1L472 
RC001480 
RCO01487 
RC001492 
RC0015C8 
kC001510 
RCOOI51€ 
RCOO1517 
FCOC1518 
FC001519 
RCOC1520 
RC001521 
RCOC1522 
RCOC1523 
RC001543 
RCO01546 
RC001589 
RCO01590 


ERIC Document 


Number 


ED012642 
ECC12€43 
£D013138 
EC013139 
ED0 12644 
€0012645 
ED0 12646 
ECO12647 
ECO12€4@ 
ECO012649 
ED012650 
ED01!2651 
ED012652z 
£0012653 
E£012654 
ED012€55 
ED012656 
ED012657 
ED0 12658 
EC012659 
ECO1266C 
EDO12€€1 
ED0 12662 
E00 12662 
EDO 12664 
€0013140 
EC0013141 
ECC13142 
EC0131423 
ED013144 
ED012665 
EDO 1266€é 
E0012145 
ECO13146 
ECO12€67 
€C013147 
ECO12668@ 
EC012669 
€C012670 
ECC13148 
ECO12é71 
€C012149 
EC01315C 
£0013151 
EDO 13152 
€D013153 
E0013154 
ECC12E72 
E0013155 
ED01315€é 
ED013157 


Clearinghouse 
Accession 
Number 


RCOO1591 
RCOO1L612 
RCO001644 
RC001649 
RCO001651 
RCOC1653 
RCOC1661 
RCOC1664 
RCO001665 
RCO01EE7 
RCO01668 
RCO001670 
RCOCi671 
RCOC1672 
RCO01694 
FCO01E98 
RCOQO1709 
FCOC1717 
RC001720 
RCOC1721 
RCOC1725 
RCOC1748 
RCO01763 
RCO01764 
RCOC1766 
RCO01774 
RCO001775 
RCOO1776 
RCOC1777 
RC001783 
RC001799 
RC001809 
FCOC1810 
FC001821 
RCO01829 
RC001831 
RCO01834 


FEOCOC34 
REQOO1C46 
FEO00134 
FEO00135 
REO0O0 149 
REOCO154 
REQO0155 
REOOO157 
REOQO0 158 
REOOOL61 
REOO0164 
REO00184 
REOOO185 


ERIC Document 
N 


umber 


£0012158 
E00 13159 
EC013679 
ECOL3E8C 
€C013681 
E0013682 
ED013160 
ED013161 
ED013162 
EC013683 
ED01316€23 
E00 13164 
ED0 13684 
ED013165 
£D013166 
€0013167 
ED0131€8& 
£0013169 
£C013170 
E00 13171 
E00 13685 
ED013686 
ECO13€8?7 
E0013172 
ED013€8e 
EDO 13689 
EDO 1369C 
EDO 13691 
EC013692 
ECO13éS3 
EC0 13694 
EC013695 
ECO1369€ 
ECO013697 
EC013698 
ECO13€S9 
€D01370C 


€0013701 
€C013702 
€C013703 
€C013704 
ECC13705 
£C012673 
ED012674 
—D012675 
EDO 1z67€ 
€D012677 
EC012678 
ECO12Eé7S 
€0012680 


273 





Clearinghouse 
Accession 
Number . 


REO00194 
REOOO195 
REOO0197 
REO00198 
REOO00202 
REO00213 
REQ00239 
REOCO240 
REOCO0242 
REOCC244 
REO00245 
REOO0O0251 
REOCO257 
REO00262 
REQ00 266 
RECCO273 
REOCO277 
REQOO285 
REOO0288 
REO00292 
REQ00294 
REOCO296 
RE000301 
REQC0303 
REO00 304 
REOOO3C7 
REOQOO311 
REO00312 
REO00313 
REOQ00314 
REQO00215 
REOOO316 
REOO00317 
REO0O318 
REO00319 
REOCO320 
REOCC321 
REO00222 
REO00324 
REO00325 
RE000326 
REQ00330 
REO00332 
REO0C334 
REO00345 
REO00346 
REOCO347 
REOCC348 
RE000349 
RE000350 
REO00351 


ERIC Document 


Number 


ED0 12681 
EDO012682 
ED0 12683 
E00 12684 
ECC12685 
€0013172 
E0013706 
£0013707 
£D013708 
E0013174 
€C013175 
EDO1317¢€ 
—0013709 
ED013710 
EDO 13711 
E0012177 
—0013178 
EC013179 
—CO013180 
—C013181 
£0013182 
ED01371z 
ED013182 
—£013184 
EC013713 
—C013714 
ECC12686é 
—C012687 
EC012688 
ECC1268S 
ECC12ESC 
E0C12é91 
£0013715 
ED013716 
EDO 12692 
—D0 12693 
ED013185 
ECC13717 
£0013718 
EDC1371S 
£00 13720 
£D0 13721 
EDO1372z 
EC013723 
ECO1318é 
£C013187 
£0013188 
ED013189 
E00 13190 
€0013191 
£0013192 


Clearinghouse 
Accession 
Number 


REO00352 
RECCO353 
REOC0354 
REOCC355 
REOCO356 
REO00357 
REOCO358 
REQ00359 
REO00360 
REO000361 
REOCC362 
REOCO363 
REQ003€4 
FEO003E5 
REO00 3266 
REO00367 
REO00369 
REO00370 
REOCO371 
REQ0O372 
REOC0373 
REO00374 
REOQ00375 
REOQCO376 
REOCO377 
REO00378 
REOO0379 
FEQOCO380 
REOCO384 
REOCO386 
REOCO387 
REOCO388 
RE000444 


SEQ00005 
SE000443 
SEOCO728 
SE000845 
SEOCC846 
S$E001484 
SE00154S 
S$E001643 
SEOC1660 
S€0C1718 
$E001722 
$E001769 
$£001825 
$E0C1836 
SEOC1861 
SE001879 
SEO0C2010 


ERIC Document 
Number 


ED0131S2 
£0013194 
£0013195 
ED013196 
£C013724 
EC013725 
ED01372¢ 
€0013727 
ED013728 
ED0 13729 
ED0 137 320 
£0013731 
€C013732 
E0013733 
ED013734 
ED013725 
EDO 137 2€ 
£0013737 
£C013738 
EC01373S 
ED0 12740 
E00 13741 
ED01374z 
ED013742 
ED013744 
EC013745 
ED01374€ 
£C013747 
EC013748 
E00 13749 
£0013750 
€0013197 
EC013751 


—0013198 
ED01375z 
£D0 13199 
£D013200 
€£013753 
£C0013201 
—C013202 
ED013754 
€00132023 
E00 13204 
—D013755 
—C013205 
ECO1320€ 
€0013207 
€D013208 
ED013209 
E0013756 





Clearinghouse 
Accession 
Number 


$E002020 
SE002025 
$E002033 
S$E002034 
$E002041 
$E002103 
$E002192 
SE002209 
$E002224 
SE002229 
SE002281 
SE002485 
SE0C2555 
SEOC2771 
SE002773 
S£002776 
SE002892 
SEOC2925 
S$E002962 
SE003097 
$€003099 
$E€003100 
$£003101 
SE0C3112 
$€003113 
SE003114 
$E003238 
$E003302 
SE0C3422 


sP000061 
$°000331 
$P000379 
$P000505 
SPO000657 
$PO0C0758 
SP000827 
SP000842 
SP000874 
SP0C0940 
SPOOO9ES 
$P000977 
SF000984 
S°000989 
$°001026 
$P001048 
$P001062 
$P001C63 
SPOC1O74 
SP0C1080 
SP001092 


= Document 


umber 


EC013757 
EC01321C 
EC013211 
£0013212 
ECO1L3213 
EC013214 
ECO1375€ 
ECO13215 
££01375S 
ED0 13760 
E00 13761 
ED01321€ 
ED013217 
EC013218 
EL013762 
£C013219 
ED013220 
ED0 13221 
E00 13222 
£D013222 
EC013224 
€0013225 
ECO1322¢€ 
ED013763 
£0013227 
ECO013764 
ECO13765 
ELC13766é 
ED013767 


ED0 13768 
ED0 13769 
£0013770 
E£012694 
ECO13771 
EC013772 
E0013772 
EDO 13774 
ED0 13228 
ED013775 
EC012695 
ED012696 
EC0126S7 
ECO13776 
ECLO013229 
EC0O12698 
ECO1L2€E9S 
ECO13777 
E0012700 
ED012701 
ED0 13230 


Clearinghouse 
Accession 
Number 


S$P001095 
SPOC1118 
SP001147 
S$P0C1188 
$F001190 
SP001199 
SP0C12C0 
S$P0012C2 
S$ FO01215 
S$P001216 
$P001218 
$P0C1221 
SPO0C1222 
$P0C1226 
SP0C1229 
$P001234 
S$P001240 
SP001241 
$P001243 
SP001247 
$P001252 
SP0C1254 
SP001256é 
$P0C1257 
SP0C1258 
SP001259 
$°001260 
SP0C1261 
$PO0C1263 
$P001266 
SPO001269 
S$P001272 
SP0C1273 
SP001274 
SPO0C1275 
$P001278 
$P001279 
SP0C1280 
SPCC1282 
$P0C1287 
S$PO0C1288 
$P001289 
$P001290 
$PO0012S1 
$P001293 
SP001294 
SP0C1296 
$P001298 
$P001299 
SP0C1301 
$F0013C2 


ERIC Document 


Number 


EDO 13231 
E0012702 
EC012703 
E0012704 
—C012705 
ECO1270€E 
—0012707 
E0013778 
€£012708 
EC01377S 
€C012709 
£0012710 
€0012711 
ED0 13780 
E0012712 
€C013232 
EDO 13781 
ED012712 
€D012714 
ED0 13232 
£D0 13234 
ED012715 
EC013782 
E0013235 
ED013236 
EDO 13782 
£00 13237 
ED013238 
€C013239 
ECO1324C 
ECOI271¢€ 
EC013784 
E00 13241 
—D013785 
ED013242 
ECO13243 
FCO 13244 
ED013245 
EDO 13786 
ED01324¢é 
ED013247 
ECO1324@ 
EDO13787 
EC013249 
ECO1325C 
£D013788 
€00 13251 
ED013789 
ECC1379C 
EDO 13791 
EC013792 





Clearinghouse 
Accession 
Number ~ 


SP0013C4 
SP001306 
$P001310 
$P001311 
$P001312 
$P001315 
SPOOL316 
SP0C1317 
$P0C1322 
$P0C1325 
S$P001327 


TEQQO0005 
TEOCOCC? 
TEOOCOO11 
TEO00013 
TEOOOOI7 
TEO000032 
TE000047 
TEOCO048 
TE000049 
TEOCO050 
TEOCOO051L 
TEOCO0S2 
TEQ00053 
TE000054 
TE000055 
TEQO0056 
TE000057 
TE000058 
TEOO0059 
TEOO00EO 
TEOCO0E1 
TEQOQO0E2 
TEOCOCS3 
TEOCO064 
TEQOOOES 
TEO000E6 
TEO00067 
TEO00068 
TEQQ0069 
TEOCO070 
TEOCOO7S 
TE500015 
TE500018 
TE5CO0020 
TE500021 
TE500023 


udod0cdcls9 
U0000790 


ERIC Document 
Number 
EC013793 
EC01379% 
EC013795 
EC01379€ 
€0013797 
—E0013798 
ED013799 
—D0 13800 
EDO 13801 
£0013802 
—0013803 


€C013252 
€C013253 
€C013254 
ECC13255 
ECO1325¢é 
ECC138C4 
EC013805 
ED013806 
—D013807 
£D0 13808 
ED013809 
€C013810 
€C013@11 
EDO 13812 
ED013812 
EDO 13814 
E00 13815 
£00136 16 
EC013@17 
ECO13e1e 
EC013819 
EDC 13820 
EDO 13821 
ED013822 
EC013e23 
E0013824 
—C013825 
ED01382E 
E00 13827 
£00 13828 
ED013829 
€0C013e30 
ED0 13621 
ED0 13832 
ED0 13832 
EDO 13834 


EC013257 
ECO12717 


Clearinghouse 
Accession 
Number 


UCO009T77 
UC001384 
UC001385 
UCO01386 
UD001388 
UC001389 
UC0C1390 
u00C1581 
UCOC15&84 
UCOC2268 
UD0G2363 
UD002426 
UCO02451 
UCC02509 
Uu0002730 
U£002750 
UD002862 
u00C2870 
uC0C2e71 
UL002872 
U0002873 
UDOC2&74 
UD002e75 
uCO028e@8 
U00029723 
UC002975 
uC0C2977 
UC002978 
uD0C2980 
UC0C3020 
UD003070 
Uf003481 
UC003607 
UC003671 
UC003687 
UC003758 
UD003842 
UD003849 
UD003850 
UD003851 
up003e55 
UD00385€é 
u0003857 
UD003859 
UCO03860 
UD003946 
UD003949 
u00C3952 
u00C3963 
U00C3964 
uD0C3965 


ERIC Document 
Number 


E0012718 
ED013258 
ED012259 
EDO 12260 
ED013261 
EC013262 
EC013263 
EC013264 
EC013e835 
ED012719 
£D013265 
E0012720 
ECC 12721 
ED01326¢ 
ED0 12722 
ED012722 
ED0 13267 
ED013836 
EC013837 
EC01383¢ 
€£013839 
£0013840 
EC013841 
£C013268 
EC01326S 
E0013842 
EC013843 
ED0 13844 
ED0 13845 
ED012724 
ED013270 
€C013271 
ED0 13272 
EDO 13846 
ED013272 
ED01z72z5 
ED012726 
£0012727 
EC012728 
£0012729 
EC012730 
E0012731 
EC0013274 
EC012732 
E0012733 
£0012734 
E0012735 
ED012736 
ED0 12737 
ED012738 
£0012739 








Clearinghouse 
Accession 
Number 


U0003982 
UuD003987 
UC003989 
U00C3990 
UCD003992 
UD003SS5 
U0003998 
UC004002 
U0004004 
UDCC4CO09 
UD004013 
UD004016 
U0004018 
UCOC4020 
UC004021 
uD004022 
U0004033 
UC004062 
UC0C4093 
UD004094 
uC004095 
yuD004099 
uC0C4125 
U0004135 
UD0C4150 
UD0C4151 
UCOO4155 
U0004184 
U0004197 
U0004202 
U0004250 
UD0C4317 
UD0C4351 
UC0042é1 
UC004369 
UD0C4641 
Uu0004790 


VT CCOC32 
VTO0004S5 
VT000047 
VTO000048 
VTO00054 
vTOCc0070 
VTOC0073 
VTOCO096 
vT000110 
VT000154 
VT000342 
VT0C0353 
VT000354 


ERIC Document 
Number 
EC01274C 
—€£013275 
ECO13276é 
EC012741 
ECO13277 
—EC013847 
ECO12742 
EC013278 
ECO13848 
ED013849 
0013279 
E00 13850 
—D0 13851 
€C013280 
ECO01328@1 
ED013282z 
£00 13852 
E00 13283 
E00 13284 
€D013285 
ECO013853 
EC013854 
—EC013286 
E0013855 
ED0013856 
£0013857 
EC01385e 
€C01385S 
ECO1386C 
EDO 1386] 
ED0 13862 
ED0 13863 
ED013864 
ECC13865 
EDO LI86E 
—ECO013287 
ECO13288 


ED012743 
ECO12744 
ECO12745 
EDO1274€ 
ED012747 
ED013867 
ED012748 
EC012749 
€CC12750 
EDOL3Z&6E 
EC012751 
EC013869 
£C012752 


Clearinghouse 
Accession 
Number 


VT000355 
VT000359 
VT0003€2 
VT0CO0364 
VTO0CO0412 
VT000413 
VT000414 
¥VT000436 
VT000464 
VT000468 
VT000482 
VTO000487 
vVT000488 
VT000489 
VT000490 
VT000491 
VTOC04S92 
VT000493 
VTOC0494 
VTOCC495 
VTO000496 
VT000497 
VT000498 
VT00049S 
VT000500 
VTC00501 
vT0C0502 
vTOCcO5C3 
VTO000504 
VTOCO5C? 
VTO000509 
VTO00527 
VTO000563 
VTO00564 
VTO00576 
VTO00577 
VvT000578 
VT000579 
VTOC0598 
VTO000604 
VTOCO608 
VT000€13 
VTO000619 
VTOC0620 
VTOCC621 
VTOCO0622 
VTOCC623 
VTOCCE24 
VTO000625 
VTOC0626 
VTOOCEé27 








ERIC Document 
Number 
—CO012753 
—€£013289 
ECO1387C 
E00 13871 
ED0013872 
ED012754 
EDO 12755 
ED012756 
EC012757 
ECO12758 
€£012759 
ECO12760 
ECO1276é1 
ECO12762 
EC012763 
ECO127€4 
EC012765 
EDC1276€é 
ED012767 
E—0012768 
ED012769 
EC012770 
ECO12771 
ECC12772 
ECC12773 
£D012774 
EDOQ12775 
ECO12776 
ECO12777 
ECO12778 
ECO1L2779 
ECO13873 
€CO13874 
€C013875 
ECO13e76é 
€C013877 
ECO13878 
EDO013879 
£00 13880 
E00 13881 
ED013882 
EC013883 
E0013290 
€0C 13291 
E€0013292 
—D013293 
ED013294 
—€€013295 
ECO1329€ 
—€C013297 
ECO13298 





Clearinghouse 

Accession . 

Number 

vVTOO0EzEe 
VTOC0629 
VTOC0630 
VT000€31 
vTogdéé5 
VTOQ00674 
VTO00782 
VT000835 
VT000851 
vTOC0855 
vT0Q0897 


VTC00909 
VT000990 


vtoc1100 
VTOC1132 
VT0C1140 
VTO01195 
VT001214 
vT001215 
VTOC1216 
VTO01217 
vT0Cc1218 
VT001219 
VT0C1220 
VTO01221 
VTOC1222 
VTOC1278 
VTOC1337 
VT001344 
VT001383 
VT001384 
VTOO1513 
VT001534 
VT001593 
VTOC1736 
VTOC1747 
VTOO180é 
VTCC1808 
VT001826 
VT001834 
V1T001856 
VTO001872 
VT001875 
VT001878 
VT001879 
VT001904 
VT001937 
vVTCC1980 
VT001989 
VTO02012 
vT002031 


ERIC Document 


Number 


E0C 13299 
ED013300 
€00 13301 
ECC13302 
EDO 13884 
£0013302 
E0013885 
EDO 13886é 
ED0 13887 
E0013888 
£(0013304 
ED0 13889 
E00 13890 
EDO 13305 
€D0 13891 
EDO13892 
ECO13eS2 
ECO13894 
E0013895 
ED01389€ 
EDO 13897 
EDO 13898 
ECO138SS 
ECO13S90C 
€C013901 
E0013902 
EDO 13306 
EDO 13902 
ED013904 
£C013905 
EDO 13307 
ED012780 
EDO 13308 
E00 12781 
£0013309 
ED01390€ 
€C£013907 
ED0 13908 
ED013310 
ED0 13311 
ED0 13312 
ED012782 
€(013313 
EC013S09 
€€012783 
ED0012784 
ED0 13910 
ED0 13314 
£0013911 
€CC12785 
EDO 13912 


Clearinghouse 
Accession 
Number 
VTO002067 
VT002083 
VT002099 
VTCO2Z117 
VT0C2133 
VTO002151 
VT002152 
VT002176 
VT002196 
VTC02201 
V¥002219 
VTO0O0222E 
VT002257 
VTOC2258 
VTOC2259 
VTOC2260 
VTOC22E&2 
VTOO022ES 
VTOC2270 
VTOC2271 
VTOC2272 
VTOC2273 
VTOC2281 
VT002332 
VT002341 
VT002354 
VTO02361 
VT002376 
VT002409 
VTO02411 
VT002413 
VT002415 
VT0C2418 
VT002419 
VT002421 
VT002497 
VT002515 
VTOC2523 
VT0027E2 
VTOC27é8 
VT002779 
VT0C2780 
VTOC2782 
VTOC2786 
VT002789 
VT002797 
VTO0C2844 
VT002924 
VTO0C2934 
VT002935 
vTo0o2ses 


ERIC Document 
Number 
ED0139 13 
£D0 13315 
EDO 1221€ 
€D0 13914 
ED013317 
E£013915 
E0012786é 
ED013916 
£D013917 
EFD0 13918 
E0013318 
ECO13S1¢S 
ECOL3S2C 
—€C0013921 
EC0013922 
ED013923 
EC013924 
EC013925 
ECO1331¢ 
ECO1392€ 
ED013927 
ED013320 
EDO 13321 
E0012787 
ECC12788 
ED0 13928 
ED001332z 
EDO 13929 
EDO 13930 
E00 13931 
€0013323 
ECC13324 
ED013325 
EDO 13322€é 
E00 13327 
EDO 13932 
€0013228 
€C£013933 
ECO013934 
EC013535 
£D013936 
ED0 13937 
£D013329 
£0013330 
—C013331 
£00 13332 
—£C£013938 
EC013939 
—€C0C013332 
E£013940 
EC£013941 











Clearinghouse 
Accession 

Number 
VT003001 
VT003002 
VT003004 
VTO003014 
VT003015 
VT003023 
VT003024 
VT003114 
VTO0C3124 
VT0C3128 
VT003145 
VTOC3160 
VT0C3165 
VTO03167 
VTOO3171 
VT0OC3202 
VTCC3203 
VT0C3204 
VTCC3206 
VT003209 
VT0C3210 
VT003252 
VT003253 
VTOC3278 
VTCC3586 
VT0C3654 
VTO03€55 
VT003€56 
VTOC3657 
VTOC3665 
VTOC3681L 
VTOC3696 
VT003884 
VT004437 
VT004438 











ERIC Document 


Number 


ECC13942 
ED013334 
ED013942 
ECC13944 
££013945 
ECO1L3S4E 
EC013947 
E£013948 
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